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Preface 


This catalog supersedes Honeywell Publications Catalog, Order No. AB81, Rev. 10, dated February 
1980, and its Addenda A, B, and C. 


This catalog contains four separate index sections: 
Section 1 lists all Honeywell publications sequenced alphanumerically by keywords in titles. 


Section 2 lists Honeywell publications according to the product line supported, e.g., Series 60, 
Series 2000, 600, 6000, System 700, Data Entry. Within each product line, titles are listed by mast- 
head — hardware, software, and applications. Software and applications documents are further 
subdivided into their different types. 


Section 3 lists all Honeywell publications, as well as those Xerox publications available through 
Honeywell, alphabetically by order number. 


Section 4 consists of data processing and Page Printing System forms, including illustrations. 


In Sections 1, 2 and 3, the listings indicate the publication's title, order number, revision number, 
and function. Sections 2 and 3 indicate the current prices. Documents which have REF. (reference) in 
the “Function” column are technical manuals; the INST (instructional) category covers education 
material, such as programmed instruction texts, study guides, and classroom workbooks. The informa- 
tion in the other columns should be self-explanatory. 


Section 4 lists forms alphabetically by title and shows forms in numerical sequence by form number. 


The prices and policies shown are effective as of November 1980 and are subject to change without 
notice. Publications can also be withdrawn from distribution without notice if the information they 
contain becomes obsolete or if usage no Jonger justifies maintaining an inventory. 


© Honeywell Information Systems Inc., 1981 File No.: 1ZT3 


General Information 


ORDERING PROCEDURES 


It is Honeywell's desire to provide our customers with the fastest and most efficient method of 
ordering and receiving publications. With this goal in mind, a specially designed, standardized order entry 
form is included at the back of this catalog. Space is provided for such information as “‘ship to” and “bill 
to” addresses, purchase order number, item number, and order quantity. If your company procedures 
require a purchase order, attach one to the standard order form. 


Send your orders to: 


Honeywell Information Systems Inc. 
47 Harvard Street, MS 01 
Westwood, MA 02090 

Attn: Publications Services 


You can use this same address to request any other information, such as prices or shipping information, 
or similar data. 


Payment for all orders must include the catalog amount, plus 4% for shipping and handling charges; 
plus any applicable state, county, or city taxes. Include a check, purchase order or reference to a pur- 
chase order or a letter authorizing us to bill you. Orders for less than $25.00 must be prepaid by check 
or money order and should include 4% for shipping and handling charges, as well as any applicable state, 
county, or city taxes. Requests for publications received without the necessary billing authorization will 
be needlessly delayed. : 


INVOICES 


Invoices for all orders are issued approximately 2 weeks after shipment. Please note that our 
remittance address is printed on the top of each invoice. 


HOTLINE SERVICE 
We also provide you a HOTLINE service to fill requirements for orders you need “yesterday.” 
Call (617) 392-5235 


Please try to provide us with a purchase order number when you call, and confirm all telephone orders 
with a written purchase order or letter annotated “This confirms my telephone order of... .” 


DISCOUNTS 


Discounts are now available (1) on a per-item quantity basis and (2) on the total dollar value of 
individual purchase orders. 


1) Individual titles ordered in quantities of 50 — 99 each receive a 10% discount. Titles ordered in 
quantities of 100 or more each receive a 20% discount. 


2) Individual purchase orders with a total dollar value of $2,000 — $3,999 receive a 10% discount. 
Orders for $4,000 or more receive a 20% discount. 


Purchase orders can qualify for only one discount: individual line items or total dollar volume, 
whichever is larger, but not both. These discounts apply only to purchase orders for publications, not 
reprint rights. 


DELIVERY 


Your rush orders will be shipped immediately upon our receipt of the order; regular orders will be 
within one week. Accompanying the shipment will be a packing slip indicating items shipped — including 
quantity and dollar value, backordered items, and items that do not exist on our files. (The latter 
category might contain items that had an incorrect order number or may in fact be obsolete.) It is not 
necessary to reorder an item on backorder. Backordered items are automatically shipped to you upon 
their receipt in our warehouse. 


RETURNS 


Because we frequently update our publications, we cannot credit full original price on publications 
returned to us more than 60 days after shipment. Material returned within 60 days will be credited in 
full if publications being returned are at the latest revision and are in “like new” condition. Requests for 
returns must be submitted in writing in advance and should include Order No., title, and revision number 
of subject documentation and reason for request. Please reference original purchase order number on all 
correspondence. 


REPRINT POLICY 


Honeywell will authorize the reproduction of publications by others. The royalty for reprint rights 
will be charged at a cost equal to 1/3 the published selling price of the particular publication times the 
number of copies to be reprinted. Discounts will be allowed per the following guidelines: 


Royalty Fee Discount* 
$ 5,000 —- 9,999 5% 
$10,000 — 19,999 10% 
$20,000 — 29,999 15% 
$30,000 — + 20% 


Your request for reprint rights should be directed to: 


Manager, Publications Services 
Honeywell Informations Systems Inc. 
47 Harvard Street, MS 01 

Westwood, MA 02090 

(617) 392-5208 


Requests for reprints should include the following information: 

1. Item(s) to be reprinted (include order number, title, and revision) 
2. Quantity to be printed on each item 

3. Reason for requesting reprint 


When granted, reprint rights will be effective for one year only. Subsequent requests will be treated 
separately and not added to the original request. 


*NOTE: NON-PROFIT EDUCATIONAL INSTITUTIONS MAY BE ELIGIBLE FOR ADDITIONAL 
DISCOUNTS. PLEASE CONTACT PUBLICATIONS SERVICES FOR FURTHER DETAILS. 


NOTE TO HARDWARE CUSTOMERS** 


It is Honeywell’s policy to provide each new customer, excluding mini systems (Level 6), with an 
initial supply of publications. This initial supply will consist of 1 each of the required publications and 
can be equal in value up to five percent (5%) of one month's rental value of the particular equipment 
ordered to a maximum of $1,000. The value of such initial supply of publications will be determined by 
the price schedule in the Publications Price Catalog. Requests for publications to be included as part of 
this initial allotment must be submitted by the Honeywell marketing representative handling your 
account. You cannot order these publications directly. It is the responsibility of the branch office to 
monitor each customer’s initial allotment and to determine when the customer has received the number 
of publications to which he is entitled. 


**Please contact your Honeywell Marketing Representative for further details. 


In addition, you will automatically be provided with revisions and/or addenda to publications per- 
taining to your system. New publications must be ordered by your Honeywell Marketing Representative. 


If problems regarding the receipt of these publications occur, please contact: Manager, Publications 
Services, Honeywell Information Systems Inc., 47 Harvard Street, Westwood, MA 02090. 


NEW ORDER NUMBERS FOR SOFTWARE MANUALS 


Check this catalog for the availability of previous revisions and if they are listed as available then use 
the format shown below. 


In order to provide greater flexibility in the support of previous software releases, a modified 
numbering system is being introduced for software manuals. The new numbering system (format shown 
below) permits ordering software documents for a supported release that is earlier than the current 
release. 

The new format is: 


XXXX-RR (manual) 
XXXX-RRA (addendum) 


Where: 
XXXX_ is the base Publication Order Number (e.g., CBO5) 
RR is the revision level (e.g., 01 = Revision 1) 
A is the alphabetic designation of the addendum, if any 
For Example: 


CBO5, Revision 1 would be expressed in the new format as CB05-01. 
CBO5A, Revision 1 would be expressed in the new format as CB05-01A. 


If you order a publication using only the base Publication Order Number, then you will receive the 
latest revision in stock. If you want an earlier version, then you must use this new format order number. 
Make sure that you specify the correct revision number if you want documentation supporting a specific 
software release. 7 


For software manuals, when ordering the latest revision use only the base number of the publication. 
Do not specify the revision. (i.e., CBO5 rather than CB05-03) Only when ordering out-dated software 
should the revision be specified. 


For hardware manuals, do not specify the revision since only the latest revision are retained in stock. 
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Keyword Index of Publications 


Titles 


TITLE 


100 CONVERSION 
L64 SERIES 100 CONVERSION GD 
100 PROGRAM MODE 
L64 100 PROGRAM MODE GPERATORS GUIDE 


118 
SERIES 200 MODEL 115 EQUIPMENT GPERATGORS MANUAL 
115-115/2 


SERIES 200 MODELS 115-115/2 PROGRAMMERS REFERENCE MANUAL 
200 PROGRAM MODE 

L64 200 PRCIGRAM MODE GPERATGR GUIDE 

L64 200 PROGRAM MODE USER GUIDE 
200-4200 

SERIES 200 PROGRAMMERS REF MNL MODELS 200-4200 
200/0 COBEI. 

L64 200/0 COBOL TO L64 COBOL TRANSLATOR 
200/0 CONVERSION 

L64 200/060 CONVERSION GD 
2020/2030/2030A 


SERIES 2000 MODELS 2020/2030/2030A PROGRAMMERS REFERENCE MNL 


2040-2070 

2000 MODELS 2040-2070 PROGRAMMERS REFERENCE MANUAL 
204B-11/16/21/22 

SERIES 200 204B-11/16/21/22 MAGNETIC TAPE UNITS 
204B~-17/18/23/24 

SERIES 200 204B-17/18/23/24 MAGNETIC TAPE UNIT 
204B-1 THROUGH-S 

200/2000 MAGNETIC TAPE UNITS 204B-1 THROUGH-9 
204B ~-200/300/400 

2000 TYPE 204B-200/300/400 7 TRACK MAGNETIC TAPE SUBSYSTEM 
2040-1/3/5 

SERIES 200 204D-1/3/5 MAGNETIC TAPE UNIT 
204D/1A/3A/5A 

SERIES 2006/2000 204D/1A/3A/5A MAGNETIC TAPE UNIT 
204F-1/-3/-5 

SERIES 2000 204F-1/-3/-5 MAGNETIC TAPE UNITS 
214-1 

SERIES 200/2000 214-1 CARD PUNCH 
214-2 : 

SERIES 200 214-2 CARD READER/PUNCH 
220-8 

200/2000 TYPE 220-8 VISUAL INFORMATIGN CONTROL CONSOLE 
222-7 

SERIES 200 222-7 PRINTER AND CONTROL 
223 

SERIES 200 223 AND 223-2 CARD READER 
223-2 

SERIES 200 223 AND 223-2 CARD READER 
234 

66/2000 FORMS SPECS/DHUO800 AND 234 DOCUMENT HANDLERS 
234-0 

200/2000 234-0 MICR READER-SGRTER OPERATORS MANUAL 
234-13-14 

200/0 234-13-14 MICR READER-SORTER SPERATIGN MNL 
236 

SERIES 200 236 HIGH-SPEED DOCUMENT READER-SOGRTER 
2780/3760 

L6 27€0/3760 WORKSTATION FACILITY USERS GD 

L_6/BSC 2780/3780 FILE TRANSMISSION USER GUIDE 
281 

200/2000 6S/2000 TYPE 281 COMMUNICATIONS PROCESSING S 
281-2B/285-2B 

200/2000 281-2B/288-2B6 COMMUNICATION CONTROL AND ADAPTER 
281-26SC/285-2BSC 

281-2BSC/286-2BSC COMMUNICATION CONTROL AND ADAPTER MANUAL 
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AQO3 
AQo2 
BJ51 
BJO1 


AQ22 
AQ21 


BA85S 
AQ72 
AQO4 
AL79 
AG28 
BC37 
BF40 
BC38s 
AJ97 
BKO2 
AJ22 
AJ23 
BCO3 
BCcO4 
AJ77 
BJ23 
BCS3S 
BC39 
AY29 
DCOSs 
CcC72 
AD5S4 


CB40 
CB38 


AH6G6 
BA38 
BY43 
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AB81 


TITLE 


286 

200/0 GS/2000 286 COMMUNICATIONS PROCESSING 
286-6/7 

SERIES 200 286-6/7 MMMC COMMUNICATION CONTROL 
3270 

66/6000 3270 GRTS MAPPING MODULE USER GUIDE 

66/6000 3270 GRTS MODULE USERS GUIDE 

LS 3270 INTERACTIVE FACILITY USERS GUIDE 
360/370 

L64 IBM SYST 360/370 TO L64 COBGL TRANSLATOR 
360/370 CONVERSION 

L64 360/370 CONVERSION GUIDE 
4021 

SYSTEM 700 4021 MAGNETIC TAPE SUBSYSTEM PROG MNL 
4150 

4150 9-TRACK MAGNETIC TAPE SUBSYSTEM PROGRAMMING MANUAL 
4200 

SERIES 200 CONTROL PANELS AND CONSOLES MODEL 200 TO 4200 
5121/5122/5123 

SYSTEM 700 3121/5122/5123 CARD READER PROGRAMMING MANUAL 
5140 

SYSTEM 700 5140 CARD READER/PUNCH PROG MNL 
5151 

SYSTEM 700 $151 AND 5152 CARD READERS 
5152 

SYSTEM 700 5151 AND S152 CARD READERS 
5520 

SYSTEM 700 TYPE 5520 LINE PRINTER PROGRAMMING MNL 
61/58 

L61 MOOELS 61/758 + 61/60 INSTALLATION PLANNING MNL 

LEVEL 61 MODEL 61/58 GUIDE TO DATA COMMUNICATIONS 
61/60 

L61 MODELS 61/738 + 61/60 INSTALLATION PLANNING MNL 

LEVEL 61 61/60 CONCEPTS AND CHARACTERISTICS 
LEVEL 61 MODEL 61/60 DATA COMMUNICATIONS 
6312 ; 

SYSTEM 700 6312 SYNCHRONOUS SINGLE-LINE CONTROLLER 
6313 

SYSTEM 7CG 6313 CODE CONVENTION PROG MNL 
6322 

SYSTEM 700 6322 UNIVERSAL MULTILINE CONTROL REF MNL 
6641/51/61/78 

G66DPS GS8DPS DPS& DATANET 6641/51/81/78 GPERATION MNL 
66DPS 

66DPS G8DPS DPSS DATANET 6641/51/61/78 OPERATION MNL 

6SDPS DPS8S000 CUSTOMER SUPPGRT HANDBOOK 

66DPS DPSS PASCAL/66 USERS GUIDE 

66DPS ONLINE JOB SERVICE MATCHING JSMS FUNCTIONAL DESC 

66DPS ONLINE JOB SERVICE MATCHING JSMS USER GUIDE 
66/2000 

68/2000 FORMS SPECS/DHUO800 AND 234 DOCUMENT HANDLERS 
66/0PS 

66/6000 66/DPS PROJECT MANAGEMENT & CONTROL PMCS/66 HNOBK 
68DPS 

66DPS GEDPS DPS& DATANET 6641/581/61/78 OPERATION MNL 
6/06 

LEVEL G6 MODEL 6/06 OPERATORS CARD 

LEVEL 6 MODEL 6/06 PROGRAMMERS REFERENCE MANUAL 
6/301 

SERIES 60 RBT 6/301 USER GUIDE SRO100 
6/302 

SERIES 60 RBT 6/302 USER GUIDE 
700-GP-16 

SYSTEM 7G0-GP-16 ASR33/35 DRIVER 
707 

DATANET 700 RNP 707 CONFIGURATION SROS20 
7300 

200/2000/6000 BIT 7300 FITAL _ 

7300 SERIES BANKING TELLER TERMINAL SYSTEMS BTT 

7300 SERIES BTT DATA CAPTURE CASSETTE UNIT 

7300 SERIES BTT STANDARD TRANSACTION PROGRAM 
768/775/ 785 

788/778/785 VIP REFERENCE MANUAL 
7700/7705 SYSTEM 

DATA COMMUNICATION 7700/7708 SYSTEM REF MNL 
8200 


SERIES 200 MODEL 8200 CHARACTER PROCESSOR PROGRAMMERS REF MA 
SERIES 200 MODEL 8200 WORD PROCESSOR PROGRAMMERS REF MANUAL 


8220 
SERIES 200 8220 VISUAL INFORMATION CONTROL CONSOLE 
ABORT CODES 
66/6000 ERROR MESSAGES AND ABORT CODES 
OPS8 GCOS&8 OS PROGRAMMER MESSAGES & ABORT CODES 
SERIES 600 CONTROL CARDS AND ABORT CODES POCKET GUIDE 
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AH28 
CA35 
AYOS 
AW56 
CB48 
AQ73 
AGO5S 
AGO7 
AJ15 
BCOS 
AGO4 
AGO5 
AR41 
AR41 
AESO 


AW39 
AJ36 


AW39 
AP62 
AU15 
AG71 
AG73 
AG70 
AY34 
AY34 
CcS89 
DL96 
DJ5O 
DJS1 
AY29 
DDS59 
AY34 


AU34 
AT25 


AX89 
AY79 
YX39 
AP12 
ANOQ 
AK97 
AN23 
AN10 
AA19 
AL29 


BH8O 
BH78 


AJ78 
0C97 


DH12 
BJ69 
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TITLE 


ACCOUNTING 
DPSS GCOS8 OS ACCOUNTING 
L62 GENERAL LENGER PROCESSING GD: ACCOUNTING & ADMIN 
L64 PAYRELI PROCESSING GD ACCGUNTING & ADMINISTRATION 
ACCOUNTING ADMINISTRATOR 
L68 MAM REGISTRATIGN + ACCOUNTING ADMINISTRATOR 
ACCOUNTS PAYABLE 
L61 ACCOUNTS PAYABLE SYSTEM HANDBOOK 
L61 ACCOUNTS PAYABLE SYSTEM (5K) IMPL GUIDE 
L62 ACCOUNTS PAYABLE ACCOUNTING & ADMINISTRATION 
L62 ACCOUNTS PAYABLE SYSTEM HANDBOOK 
L64 FINANCIAL MOMT ACCOUNTS PAYABLE HANOBEGK. 
L66 ACCOUNTS PAYABLE SYSTEM HANDBOOK 
ACCOUNTS REGEIVABLE 
600/6000 ACCGUNTS RECEIVABLE SYSTEM F DISK IMPL GD 
L61 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK PRELIMINARY EDITION 
L62 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK 
L64 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK 
L6G ACCGUNTS RECEIVABLE SYSTEM HANDBOOK 
ACCOUNTS RECE!VALBE 
L61 ACCOUNTS RECEIVALBE SYSTEM 61 IMPL GUIDE 
ACCTG 
L62 ACCTS RCVBL PROCESSING GUIDE: ACCTG & ADMIN 
ACCTS 
Lé2 ACCTS RCVBL PROCESSING GUIDE: ACCTG & ADMIN 
ADMIN 
L62 ACCTS RCVBL PROCESSING GUIDE: AcCCT@ & ADMIN 
L62 GENERAL LEDGER PROCESSING GD: ACCOUNTING & ADMIN 
ADMINISTRATION 
L64 PAYROLL PROCESSING GD ACCOUNTING & ADMINISTRATION 
ADMINISTRATORS GUIDE 
L66/6000 COEXISTENT I1-D-S/I1 DATA BASE ADMINISTRATORS GUIDE 
ADVANCED 
G6COS6 ADVANCED FORTRAN REFERENCE MNL 
AIDS 
L68 MULTICS HARDWARE DIAGNOSTIC AIDS 
ALGOL 
66/6000 ALGOL 
SERIES 6000/6000 ALGOL 7/E 
AMERICAN NATIGNAL STANDARD 
2000/2000 MOD 1 MSR COBOL COMPILER AMERICAN NATIGNAL STANDARD 
ANALYSTS GUIDE 
L61 GCOS TRANSACTION SYSTEM ANALYSTS GUIDE 
ANC 
600/6000 ANC APT PUNCHED PAPER TAPE REFERENCE MANUAL 
LEVEL 66 ANC - INDEPENDENT PSSTPROCESSOR EXECUTIVE SUBSYS 
ANS 1 
SERIES 200 05/200 ANS 1 COBOL COMPILER 
ANS 
200/0 GS/2000 ANS COBOL COMPILER 
ANS! 
SERIES 200/2000 MOD 4 ANSI COBOL COMPILER 
APL 
L638 MULTICS APL PRELIMINARY EDITION 
APL/66 
66/6000 APL/66 USERS GUIDE 
APL/66 PHCKET GUIDE 
APPLICATIGN DEVELOPMENT 
GC&S6 M&D200 APPLICATION DEVELGPMENT GUIDE 
APPLICATIGNS GUIDELINES 
66/6000 APPLICATIONS GUIDELINES FOR NPS 
APT 
600/6000 ANC APT PUNCHED PAPER TAPE REFERENCE MANUAL 
L66 APT PUNCHED PAPER TAPE DEMO GUIDE 
APT/66 
L66 APT/66 PART PROGRAMMING LANGUAGE MNL 
L6G APT/66 PART PROGRAMMING POCKET GUIDE 
L66 APT/66 PUNCHED PAPER TAPE USERS GUIDE 
ASR33/35 
SYSTEM 700-6P-16 ASR33/35 DRIVER 
ASSEMBLER 
°200/2000 MOD 4 ASSEMBLER 
L68 MULTICS ASSEMBLER SON 
ASSEMBLY INSTRUCTIONS 
DPSS ASSEMBLY INSTRUCTIONS MNL 
ASSEMBLY LANGUAGE 
GCOS6 ASSEMBLY LANGUAGE 
L6 GCOS6/MDT ASSEMBLY LANGUAGE 
LS GCOS/BES2 ASSEMBLY LANGUAGE 
LEVEL 6 GCOS/BES ASSEMBLY LANGUAGE 
ASTRA 
L66 ASTRA I1 RESQGURCE ALLOCATION PROGRAM REF MNL 
BAI. 
84 BAL TO CGRGL TRANSLATOR 
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ORDER NO. 


DH22 
C643 
CHS55 
AS68 
AW33 
AC61 

CG44 
AP75 
CES9 
DG63 
AS95 
AZ59 
AP74 
CE94 
DG64 
ACGO 
CF78 
CF78 


CF78 
C643 


CH55 
DE58 
cB18 
AR97 


DD27 
BS11 


BH&4 
AR58& 


DB31 
DB46 


BJ45 
AHS3O 
BJSO 
AKS5 


DD78 
DLOS 


CD48 
DE77 


DB31 
DAS 1 


DE84 
DE85 
‘DB3O 
YX39 


BF30 
AN63 


DHO3 
CBO7 
AX12 
AU43 
AS31 
DE12 


AQ76 


FUNCTION 


ABS1 


TITLE 


BANK ANALYSIS 
DATANETWORK BANK ANALYSIS REPORTING SYSTEM USERS GUIDE 
BANK INFO 
66/6000 BANK INFO SYST NETWORK BISNET ADMIN GUIDE 
BANKING MICROM 
200/2000 BANKING MICROM & TRANSIT SYSTEMS HNDBOOK 
BANKING TELLER TERMINAL 
7300 SERIES BANKING TELLER TERMINAL SYSTEMS BTT 
BASIC 
66/6000 DM-IV (GRP) BASIC USERS GUIDE 
66/60C0 TIME-SHARING BASIC 
GCOSG BASIC QUICK REFERENCE GUIDE 
GCOS6 BASIC REF MNL 
L.64 BASIC 
L6 GCOS/BES2 BASIC REF MNL 
LEVEL 68 MULTICS BASIC 
SERIES 600 TIME-SHARING BASIC 
BASIC GPERATING TECHNIQUES 
BASIC GPERATING TECHNIQUES SERIES 200 EQUIP PI TEXT SUPP 
BATCH PROCESSING 
66/6000 8COS USER GUIDE: BATCH PROCESSING 
BFAS 
L64 BFAS “USER GUIDE 
BINARY 
©S/700 BINARY SYNCHRGNGUS COMMUNICATIONS LOADER 
BISNET 
600/6000 BISNET ADMINISTRATORS GUIDE 
66/6000 BANK INFO SYST NETWORK BISNET ADMIN GUIDE 
BMD STATISTICAL 
SERIES 6000 BMD STATISTICAL PROGRAMS REF MNL. 
BSC1/2 
L62 GCOS BSC1/2 COMMUNICATIONS SYSTEM 
BTT 
200/2000/6000 BTT 7300 FITAL 
7800 SERIES BANKING TELLER TERMINAL SYSTEMS BTT 
7300 SERIES BTT DATA CAPTURE CASSETTE UNIT 
7300 SERIES BTT STANDARD TRANSACTIGN PROGRAM 
BULK INPUT/OUTPUT 
L68 MULTICS BULK INPUT/OUTPUT 
BULK MEDIA 
66/6000 BULK MEDIA CONVERSION 
BULK MEDIA CONVERSATION 
600/6000 BULK MEDIA CONVERSATION 
BURRGUGHS SUPPORT 
PPS BURRGUSHS SUPPORT 
CARD PUNCH 
L66 CCUO401 CARD READER/PUNCH + PCU0121 CARD PUNCH GPERATION 
L6& PCU9101 CARD PUNCH & CCUS101 READER/PUNCH GPERATION 
SERIES 200/2000 214-1 CARD PUNCH 
SERIES 60 CCUG400 CARD READER/PUNCH PCU0120 CARD PUNCH OP 
CARD READER 
L.64/66/E€8 CRUO3O1/0501 CARD READER GPERATION REF MNL 
LG CRU9107 CARD READER GPERATION 
L6 CRUS108/09/10/11 CARD READER UNIT GP REF MNL 
SERIES 200 223 AND 223-2 CARD READER 
SERIES 60 CRUO600/1050 CARD READER GPERATIGN 
SYSTEM 700 6121/5122/5123 CARD READER PROGRAMMING MANUAL 
CARD READER GPERATION 
LEVEL 62 CRU0300/0500 CARD READER GPERATIGN 
LEVEL 62 CRUOS3O6 CARD READER GPERATIGN 
CARD READER/PUNCH 
L66 CCU0401 CARD READER/PUNCH + PCU0121 CARD PUNCH GPERATION 
SERIES 200 214-2 CARD READER/PUNCH 
SERIES 60 CCUO400 CARD READER/PUNCH PCU0120 CARD PUNCH OP 
SYSTEM 700 6140 CARD READER/PUNCH PROG MNL 
SYSTEM 700 GP-16 CARD READER/PUNCH DRIVERS 
CARD READERS 
SYSTEM 700 5151 AND 5152 CARD READERS 
CARDS 
66/6000 GCOS CONTRGL CARDS REF MNL 
CARRY FACILITY 
L68 MULTICS CARRY FACILITY 
CARTRIDGE 
SYSTEM 700 OP-16 CARTRIDGE AND DISK UNIT DRIVERS 
CARTRIDGE DISK 
L6 CDU9114/9116/9116 CARTRIDGE DISK UNIT GPERATION 
L6 CDU 9101/2/3/4 CARTRIDGE DISK UNIT OP REF MNL 
CARTRIDGE MODULE 
L6 CARTRIDGE MODULE DISK SUBSYSTEM GP MNL 
CASH ANALYSIS 
DATANETWORK CASH ANALYSIS REPORTING (CAR) SYST USED 6D 
CASH INVESTMENT ANALYSIS 
CASH INVESTMENT ANALYSIS MANUAL 
CASSETTE 
7300 SERIES BTT DATA CAPTURE CASSETTE UNIT 
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AW57 
DD86 
DJ27 
AK97 
DH&86 
DD16 
CB17 
CB11 
ca43 
AU44 
AM&2 
BR36G 
BC8&4 
DEG? 
AQ&2 
AJ75 


DB48 
DD86 


BP82 
AU3S 
ANOS 
AK97 
AN23 
AN10O 
CC34 
DD11 
BP3O 
Ccc30 
AYO! 
CC17 
BCOS 
ATSO 
AY83 
C617 
CF17 
BC33 
ANS7 
AGO4 


AW83 
AS39 


AYO} 
BCO4 
ATSO 
AGO5 
Y¥X41 
AR41 
DD31 
AN7& 
YX35 


CB65 
CFO! 


AUS4 
DGS6 
AH61 
AN23 
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ABS81 


TITLE 


CASSETTE (SONT) 

SYSTEM 700 OP-16 CASSETTE AND MAGNETIC TAPE DRIVERS 
CATALOGS : 

COMPUTER SUPPLIES CATALOG AND PRICE LIST 

GIFTS OF GISTINCTION 1978 CATALOG 

PUBLICATIGNS PRICE CATALS&G 

SOFTWARE CATALOG 
CATALOG MANAGEMENT 

L64 CATALOG MANAGEMENT 
cCU0400 

SERIES 60 CCUO4N0 CARD READER/PUNCH PCU0120 CARD PUNCH OP 
CCU0401 

L66 CCU04O1 CARD READER/PUNCH + PCU0121 CARD PUNCH GPERATIGN 
CCU0S06/ 1006 

LEVEL 62 CCUO506/1006 MULTIFUNCTIGN UNITS OPERATION 
CCU9101 

L6 PCU9101 CARD PUNCH & CCU9101 READER/PUNCH OPERATION 
CDU9114/9115/3116 

L6 CDU9114/9115/9116 CARTRIDGE DISK UNIT GPERATION 
CDU 9$101/2/3/4 

L@ CDU 9101/2/3/4 CARTRIDGE DISK UNIT OP REF MNL 
CFMS IMPLEMENTATIGN 

LEVEL 686 MPS - CFMS IMPLEMENTATION GUIDE 
CHARACTER PROCESSOR 

SERIES 200 MODEL 8200 CHARACTER PROCESSOR PROGRAMMERS REF MA 
CHARACTER SET 

L64 CHARACTER SET AND CODE - CONVERSION REF CARD 
CHECK 

66/6000 CHECK PROOF/TRANSIT SYSTEM HANDBE&OK 
cmM6s 

L66 USER GUIDE TO 200/0 COMPATIBILITY MODE cM66 

LEVEL 66 CMGS IMPORT/EXPORT UTILITY USERS GUIDE 
COBOL 

66/6000 COBGL REFERENCE MANUAL 

66/6000 COBOL USER GUIDE 

GCOSG6 ADVANCED COBOL POCKET GUIDE 

G@COSG ADVANCED COBOL REF MNL 

GCOS6 ENTRY-LEVEL COBOL REF MNL 

GCOSS INTERMEDIATE COBOL REF MNL 

GCOS6 MOD460 ENTRY-LEVEL COBOL 

L62 COBOL POCKET GUIDE 

L62 COBOL REF MNL 

L62 COBOL USERS GUIDE 

L62 GCOS COBOL MACRO PROCESSOR USER GUIDE 

L64 COBOL. POCKET GUIDE 

L68 MULTICS COBOL REF MNL 

L68 MULTICS COBGL USER @U1DE 

L6 GCOSG/MDT COBOL REF MNL 

L6 GCES/BESZ COBOL 

SERIES 600 COBOL REFERENCE MANUAL 

SERIES 600 COBOL USER GUIDE 
COBOL COMPILER 

200/0 GS/2000 ANS COBOL COMPILER 

2000/2000 MOD 1 MSR COBCL COMPILER AMERICAN NATIGNAL STANDARD 

SERIES 206 6S/200 ANS 1 COBOL COMPILER 

SERIES 200/2006 MOG 4 ANSI COBOL COMPILER 
COBOL COMPILER c 

2000/2000 MOD 1 MSR COBOL COMPILER C 
COBOL COMPILERS 

SERIES 200 MOD 1 TR COBOL COMPILERS D AND H 
COBOL COMPILERS F 

SERIES 200 MOD 1 TR GR MSR COBOL COMPILERS F AND 1 
COBOL LANGUAGE 

L64 COBOL LANGUAGE REF MNL 
COBOL POCKET GUIDE 

SERIES 600,//6000 COBOL POCKET GUIDE 
COBOL TRANSLATOR 

L64 200/0 COBOL TO L64 COBEL TRANSLATOR 

L64 BAL TO COBOL TRANSLATOR 

L64 GCOS SERIES 100 COBOL TRANSLATOR 

L64 IBM SYST 360/370 TO L64 COBOL TRANSLATOR 
COBOL USER 

L64 COBOL USER GUIDE 
COBOL -68 

66/6000 STANDARD COBSL-68& REF MNL 

66/6000 STANDARD COBGL-68 USERS GUIDE 

L61 COBOL-68 REF MNL 
COBOL-74 

66/6000 COBOL-74 POCKET GUIDE 

66/6000 COEXISTENT 1-D-S/11 COBOL-74 PROGRAMMERS GUIDE 

L66 COBOL-74 REF MNL 

L66 COBGL-74 USERS GBUIDE 

L66 DM-1V COBOL-74 PROG REF MNL SR 

LEVEL 66 1-D-S/I11 COBOL-74 PROGRAMMERS GUIDE 
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ORDER NO. 


YX36 


BY62 
AA4S 
AB81 
AW15 


AQ86 
ATS5O 
AYO1 
AT44 
cci7 
CBE5 
CFO1 
DD&67 
BH&8O 
AQ97 
DESO 


AH63 
AU74 


DD25 
DD26 
CB15 
cBi4 
CcBil2 
CB10 
CB26 
AX84 
AL16 
AL17 
AY71 
AQ90 
AS44 
AS43 
AX13 
AU41 
BSOS8 
BSOS 


AH30 
BH64 
BJ45 
BJ5O 


BD6O 
BA4O 
BD78 
AQ64 
BJ68 


AQ72 
AQ76 
AQ70 
AQ73 


AQ63 


DE17 
DE18 
AR6O 


DEO3 
DES7 
DEO! 
DEO2 
DF76 
DEOS 
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ABS81 


TITLE 


COBGL-74/UFAS 
66/6000 COBOL-74/UFAS DEBUGGING TECHNIQUES 
CODE 
GCOS6 MOD 400 TRANSACTION CODE LANGUAGE FACILITY 
CODE CONVENTION 
SYSTEM 700 6313 CODE CONVENTIGN PROG MNL 
COEXISTENT 
86/8000 CGOEXISTENT 1-D-S/11 COBOL-74 PROGRAMMERS GUIDE 
86/6000 COEXISTENT INTERACTIVE 1-D-S/II 
_66/6000 COEXISTENT I-D-S/I1I DATA BASE ADMINISTRATORS GUIDE 


C636 
SERIES 6000 COGS COORDINATE GEOMETRY REFERENCE MANUAL 
COLLECTIGN 


66/€000 COLLECTION & PLOT OF SYST USAGE LEVELS MNL 
COLGR SELECTION GUIDE 

SERIES 6000 COLOR SELECTION GUIDE 
COMMANDS 

BCcGS6 COMMANDS 
COMMANDS /ACTIVE 

L68 MULTICS PG@CKET GUIDE COMMANDS/ACTIVE FUNCTIONS SR3.1 
COMMUNICATION CONTROL 

200/2000 281-2B/285-2B COMMUNICATION CONTROL AND ADAPTER 

281-2BSC/285~-2BSC COMMUNICATION CONTROL AND ADAPTER MANUAL 

SERIES 200 286-6/7 MMMC COMMUNICATION CONTROL 
COMMUNICATIONS 

200/2000 MOD 4 COMMUNICATIONS DEVICE HANDLER GUIDE 

DATA COMMUNICATIONS VIP7700R/7705R REF MNL 

L68 MAM COMMUNICATIONS REF MNL 

L.68 MPM - COMMUNICATIONS I/6 

L6 GOS/700 COMMUNICATIONS 

LEVEL 61 MODEL 61/60 DATA COMMUNI CATIGNS 

SYSTEM 700 GP-16 BASIC COMMUNICATIGNS SGFTWARE 

SYSTEM 700 GP-16 COMMUNICATIONS HARDWARE DRIVERS 
COMMUNICATIGNS HANDBOGK 

LEVEL 6 COMMUNICATIGNS HANDBOOK 
COMMUNICATIONS LOADER 

0S/700 BINARY SYNCHRONOUS COMMUNICATIONS LOADER 
COMMUNICATIGNS PROCESSING 

Z200/0 OS/2000 286 COMMUNICATIONS PROCESSING 

200/0 GS/2000 DATANET 2000 COMMUNICATIONS PROCESSING 

200/2000 68/2000 TYPE 281 COMMUNICATIONS PROCESSING S$ 

GCOSG COMMUNICATIGNS PROCESSING 

L64 COMMUNICATIGNS PROCESSING FACILITY 

L.64 ENTRY-LEVEL COMMUNICATIONS PROCESSING 
COMMUNICATIONS SYSTEM 

L62 BCOS BSC1/2 CGOMMUNICATIGNS SYSTEM 

L68 MULTICS COMMUNICATIONS SYSTEM SON 
COMPATIBILITY MODE 

L64 SERIES 100 COMPATIBILITY MODE CONCEPTS/CHARACTERISTICS 

L66 USER GUIDE T@ 200/0 COMPATIBILITY MODE CM66 

LEVEL 64 GCOS SERIES 100 COMPATIBILITY MODE SPERATORS GUIDE 
COMPUTER SUPPLIES 

COMPUTER SUPPLIES CATALOG AND PRICE LIST 

COMPUTER SUPPLIES PRICE CATALOG FOR XEROX SYSTEMS 
COMPUTER TO COMPUTER 

L62 COMPUTER TOS COMPUTER CONNECTIGNS: INTERACTIVE 
CONCEPTS AND CHARACTERISTICS 

200/0 GS/2000 CONCEPTS AND CHARACTERISTICS 

LEVEL 61 61/60 CONCEPTS AND CHARACTERISTICS 
CONCEPTS/CHARACTERISTICS 

L64 SERIES 100 COMPATIBILITY MODE CONCEPTS/CHARACTERISTICS 
CONF IGURATIGN 

DATANET 700 RNP 707 CONFIGURATION SROSZ2O 
CONSGLE MESSAGES 

200/0 G&S/2000 INDEX GF CONSOLE MESSAGES 

66/6000 SYSTEM CONSGLE MESSAGES 

L84 SYSTEM OPERATION CONSOLE MESSAGES 
CONSOLES 

SERIES 200 CONTROL PANELS AND CONSGLES MODEL 200 TO 4200 
CONTROL 

68/6000 66/DPS PROJECT MANAGEMENT & CONTROL PMCS/66 HNDBK 

66/6000 FILE AND RECORD CONTROL 

L& DISPLAY FORMATTING & CONTROL MO6&D200/400/600 
CONTROL BLOCK 

PPS & PPSII CONTROL LANGUAGE & CONTROL BLOCK REF MNL 
CONTROL CARDS 

66/6000 CONTROL CARDS POCKET GUIDE 

SERIES 600 CONTROL CARDS AND ABORT CODES POCKET GUIDE 
CONTROL LANGUAGE 

PPS & PPSII CONTROL LANGUAGE & CONTROL BLOCK REF MNL 
CONTROL. STATEMENT 

FORTRAN IV LESSON IV CONTROL STATEMENT PI TEXT 
CONVENTICNS 

200/0 O6S/2000 DISK & MAG TAPE CONVENTIONS 

L6 GCOS/BES2 SOFTWARE GVERVIEW & CONVENTIONS 


1-006 


GRDER NO. 


DH73 
CG80 
AG73 
DES? 
DES9 
DESS& 
AH94 
DKO2 
DASS 
cBo2 
AW17 
BA38 
BY43 
CA35 
BHOS 
AW10 
cc75s 
ccg2 
AR24 
AUI5 
YX42 
YX44 
AT97 
AJ75 
AH28 
AH27 
AH66 
CBO3 
AQ53 
AT28 


AU39 
AN&8&S 


AR94 
AH63 
AT35 


BY62 
CJSO 


ce14 


AH21 
AP62 


AR94 
AP12 
AH25 
DD13 
AQI4 
BCOS 
DDS9 
DDO7 
CD46 
CD87 


DHS5 
BJ69 


CD87 
BES3 


AH35 
AUSO 
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ABS! 


TITLE 


CONVERS IGN 

66/6000 BULK MEDIA CONVERSION 

L64 CHARACTER SET AND CODE - CONVERSIGN REF CARD 
CONVERSIGN GUIDE 

L61 T& L62 CONVERSION GUIDE 

L&E2 1BM SYSTEMS 3 CONVERSION GUIDE 
COORDINATE GEOMETRY 

SERIES 60G0 COGE COGRDINATE GEOMETRY REFERENCE MANUAL 
CP TO CP 

L62 CP TOG CP MULTILEAVING 
CRT 

L6 DKU9101/9102 CRT KEYBOARD CONSGLE GP REF MNL 

L6 O0KU9103/9104 CRT KEYBOARD COGONSGLES 

LEVEL 6 CRT KEYBOARD CONSOLE DKU9101 GPERATEIRS GUIDE 
CRUO300/0500 

LEVEL 62 CRUOGOO0/0500 CARD READER GPERATION 
CRUO301/0501 

64/66/68 CRUO3O1/0501 CARD READER OPERATION REF MNL 
CRUO3OG 

LEVEL 62 CRUO306 CARD READER GPERATIGN 
CRUOGO0G/ 1050 

SERIES 60 CRUQ600/1050 CARD READER OPERATION 
CRUS107 

L6 CRU9107 CARD READER GPERATIGN 
CRUS106/09/710/11 

L6 CRUS108/09/10/11 CARD READER UNIT OP REF MNL 
CS/B 

L62 GCOS CS/B FOR TERMINALS 
CUSTOMER SUPPORT 

66DPS DPS86000 CUSTOMER SUPPORT HANDBOOK 
DAP/ 700 

L6 @S/700 DAP/700 MACRG ASSEMBLER 
DARTMOUTH 

SERIES 600/6000 DARTMOUTH TIME<SHARING SYSTEM MANUAL 
DATA BASE 

200/0 6S/2000 DATA BASE SUBSYSTEM 

66/6000 GCOS MDOS DATA BASE ADM GUIDE 

G6CGS6 MED6OO 1-D-S/I11 DATA BASE ADMINISTRATGR 

L66 DM-IV DATA BASE ADMINISTRATOR REF MNL 

L66 1-D-S/1!1 DATA BASE ADMINISTRATOR GUIDE 

L66/6000 COEXISTENT I-D-S/I1 DATA BASE ADMINISTRATORS GUIDE 

L6 TOTAL 6 DATA BASE MANAGEMENT SYSTEM REF MNL 
DATA CAPTURE 

7300 SERIES BTT DATA CAPTURE CASSETTE UNIT 
DATA COLLECTION 

L62 EQUAL 62 DATA COLLECTION 

L62 VIP 7700 DATA COLLECTION SYSTEM USERS GUIDE 
DATA COMMUNICATION 

DATA COMMUNICATIGN 7700/7705 SYSTEM REF MNL 

INTRODUCTIGN TO COMPUTER DATA COMMUNICATIONS 

LEVEL 61 MODEL 61/58 GUIDE T& DATA COMMUNICATIGNS 

MTS 7500 DATA COMMUNICATION PACKAGE 

VIP 7760 SPERATIGNS DATA COMMUNI CATIGNS 
DATA DICTIGNARY 

66/6000 1-D-S$/1-O0D DATA DICTIGNARY SYSTEM HANDBOOK 

66/6000 1-D-S/I1-DD DATA DICTIGNARY SYSTEM GNLINE USER GD 
DATA ENTRY 

L6 DATA ENTRY FACILITY OPERATORS QUICK REF GD 

L6& DATA ENTRY FACILITY USER @D 
DATA ENTRY FACILITY-I1 

GCOS6 DATA ENTRY FACILITY-I1 USERS GUIDE 

L6 DATA ENTRY FACILITY-I1 GPERATORS QUICK REF 6D 
DATA FILE 

GCOS6 DATA FILE SRGANIZATION & FORMATS 

L6 G@COSG/MDT DATA FILE OGRGANIZATIGN AND FORMAT 
DATA MANAGEMENT 

200/0 6$/2000 DISK DATA MANAGEMENT 

L62 DATA MANAGEMENT 

L64 GCOS DATA MANAGEMENT UTILITIES 

SERIES 200 DISK LIBERATION SYSTEM DATA MANAGEMENT 

SERIES 200 MOD 1 MSR DATA MANAGEMENT SUBSYSTEM 

SERIES 200 6S/200 MASS STORAGE DATA MANAGEMENT 
DATA QUERY 

66/6000 GCOS MDQS MGMT DATA QUERY SYS ADM Go 

66/6000 |-D-S DATA QUERY SYSTEM INSTALLATIGN 

66/6000 1-D-S DATA QUERY SYSTEM USERS GUIDE 
DATA SETS 

66/6000 GENRATIGN DATA SETS CONTROL SYSTEM USERS GUIDE 
DATABASIC 

600/6000 DATABASIC LOAD/UNLGAD SYSTEM 

SERIES 6006/6000 DATABASIC LANGUAGE MANUAL 
DATABASIC LOAD 

66/6000 DATABASIC LOAD UNLOAD SYSTEM 
DATABASIC SYSTEM 

66/6000 DATABASIC SYSTEM LANGUAGE MANUAL. 
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ORDER NO. 


DD11 
AQ9Q7 


AU4O 
AL20 


AH94 
C615 
CF33 
cc1a 
AT87 
AW83 
AY83 
AS39 
AN37 
CG17 
CF17 
AUSS 
cs8g 
AG17 
AL55 
AH26 
BDcsi 
CBSS 
DF77 
DE10O 
DESS 
CB77 
AN23 


CEOS 
AW67 


AL29 
A061 
AJ36 
AM25 
AU24 


DJ11 
DJ12 


CB32 
CB31 


CG70 
C685 


CBOs 
AXO09 


AH34 
AL10 
AQ20 
BDS3 
BC96 
AB34 


DD94 
DD47 
DD46 
AX50 


DAOS 
DAOS& 


DDS6 
DDS5s 
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ABS 1 


TITLE 


DATANET 2000 . 
200/0 OS/2000 DATANET 2000 COMMUNICATIGNS PROCESSING 
200/0 OS/2000 DATANET 2000 REMOTE DEVICE 

DATANET. 355/6600 
66/6000 DATANET 355/6600 MACRO ASSEMBLER PROGRAM 
86/6000 DATANET 355/6600 RELOCATABLE LOADER 
66/6000 DATANET 355/6600 SIMULATOR 

DATANET 6600 
L66 DATANET 6600 FRONT-END NETWORK PROCESSOR 

DATANET 700 
DATANET 700 RNP 707 CONFIGURATION SRO320 
DATANET 700 RNP COMMUNICATIONS 
DATANET 700 RNP RCP707 SYSTEM STARTUP/OPERATION SR320 
DATANET 700 RNP REMOTE BATCH OP GD 
DATANET 700 RNP REMOTE TERMINAL CONCENTRATIGN OP GD 
DATANET 700 RNP SYSTEM GENERATION 
DATANET 700 RNP SYSTEM STARTUP & OPERATION 
DATANET 700 RNP TYPE RCP701/702 OPERATORS GUIDE 

DATANET 
S6DPS8 68DPS DPS& DATANET 6641/61/61/78 OPERATION MNL 

DATANET-355 
$00/60060 DATANET-355 FRONT-END NETWORK PROCESSOR 
600/6G00 DATANET-355. SIMULATOR REFERENCE MANUAL 7/E 

DATANETWORK 
OATANETWORK BANK ANALYSIS REPORTING SYSTEM USERS GUIDE 
DATANETWORK CASH ANALYSIS REPORTING (CAR) SYST USED GD 
NATANETWORK HABIT SYSTEM USERS GUIDE 
DATANETWORK SERVICES PRICE CATALOG 
DATANETWORK TIME-SHARING SYSTEM USERS GUIDE 

DEBUG AND TRACE 
66/6000 DEBUG AND TRACE ROUTINES 
SERIES 600 DEBUG AND TRACE ROUTINES 

DEBUG SUPPORT 
66/6000 DEBUG SUPPORT SYSTEM 

DEBUGGING TECHNIQUES 
66/6000 COBOL-74/UFAS DEBUGGING TECHNIQUES 

DECISION TABLES 
INTRODUCTION TO DECISION TABLES PI TEXT 

DECODER 
L64 RPG LISTING DECODER CARD 

DEMS GUIDE 
L66 APT PUNCHED PAPER TAPE DEMO GUIDE 

DEPRECIATION ANALYSIS 
NETWORK DEPRECIATION ANALYSIS GENERAL LEDGER 

DESIGNERS 
.68 STANDARDS SYSTEMS DESIGNERS NOTEBOOK 

DEVICE DRIVERS 
SYSTEM 700 DEVICE DRIVERS FOR STAND-ALONE PROGRAMS 

DFAST 
LEVEL 68 MULTICS DFAST SUBSYSTEM USERS GUIDE $R3.1 

DHU0803/0814/9840 
|.6/66 DHU0803/0814/9840 DOCUMENT HANDLER OPERATION 

DIRECT -ACCESS 
SERIES 200/2000 DIRECT-ACCESS DEVICES AND CONTROLS 

DISK 
200/0 6$/2000 DISK DATA MANAGEMENT 
200/2000 GENERAL LEDGER F DISK IMPLEMENTATION GUIDE 
200/2000 MOD 1 MSR FORTRAN COMPILER F DISK 


200/2000 SALES GRDER PROCESSING DISK FUNCTIGNAL DESCRIPTION 


6800/6000 ACCOUNTS RECEIVABLE SYSTEM F DISK IMPL GD 
SERIES 206 DISK LIBERATION SYSTEM DATA MANAGEMENT 
SERIES 200 MOD 1 MSR DISK LIBERATION SYSTEM 
SYSTEM 700 @P-16 CARTRIDGE AND DISK UNIT DRIVERS 
SYSTEM 700 REM@VABLE DISK SUBSYSTEMS 
DISK MEDIA MAINTENANCE 
DISK MEDIA MAINTENANCE PROCEDURES GUIDE 
DISK STORAGE 
6000 DSS180 DISK STORAGE SUBSYSTEM STARTUP PROCEDURES 
600/6000 DSS180 DISK STORAGE SUBSYS EQUIPMENT MNL 
DISK STORAGE SUBSYSTEM 
6000 DSS190/190B DISK STORAGE SUBSYSTEM REF MANUAL 


6000/6600 DSS18O DISK STORAGE SUBSYSTEM STARTUP PROCEDURE 8F 


DISK SUBSYSTEM 

L6 CARTRIDGE MODULE DISK SUBSYSTEM GP MNL 
DISKETTE 

L6 DIU 9101/2/3/4 DISKETTE UNIT GPERATIGN REF MNL 

LEVEL 6 DISKETTE D1U9101/9102 GPERATORS CARD 
DISK-CARD 

SERIES 200 MOD 1 MSR DISK-CARD UTILITIES SUBSYSTEM 
DISPLAY 

SYSTEM 700 OP-16 DISPLAY LINE PROCEDURE MODULE SRO300 

VIP7800 DISPLAY TERMINALS USER REF MNL 71010397-100 
DISPLAY FORMATTING 

L6 DISPLAY FORMATTING & CONTROL. M&D200/400/600 
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ORDER NO. 


AH27 
AH40 


DDO} 
DD35 
DD32 
DC8s 
AP12 
AU57 
AMOS 
AUS53 
AU54 
AUS6 
AUSS 
ANOS 
AY34 


BSO3 
BW23 


AW57 
DGS6 
DGS7 
CB76 
AR5S4 


DD43 
DB20 


DG53 
DH73 
BH86 
AQS3 
DAS 1 
AH62 
AN8&2 
AR14 
ATS9 
CH10 
BC45 
AH34 
AG72 
BH82 
DASO 
AS95 
BDS3 
BD52 
YX35 
AGO3 
CP87 


DD34 
DA26 


DB37 
DA11 


AUS4 


CFO2 
AT20 


AD32 


YX40 
CH52 


CD46 
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AB81 


TITLE 


DISTRIBUTEO SYSTEMS 
L6 DST6/500 DISTRIBUTED SYSTEMS TERMINAL 
61U9101/9102 
LEVEL 6 DISKETTE DIUS101/9102 OPERATORS CARD 
DIU $101/2/3/4 
L6 DIU 9101/2/3/4 DISKETTE UNIT GPERATIGN REF MNL 
DKUS101 
LEVEL 6 CRT KEYBOARD CONSOLE DKU8101 GPERATGRS GUIDE 
DKUS101/9102 
L6 DKUS101/9102 CRT KEYBOARD CONSOLE OP REF MNL 
DKU9103/9104 
L6 DKUS103/9104 CRT KEYBOARD CONSOLES 
DM-IV 
66/6000 DM-IV INTERACTIVE !-D-S/I! 
66/6000 DM-1V PROCEDURAL LANGUAGE REF MNL 
66/6000 DM-IV (GRP) BASIC USERS GUIDE 
L66 DM-IV ADMINISTRATIGN/APPLICATIGON SUMMARY 
L66 DM-1V COBG6L-74 PROG REF MNL SR 
L66 DM~IV DATA BASE ADMINISTRATGR REF MNL 
L66 DM-IV FORTRAN PROGRAMMER REFERENCE MANUAL 
L66 OM-IV QUERY AND REPORTING ADMINISTRATORS GD 
L66 DM-IV GUERY AND REPORTING REF MNL 
L66 DM-IV SYSTEM OVERVIEW 
L66 DM-1V TRANSACTIGN PROCESSOR REF MNL 
L66 DM-IV TRANSACTIGN PROCESSOR SITE MNL 
DOCUMENT ENTRY 
66/6000 DOCUMENT ENTRY SUBSYSTEM HANDBOOK 
DOCUMENT HANDLER 
L6/66 DHUG803/0814/9840 DOCUMENT HANDLER OPERATION 
DOCUMENT HANDLERS 
66/2000 FORMS SPECS/DHUO800 AND 234 DOCUMENT HANDLERS 
DOCUMENTATICIN DIRECTORY 
OCOSS SOFTWARE & DOCUMENTATION DIRECTORY 
L6 MOD 200 SGFTWARE & DOCUMENTATION DIRECTORY 
DGS 
MTS 7500 EASAL 2 USERS GUIDE DOS 
DPS86000 
66DPS DPS8G6000 CUSTOMER SUPPORT HANDBOOK 
DPS& 
66DPS 68DOPS DPS& DATANET 6641/51/61/78 GPERATION MNL 
66DPS DPS& PASCAL/66 USERS GUIDE 
DPS8 ASSEMBLY INSTRUCTIONS MNL 
DPS8& GCOSS GPERATING SYSTEM - SYSTEM STARTUP 
DPS& GCOSS OS ACCOUNTING 
DPS& GCOS8 6S FILE MGMT SUPERVISOR 
DPS& GCOS8 OS JOB CONTRGL LANGUAGE 
DPS& GCOS8 GS MASTER MODE ENTRY OPERATIONS 
DPS& GCOSS8 GS PROGRAMMER MESSAGES & ABORT CODES 
DPS& GCOS6 OS SYSTEM OPERATING TECHNIQUES 
DPS8& GCOS6 GS SYSTEM GPERATOR MESSAGES 
DPS& GCOSS GS TIME-SHARING SYSTEM REFERENCE MNL 
OPSS8 @céss GOS UNIFIED FILE ACCESS SYSTEM 
DPS& GCOSBOS 1/6 PRO&GRAMMING 
DPSS SITE PREP MANUAL 
DPS 
L68 DPS MULTICS P&CKET GUIDE 
DPS-330 
DPS-330 SITE PREPARATION MANUAL 
L64 SYSTEM GPERATIGON DPS-330 GPERATOR STATION 
DSE 
SERIES 60 DSE BROCHURE 
DSS$180 
6GQ00 DSSi80 DISK STORAGE SUBSYSTEM STARTUP PROCEDURES 
600/6000 DSS1&0 DISK STORAGE SUBSYS EQUIPMENT MNL 


600/6000 DSS180 DISK STORAGE SUBSYSTEM STARTUP PROCEDURE 8F 


DSS190/190B 
6000 DSS190/190B DISK STORAGE SUBSYSTEM REF MANUAL 
DST6/800 


DST6/500 DISTRIBUTED SYSTEM TERMINAL FORM + TABLE REF CARD 
DST6/S00 DISTRIBUTED SYSTEM TERMINAL GPERATOR REF CARD 


L6 DST6/S00 DISTRIBUTED SYSTEMS TERMINAL 
SERIES 60 OST6/500 GPERATORS GUIDE SRO100 
DYNAMIC ANALYZER 


86/6000 AUTOMATED DYNAMIC ANALYZER FUNCTIONAL DESCRIPTION 


EASAL 2 

MTS 7500 EASAL 2 USERS GUIDE DOS 
EASYCODER 

200/0 OS/2000 EASYCODER SUBSYSTEM 

SERIES 200/2000 MOD 4 EASYCODER 
EASYWRITER 

200/0 68/2000 EASYWRITER ELEMENTARY QUERY 

200/0 68/2000 EASYWRITER SUBSYSTEM 
EDIT PROGRAM 

66/6000 SUMMARY EDIT PROGRAM 
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ORDER NO. 


AW85 
AT20 
CFO2 
AT87 
CF33 
cci18 


DF78 
DF8O 
DH88 
DF 74 
DF 76 
DF77 
DG@27 
DF8&1 
DF79 
DF73 
DF44 
DF45 


DEO?7 
CH10 
AY29 


Co79 
CG81 


AM20 
cS89 


AY34 
DL96 
DHOS 
DH18 
DH22 
DH19 
DH17 
DH16 
DH12 
DH20 
DH13 
DH24 
DHO7 
DH23 
DL&4 


DF48 


CJ80 
DQO1 


DF19 
DD34 
DA26 
DA11 
DB37 
AY13 
AX92 
AW85 
AX30 
DC94 
AM20 


AH31 
BF33 


AH39 
AH38 


DD24 


FUNCTION 


ABS 1 


TITLE 


EDITOR 

66/6000 SYSTEM LIBRARY EDITOR 

68 EMACS TEXT EDITOR USER GUIDE 
EDUCATIGN PLANNING 

EDUCATIGN PLANNING GUIDE 
EDUCATION SCHEDULE 

USISG EDUCATION SCHEDULE 
ELECTRONIC CATA PROCESSING 

INTRGDUCTIGN TO ELECTRONIC DATA PROCESSING 
EMACS 

L68 EMACS EXTENSIGN WRITERS GUIDE 

68 EMACS TEXT EDITGR USER GUIDE 
ENTRY GPERATIONS 

DFS8 GCOS8 GS MASTER MODE ENTRY OGPERATIGONS 
EQUAL 62 

L62 EQUAL 62 DATA COLLECTION 

1.62 EQUAL 62 PROGRAM DEVELOPMENT 

62 EQUAL. 62 REMOTE PRINTER SUPPORT 

L6é2 EQUAL 62 USER MANUAL 
EQUIFMENT OPERATOR 

6000 EQUIFMENT GPERATGR MANUAL 

L66 EQUIPMENT OPERATOR GUIDE 

SERIES 200 MODEL 105 EQUIPMENT OPERATOR MANUAL 

SERIES 200 M@DELS 120/120-0/125 EQUIPMENT GPERATGR MNL 
ERROR ANALYSIS 

6000 GCUS ERROR ANALYSIS + LOGGING SYSTEM HEALS 
ERRGR ANALYS!S/LOGGING 

66/6000 HEALS ERROR ANALYSIS/LOGGING SYSTEM 
ERROR MESSAGES 

66/6000 ERROR MESSAGES AND ABORT CODES 

66/6000 NPS ERROR MESSAGES 

L64 ERROR MESSAGES & RETURN CODES 

L64 ERROR MESSAGES & RETURN CODES POCKET G6 
ETS 

L66 EXTENDED TIME-SHARING (ETS) SITE MNL 
EXECUTIVE 

L6 GCOS/BES2 EXECUTIVE & INPUT/OUTPUT 

LEVEL 6 EXECUTIVE AND INPUT/GUTPUT 

G6S/700 EXECUTIVE SRO310 
EXECUTIVE-II 

66/6000 TRANSACTION PROCESSING EXECUTIVE-I1I TPE-IIl REF MNL 

86/6000 TRANSACTION PROCESSING EXECUTIVE-1I1 TPE-I! SITE MANU 
EXTENSIGN 

L6& EMACS EXTENSIGN WRITERS GUIDE 
FILE 

ecosé6 MOD200 L& TO L6G FILE TRANSMISSION USERS GUIDE 

GCOS6 M&D200 L6 TO LG FILE TRANSMISSIGN USERS GUIDE 
FILE ACCESS 

DPS8& GCOSB OS UNIFIED FILE ACCESS SYSTEM 

L64 UNIFIED FILE ACCESS SYSTEM USER GUIDES 
FILE AND RECORD 

66/6000 FILE AND RECORD CONTROL 
FILE GENERATION 

66/6000 FILE GENERATION UTILITY 
FILE MANAGEMENT 

66/6000 FILE MANAGEMENT SUPERVISOR 

66/6000 SITE TECHNIQUES GUIDE FILE MANAGEMENT 

068/700 FILE MANAGEMENT SRO310 
FILE MGMT 

OPS& GCOSS OS FILE MGMT SUPERVISOR 
FILE SYSTEM 

66/6000 FILE SYSTEM UTILITY PCKGE 

SERIES 600 FILE SYSTEM 
FILE TRANSLATOR 

L64 FILE TRANSLATOR 

L64 6COS 200/0 FILE TRANSLATOR 

L.64 SERIES 100 FILE TRANSLATOR 
FILE TRANSMISSION 

L6 T&S 200/0 FILE TRANSMISSION USER GD 

L6 TO L62 FILE TRANSMISSIGN USER GD 

L6 TO L64 EMULATOR FILE TRANSMISSION USER GD 

L6 TO L64 NATIVE FILE TRANSMISSIGN USER GD 

L6 TO L66 FILE TRANSMISSION USER GUIDE 

6 TS L6 FILE TRANSMISSION USER GD 

L6/BSC 2780/3780 FILE TRANSMISSION USER GUIDE 
FITAL 

200/2000/6000 BTT 7300 FITAL 
FORMAT CYLINDER 

PAGE PRINTING SYSTEM FORMAT CYLINDER DESIGN GUIDE 
FORMATTING 

L62 INTERACTIVE PROCESSING SYST SCREEN FORMATTING 
FORMS 

68/2000 FORMS SPECS/DHUO800 AND 234 DOCUMENT HANDLERS 
FORTRAN 

6000/6000 FORTRAN SUBROUTINE LIBRARIES 8/F 


1-010 


ORDER NO, 


DD30 
CH27 


AM50 
AM56 
BA6G7 


CJ5S2 
CH27 


DH16 


CEOS 
CEO8 
CE10 
CEO7 


DA33 
DC78 
AAS5 
BB47 
DBSO 
DD44 
DC97 
DE75 
CQ31 

cai? 
DJ30 
AU4S 
AS28 
AR22 


DH75 
DH74 


cJ52 


cDS2 
cDS1 


DHO7 
AQ84 


DDO7 
DG79 
DD45 
DE64 
AR23 
DH19 


DL75 
BR38 


AQ77 
AQ27 
AQ26 


CB37 
CB34 
CB39 
CB35 
CB36 
CB33 
CB38 
ANOS 
AN39 
ce12 
AY29 


BRS5S 


FUNCTIGN 


REF. 
REF. 


REF. 
REF. 
INST. 


REF. 
REF. 


REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 


REF. 
REF. 


REF. 


REF. 
REF. 


REF. 
REF. 


REF. 
REF. 
REF. 
INST. 
REF. 
REF. 


REF. 
REF. 


REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 


REF. 


ABS81 


TITLE 


FORTRAN (CONT) 
66/6000 FORTRAN 
66/6000 FORTRAN REFERENCE MNL 
GCOS6 ADVANCED FORTRAN REFERENCE MNL 
GCOS6 FORTRAN REF MNL 
6C6S6 MON00 FURTRAN 
L62 FORTRAN REF MNL SROSOO 
LG4 FORTRAN REF MNL 
L6q FORTRAN USER GD 
(.66 OM-I1V FORTRAN PROGRAMMER REFERENCE MANUAL 
1.68 MULTICS FORTRAN REF MNL 
L6 GCAS6/MOT FORTRAN REF MNL 
L6 GCOS/BES FORTRAN 
LEVEL 6 / €&$/700 FORTRAN MATH LIBRARY 
LEVEL G/SYSTEM 700 68/700 FORTRAN SRO310 
SERIES 600 FORTRAN 
SERIES 600 TIME-SHARING FORTRAN 
FORTRAN COMPILER 
200/0 GS/2000 FORTRAN COMPILER 
FORTRAN COMPILER F 
200/2000 MOD 1 MSR FORTRAN COMPILER F DISK 
FORTRAN IV 


FORTRAN IV LESSON I CONSTANTS AND VARIABLES PI TEXT 
FORTRAN IV LESSON II CODING ARITH STATEMENTS PI TEXT 


FORTRAN IV LESSGN ITI LIBRARY FUNCTIONS PI TEXT 
FERTRAN IV LESSON IV CONTROL STATEMENT PI TEXT 


FORTRAN IV LESSON V INPUT/OUTPUT STATEMENTS PI TEXT 
FORTRAN IV LESSON VI SPECIFICATION STATEMENT PI TEXT 


FORTRAN LANGUAGE 

L64 FORTRAN LANGUAGE REFERENCE CARD 
FORTRAN MATH 

L64 FORTRAN MATH LIBRARY 
FORTRAN POCKET 

66/6000 FURTRAN POCKET GUIDE 
FORTRAN SUBROUTINE 

66/6000 FORTRAN SUBROUTINE LIBRARIES 
FORTRAN USERS GUIDE 

L68 MULTICS FEIRTRAN USERS GUIDE 
FRONT-ENS NETWORK 

600/6000 DATANET-355 FRONT-END NETWORK PROCESSOR 
FUNCTION EVALUATION 

SERIES 1640 FUNCTIGN EVALUATION 
FUNCTIONAL CHARACTERISTICS 

LEVEL 61 FUNCTIONAL CHARACTERISTICS 

LEVEL 66 MPP FUNCTIGNAL CHARACTERISTICS 

SYSTEM 706 GSAIR FUNCTIONAL. CHARACTERISTICS 
GCOS6 

@COS6 ADVANCED COBOL POCKET GUIDE 

GCOS6 ADVANCED COBOL REF MNL 

GCOS6 ADVANCED FORTRAN REFERENCE MNL 

G6COS6 ASSEMBLY LANGUAGE 

@COS6 BASIC QUICK REFERENCE GUIDE 

GCOS6 BASIC REF MNL 

GCOSG COMMANDS 

GCOSE COMMUNICATIONS PROCESSING 

GCOS6 DATA ENTRY FACILITY-11 USERS GUIDE 

GCOS6 DATA FILE GRGANIZATIGN & FORMATS 

GCOSE ENTRY-LEVEL COBOL REF MNL 

G@COS6 FORTRAN REF MNL 

G6COS6 1DS/11 REFERENCE CARD 

6COSG INTERMEDIATE COBOL REF MNL 

GCOS6 MOD 400 TRANSACTIGN CODE LANGUAGE FACILITY 

BCOS6 PROGRAM PREPARATION 

GCOS6 PROGRAMMERS POCKET GUIDE 

GCOSG RPG REFERENCE MNL 

GCES6 SOFTWARE & DOCUMENTATION DIRECTORY 

GCOS6 SORT/MERGE 

@COS6 SYSTEM MESSAGES 

GC8SE SYSTEM SERVICE MACRO CALLS 
GCOS6 MOD200 

GCOS6 MOD200 APPLICATION DEVELOPMENT GUIDE 


GCOSG6 MGD200 HASP WORKSTATION FACILITY USERS GUIDE 
GC6S6 MODZ00 L& TS L6G FILE TRANSMISSIGN USERS GUIDE 
Gcess MOD200 L6 TO L6 FILE TRANSMISSION USERS GUIDE 


GCOS6 MGD200 GPERATORS GUIDE 
GCOS6 MO6D200 SYSTEM CONCEPTS 
6COS6 MOD400 
6COS6 MOGD400 ENTRY-LEVEL COBOL 
GCOS6 MEGDAG0 FORTRAN 
GCOS6 MOD400 MASTER INDEX 
GCOS6 MO6D400 GPERATGRS GUIDE 
GCOS6 MOD400 PROGRAM EXECUTIGN & CHECKOUT 
GCOSS MO&D400 PROGRAMMERS GUIDE 
GCOS6 MGD400 SYSTEM BUILDING 
GC6S6 MOD400 SYSTEM CONCEPTS 
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GRDER NO. 


DDO2 
0G75 
CB18 
CB13 
CB25 
AL92 
AQ65 
AQ66 
DG27 
AT58 
AX14 
AS32 
AG16 
AHS9 
BJ67 
BR70 


AH29 
BH82 


BESO 
BE91 
BES2 
BES3 
BES4 
BESS 


AQS4 
AQ67 
DD82 
DD20 
cc70 
BSO3 
BU25 


AP63 
DE23 
APSO 


CB15 
CB14 
CB18 
CBO7 
CB17 
CB11 
CcBO2 
CBOS3 
CG70 
CBOS 
CB12 
CB13 
CB16 
CB10 
cG8O 
CBO} 
CB27 
CBOg 
CcG79 
CBO4 
CBO6 
CBOs 


CD48 
cDSO 
cDS2 
CD51 
CD49 
CD47 


CB26 
CB25 
cB2s8 
CB24 
CB21 
CB22 
CB23 
CB20 


FUNCTION 


REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 


REF. 
REF. 


INST. 
INST. 
INST. 
INST. 
INST. 
INST. 


REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 


REF. 
REF. 
REF. 


REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 


REF. 
REF. 
REF . 
REF. 
REF. 
REF. 


REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 


ABS81 


GCOS6 
6co 
6ce 
6Co 
6cG 
6cg 
GCG 
6C6 
6CG 
6ce 
6Co 
occ 
6Cco 
6cSo 
ecg 

icloieh-1 =) 
L6 
LG 
L6& 
L6 
L6 
L6 
L6& 
L6 
L6 
L6 

G6COS8 
DPS 


TITLE 


MSID660 
$6 MODEOO 
36 MODGEOO 
$6 MO&DGOO 
$6 MOD6CO 
$6 M&D6OO 
S& MGDG6GOO 
s6& MODS6OO0 
$6 MOD6OO 
S6 MO@D6CO 
S56 MOD600 
$6 MOOGO0d 
S6& MODGOO 
$6 MOD606 
$6 M&D600 
“MDT 
GCOS6/MDT 
GCOS6/MDT 
@CcOSé6/MDT 
ecesée/MDT 
6CO3S6/MDT 
ecosée/MDT 
6COS6/hDT 
G6c6s6/MDT 
6COS6/MDT 
ecGse6/MDT 


’ 


8 GCOSS OPERATING SYSTEM - SYSTEM STARTUP 


DPS& GCOSs OS 
DPS& GCdsSa OS 


DPS 


6 GCGSs OS 


DPSé Gcose 6S 
DPS& GCOSS OS 
bess Gocoesse 6S 


DPS 
DPS 


8 @cass oS 
& ocesse OS 


DPSS GCcese OS 
ecosscs 


BPS 
6coes 


L62 GCOS CONCEPTS & CHARACTERISTICS 


ecos 


66/6000 GCOS CONTROL CARDS REF MNL 
6COS ENVIRONMENT 


& 6COS8OS 
CONCEPTS 


CONTROL. 


1-0-S/11 
1-O-S/11 
MASTER 
GPERATORS GUIDE 
CPERATORS POCKET GUIDE 

PROGRAM EXECUTION & CHECKOUT 
PROGRAMMERS GUIDE 
SOFTWARE DOCUMENTATION DIRECTORY 
SYSTEM BUILDING 
SYSTEM BUILDING MEMORY CALCULATOR 
SYSTEM CONCEPTS 
TRANSACTION DRIVEN SYSTEM 
USERS POCKET GUIDE 


ACCOUNTING 


FILE MGMT SUPERVISOR 
JOB CONTROL LANGUAGE 
MASTER MODE ENTRY GPERATIGNS 


ADMINISTRATGRS GUIDE> 

DATA BASE ADMINISTRATOR 
USERS GUIDE 
INDEX 


ASSEMBLY LANGUAGE 
COBGL REF MNL 
DATA FILE ORGANIZATION AND FORMAT 
FORTRAN REF MNL 
MDT SORT 
MONITOR +19S SERVICE CALLS 
OVERVIEW + USER GUIDE 
PROGRAM PREP & CHECKGUT 
RPG REF MNL 
SYSTEM CONTROL 


PROGRAMMER MESSAGES & ABORT CODES 


SYSTEM GPERATING TECHNIQUES 
SYSTEM OPERATOR MESSAGES 


TIME~SHARING SYSTEM REFERENCE MNL 


UNIFIED FILE ACCESS SYSTEM 


1/G PROGRAMMING 


L668 GCOS ENVIRONMENT SIMULATOR 
GCOS GPERATGRS GUIDE 
QCOS OPERATORS GUIDE 


L62 
6coes 

66/ 
6COS 


66/6000 GCOS SYSTEM GPERATIGN TECHNIQUES 


SUPPLEMENT 
6000 RPGI! 
SYSTEM 


LANGUAGE REF AND GCOS SUPPLEMENT MNL 


66/6000 GCOS SYSTEM STARTUP 
L64 GCOS SYSTEM SUMMARY POCKET GD 


6cus/ 
L6G 
Lé 
LS 
LS 
Lé 
Le 
LS 
L6 
L6 

ecos/ 


BES2 

BCOS/BES2 
6céS/BES2 
6COS/BES2 
6COS/BES2 
GCOS/BES2 
6COS/BES2 
QCOS/BES2 
ocdus/BES2 
GCOS /BES2 
BES 


L6é GCOS/BES FORTRAN 


LS GCOS/BES OPERATOR GUIDE 

LEVEL 6 GCOS/BES ASSEMBLY LANGUAGE 

LEVEL 6 GCOS/BES ONLINE APPLICATION 

LEVEL 6 GCOS/BES PROGRAM DEVELOPMENT TOOLS 
LEVEL 6 @COS/BES SOFTWARE OVERVIEW 


ASSEMBLY LANGUAGE 
BASIC REF MNL 
COBGL 
EXECUTIVE & INPUT/OUTPUT 
OPERATOR GUIDE 
PLANNING/BUILDING AN ONLINE APPLICATION 
PROGRAM DEVELOPMENT TOOLS 

SOFTWARE OVERVIEW & CONVENTIONS 

UTILITY PROGRAMS 


LEVEL 6 GCCOS/BES UTILITY PROGRAMS 
GENERATION SERVICE 


L62 INTERACTIVE GENERATION SERVICE GUIDE 


GENERATOR 


LEVEL 66 CONCORDANCE GENERATGR PROGRAM FUNCTIGNAL DESC 


GIFTS GF DISTINCTION 
GIFTS GF DISTINCTION 


GMAP 


66/6000 GMAP POCKET GUIDE 
86/6000 MACRO ASSEMBLER PROGRAM GMAP 
SERIES 600 GMAP MACRO ASSEMBLER PROGRAM 


GRAPH 


L&68 MULTICS GRAPHICS SYSTEM REF MNL 


GRTS 


6800/6000 REMOTE TERMINAL SYSTEM GRTS 8/F 


1cS SYSTEM 


CATALOG 
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ORDER NG. 


CBS54 
CB56 
CB57 
CB59 
CB58 
CG65 
CBS1 
CB52 
cG72 
CB53 
CG71 
CBSO 
CB55 
CG66 


AX12 
AX13 
AXO09 
AX14 
AX15 
AX10 
AX11 
AX08 
AX16 
AX07 


DHi8 
DH22 
DH19 
DH17 
DH16 
DH12 
DH20 
DH13 
DH24 
BHO? 


DH23 
ALO2 
DD31 
ANOS 
AL12 
DJ34 


DDSO 
DD33 
AQgi 


AUG3 
AU44 
AU41 
AU4S 
AU46 
AU4S 
AU48 
AUSO 
AU47 


AS32 
AS33 
AS31 
AS34 
AS29 
AS27 
AS30 


cP17 
DB9& 
AA45 
DD29 
DDOSs 
BN86 
AS40 


DA79 


FUNCTION 


REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF, 
REF. 
REF. 
REF. 
REF, 
REF . 
REF. 


REF. 
REF. 
REF. 
REF. 
REF, 
REF. 
REF. 
REF. 
REF, 
REF, 


REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 


REF. 
REF. 
REF. 
REF, 


_ REF. 


REF. 


REF. 
REF. 
REF. 


REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 


REF, 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 


REF. 
REF. 
REF. 
REF . 
REF. 
REF. 
REF . 


REF. 


ABS! 


TITLE 


GRTS (CONT) 
66/6000 3270 GRTS MAPPING MODULE USER GUIDE 
66/6000 REMOTE TERMINAL SUPERVISGR GRTS 
GRTS I! 
66/6000 GRTS 
66/6000 GRTS 
@RTS MODULE 
66/6000 3270 GRTS MODULE USERS GUIDE 
GRTS/355/6600 
66/6000 GRTS/355/6600 STARTUP PROCEDURE 
GUIDE T& MULTICS 
GUIDE TO MULTICS WORDPRO 
HABIT SYSTEM 
DATANETWORK HABIT SYSTEM USERS GUIDE 
HARDWARE DIAGNSSTIC 
L68 MULTICS HARDWARE DIAGNOSTIC AIDS 
HASP 
@COS6 MGD2Z00 HASP WORKSTATION FACILITY USERS GUIDE 
L6 HASP WORKSTATION FACILITY USERS GUIDE 
$700 MULTIFUNCTIGN HASP SYSTEM OPERATORS GUIDE SR100 
HEALS 
66/6000 HEALS ERROR ANALYSIS/LOGGING SYSTEM 
HFAS 
L64 HFAS USER GUIDE 
HIGH-SPEED D@CUMENT READER-SORTER 
SERIES 200 236 HIGH-SPEED DOCUMENT READER-SCIRTER 
HONEYEDOI T 
L66 HONEYEDIT USERS GUIDE 
HOST RESIDENT 
L6 TG6 L66 HOST RESIDENT FACILITY 
HOST -RESI DENT 
66/6000 HOST-RESIDENT SOFTWARE SYSTEM 3/1 RNPO400 
HOST-RESIDENT SGFTWARE 
SYSTEM 700 HOST-RESIDENT SGFTWARE SYSTEM 
IBM SYSTEMS 3 
L62 IBM SYSTEMS 3 CONVERSION GUIDE 
1DS/T1 
@COS6 1DS/1! REFERENCE CARD 
1-D-S 
6000/6000 INTERGRATED DATA STORE 1-D-S 7/E 
8600/6000 MULT!1-ACCESS I-D-S IMPLEMENTATION GUIDE 7/E 
66/6000 COEXISTENT 1-D-S OVERVIEW 
66/6000 1-D-S DATA QUERY SYSTEM INSTALLATION 
66/6000 1-B-S DATA QUERY SYSTEM USERS GUIDE 
1-D-S CGEXISTENCE 
66/6000 1-D-S COEXISTENCE TO 1-D-S/II CONVERSION 
1-D-S/1 
66/6000 1-D-S/I PROGRAMMERS GUIDE 
66/6000 1-D-S/1 USER GUIDE 
1-D-S/11 


STARTUP PROCEDURE 


II 
Il TERMINAL USER GD 


66/6000 CGEXISTENT 1-D-S/11 COBOL-74 PROGRAMMERS GUIDE 


66/6000 COEXISTENT INTERACTIVE I1-D-S/II 
66/6000 DM-IV INTERACTIVE I[-D-$/11 

GBCUS6 MOD6OO 1-0-S/I1 DATA BASE ADMINISTRATOR 
6COS6 MODGOO 1-D-S/I1 USERS GUIDE 

L64 I-D-S/II POCKET GUIDE 

L64 1-O0-S/I1 USER GD VOL 2 

L64 I1-D-S/1I! USER GUIDE VOL I 

L66 1-D-S/I1!1 DATA BASE ADMINISTRATOR GUIDE 


L66/6000 COEXISTENT 1-B-S/11 DATA BASE ADMINISTRATORS GUIDE 


LEVEL 66 1-D-S/11 COBOL-74 PROGRAMMERS GUIDE 

LEVEL 66 INTERACTIVE I-D-S/I1 
1-D-S/I1 CONVERSION 

66/6000 1-D-S COEXISTENCE TOG I -D-S/11 CONVERSICGIN 
1-D-S/1-O0D 

66/6000 1-0-S/1-00 DATA DICTIGNARY SYSTEM HANDBOOK 


66/6000 1-D-S/1-00 DATA DICTIGNARY SYSTEM GNLINE USER GD 


IMPLEMENTATION GUIDE 

L62 SROGOO IMPLEMENTATION GUIDE 
IMPORT/EXPORT UTILITY 

LEVEL 66 CM66 IMPORT/EXPORT UTILITY USERS GUIDE 
IMS 2000 


200/2000 INVENTORY MANAGEMENT SYSTEM 2000 HANDBOOK IMS 2000 


IMS 62 EXTENDED 

LEVEL 62 IMS 62 EXTENDED HANDBOOK 
IMS/2000 EXTENDEO 

LEVEL 64 200/2000 IMS/2000 EXTENDED HANDBOOK 
1M3/66 

L66 IMS/66 EXTENDED SYSTEM HANDBOOK 
IMS/86 EXTENDED 

LEVEL 66 IMS/66 EXTENDED INPUT/OUTPUT MANUAL 
INDEPENDENT POSTPROCESSOR 


LEVEL 66 ANC - INDEPENDENT POSTPROCESSGR EXECUTIVE SUBSYS 


INDEX 
200/0 68/2000 INDEX OF CONSOLE MESSAGES 
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GRDER NO. 


AYOS 
DD40 


DG14 
DG15 


AWS6 
DDOS 
DJ18 
DG57 
AR97 
CD50 
CB41 

AS70 
DD44 
AQ83 
ADS4 
AW44 
CB42 
AW84 
AKO1 

AL20 
CB16 
BR6g 
DASO 
DEGO 
DD47 
DD46 
DeSs9 


bcs2 
DCS3 


DES7 
DES9 
DF78 
CBS56 
CBS7 
AQS6 
AQ89 
AQ88 


DE10° 


DESS8 
DEOS 
DE11 
DG3S9 


DJ11 
DJ12 


cc40 
AU74 
AL78 
AX85 
AWS 1 
DESO 
DE81 
DB46 
AH25 


FUNCTION 


ABS81 


TITLE 


INDEX (CONT) 

LEVEL 68 INDEX TG MULTICS MANUALS 
INDEX FOR SOFTWARE 

66/6000 COMPREHENSIV® INDEX FOR SOFTWARE REF MNL 
INDEXED SEQUENTIAL 

66/6000 INDEXED SEQUENTIAL PROCESSGR 

SERIES 600 INDEXED SEQUENTIAL PROCESSOR 
INFO6 PRIMER 

INFOG PRIMER 
INFO/6 

L6 INFO/6 POCKET REF CARD 

L6é INFO/6 USERS GUIDE 
INPUT/GUTPUT 

L6 GCOS/BES2 EXECUTIVE & INPUT/GUTPUT 

LEVEL 6 EXECUTIVE AND INPUT/SUTPUT 
INPUT/GUTPUT PROCESSING 

200/G 8S/2000 INPUT/SUTPUT PROCESSING 
INPUT/GUTPUT PROGRAMMING 

66/6000 INPUT/GUTPUT PROGRAMMING 
INPUT/GUTPUT STATEMENTS 

FORTRAN IV LESSGN V INPUT/GUTPUT STATEMENTS PI TEXT 
INSTALLATION 

66/6000 1-D-S DATA QUERY SYSTEM INSTALLATION 
INSTALLATIGN PLANNING 

L61 MOCELS 61/58 + 61/60 INSTALLATION PLANNING MNL 

PAGE PRINTING SYSTEM INSTALLATION PLANNING 
INTERACTIVE 

66/6000 COEXISTENT INTERACTIVE I1-D-S/II 

66/6000 DM-IV INTERACTIVE 1-D-S/TI 

L62 INTERACTIVE GENERATION SERVICE GUIDE 

LEVEL 66 INTERACTIVE I-D-S/1I1 
INTERACTIVE FACILITY 

L6 3270 INTERACTIVE FACILITY USERS GUIDE 
INTERACTIVE FILE 

L62 IPS INTERACTIVE FILE SERVICES 
INTERACTIVE FUNCTIGN 

L6& INTERACTIVE FUNCTIGN USER GUIDE 
INTERACTIVE INPUT 

L66 PMCS/66 INTERACTIVE INPUT & REPORTING USER GUIDE 

L66 PMCS/66 INTERACTIVE INPUT POCKET GUIDE 
INTERACTIVE GPERATIGN 

L64 INTERACTIVE OPERATION FACILITY 
INTERACTIVE PROCESSING 

L62 INTERACTIVE PROCESSING JOB MANAGEMENT GD 

L62 INTERACTIVE PROCESSING SYST PLANNING GD 

L62 INTERACTIVE PROCESSING SYST SCREEN FORMATTING 

L62 INTERACTIVE PROCESSING SYST WORK-STATIGN OP GD 

L62 INTERACTIVE PROCESSING SYSTEM QUICK REF 

L6é2 INTERACTIVE PROCESSING SYSTEM TPS 
INTERACTIVE SYSTEM , 

66/6000 INTERACTIVE SYSTEM USER GUIDE 
INTERGRATED DATA STORE 

600/6000 INTERGRATED DATA STORE [-D-S 7/E 
INVENTGRY MANAGEMENT SYSTEM 2000 

2000/2000 INVENTORY MANAGEMENT SYSTEM 2000 HANDBOOK IMS 2000 
INVENTGRY MANAGEMENT SYSTEM/64 

L64 INVENTORY MANAGEMENT SYSTEM/64 HANDBOOK 
IPS 

L62 IPS INTERACTIVE FILE SERVICES 
IPS GENERATION 

L62 IPS GENERATION AND MAINTENANCE 
TQ 

200/2000 TOTAL INTERACTIVE QUERY LANGUAGE I1QL 
1/9 

L658 MULTICS USER RING 1/6 SYSTEM SDN 
1/06 DEVICES 

SYSTEM 700 TELEPRINTER & PAPER TAPE 1/0 DEVICES PROG MNL 
1/6 PROGRAMMING 

DPS& GCOSS8OS 1/0 PROGRAMMING 
JCL 

L64 JOB CONTROL LANGUAGE REF MNL JCL 

L64 JOB CONTROL LANGUAGE USER GUIDE JCL 
JEROME KANTER 

A MANAGEMENT GUIDE TO COMPUTORS JEROME KANTER 
JOB 

L62 INTERACTIVE PROCESSING JOB MANAGEMENT GD 
JOB CONTROL 

DPSS GCOS8 GS JOB CONTROL LANGUAGE 
JOB CONTROL LANGUAGE 

L64 JOB CONTROL LANGUAGE REF MNL JCL 

L64 JOB CONTROL LANGUAGE USER GUIDE JCL 
JOB MANAGEMENT 

66/6000 SITE TECHNIQUES GUIDE JOB MANAGEMENT 
JOVIAL 

66/6000 JOVIAL 
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ANSO 
DD15 


DD38 
DA37 


CJ99 


cC62 
CC54 


AU45 
AS28 


AH32 
DB82 
BE9S4 
DD47 


AW39 
ARS3 


DES9 
DF78 
CP17 
DE11 
CB48 
ceos 
CB44 


DJO3 
DJO4 


AQ60 
cGos 
CGO& 
ce12 
CGO07 
CJ34 
CG10 
DE6S 
BR69 
AL78 
CF25 
ceog 
CG13 
AUI9 
AN57 
AE92 
DH23 


AQ10 
AQ11 


AM49 
CGO8 
DH17 


AQ10 
AQI1 


DE6S 
DD23 
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TITLE 


JOVIAL (CONT) 
SERIES 600 JOVIAL 
JSMS 
66DPS ONLINE JOB SERVICE MATCHING JSMS FUNCTIONAL DESC 
66DPS ONLINE JOB SERVICE MATCHING JSMS USER GUIDE 
KA SORT 
SERIES 200 MOD 1 MSR KA SGRT MANUAL 
KEYBOARD 
L6 DKU9101/9102 CRT KEYBOARD CONSOLE OP REF MNL 
L6@ TWU910479106 KEYBOARD TYPEWRITER CONSOLE REF MNL 
KEYBOARD CONSOLE 
L6 DKU9103/9104 CRT KEYBOARD CONSOLES 
LEVEL 6 CRT KEYBOARD CONSGLE DKU9101 GPERATGRS GUIDE 
KEYBOARD TYPEWRITER CONSOLE 


LEVEL 6 KEYBOARD TYPEWRITER COINSGLE TWU9101 GPERATORS CARD 


L64 EMULATOR 
L6 TO L64 EMULATGR FILE TRANSMISSION USER GD 


L64 NATIVE 

L6 TO LG4 NATIVE FILE TRANSMISSION USER GD 
L6 TO L66 

L6 TO L66 HOST RESIDENT FACILITY 
L6/66 

L6/68 DHUO803/0814/9840 DOCUMENT HANDLER SPERATIGN 
L.6/BSC 

L6/BSC 2780/3780 FILE TRANSMISSION USER GUIDE 
LIBRARIAN 


66/6000 GCOS TOS TRANSACTION DRIVEN SYSTEM LIBRARIAN 
LIBRARY 
6000/6000 TIME-SHARING APPLICATIONS LIBRARY GUIDE VOL 1 
66/6000 TIME-SHARING APPLICATIGNS LIBRARY GUIDE VOL 2 
66/6000 TIME-SHARING APPLICATIGNS LIBRARY GUIDE VOL 3 
66/6000 TIME~SHARING APPLICATIGNS LIBRARY GUIDE VOL Iv 
SYSTEM 700 VERIFICATION SERVICE LIBRARY 
LIBRARY EDITOR 
66/6000 SOURCE AND SBJECT LIBRARY EDITOR 
LIBRARY FUNCTIONS 
FORTRAN IV LESSON III LIBRARY FUNCTIONS PI TEXT 
LIBRARY MAINTENANCE 
L64 LIBRARY MAINTENANCE REF MNL 
L64 LIBRARY MAINTENANCE USER GD 
LINE PRINTER 
L62 PRUO102/0202/0302 LINE PRINTER GPERATIGN 
SYSTEM 700 GP-16 LINE PRINTER DRIVERS 
LINE PRINTERS 


LEVEL 6 LINE PRINTERS PRU9103/9104/9105/98106 GPERATORS CARD 


LINEAR PROGRAMMING 

SERIES 200 MSD 1 TR LINEAR PROGRAMMING SYSTEM H 
LINKAGE EDITOR 

L6 68/700 LINK-700 LINKAGE EDITOR SROS3O 
LINK-700 

L6 6$/700 LINK-700 LINKAGE EDITOR SRO330 
LISP 

LEVEL 66 LISP USERS GUIDE REL2,.3 
LOAD/UNLGAD 

6000/6000 DATABASIC LOAD/UNLGAD SYSTEM 
LOGICAL DATA 

L66 LOGICAL DATA TRANSFER USERS GUIDE 
LOGICAL INQUIRY 

L68 MULTICS LOGICAL INQUIRY UPDATE SYSTEM REF MNL 
MACRO ASSEMBLER 

66/6000 DATANET 3355/6600 MACRO ASSEMBLER PROGRAM 

66/6000 MACRO ASSEMBLER PROGRAM GMAP 

L6 G$/700 DAP/700 MACRO ASSEMBLER 

SERIES 600 GMAP MACRO ASSEMBLER PROGRAM 
MACROS CALLS 

6COS6 SYSTEM SERVICE MACRO CALLS 
MACRO PROCESSOR 

L62 GCOS COBGL MACRO PROCESSOR USER GUIDE 
MAGNETIC 

MAGNETIC TAPE MEDIA MAINTENANCE PROCEDURES 
MAGNETIC TAPE 


2000 TYPE 204B-200/300/400 7 TRACK MAGNETIC TAPE SUBSYSTEM 


200/2000 MAGNETIC TAPE UNITS 204B-1 THROUGH-9 

LEVELS 66&68 MTUO610 MAGNETIC TAPE UNIT OPERATION 

SERIES 2000 204F-1/-3/-5 MAGNETIC TAPE UNITS 

SERIES 200 204B-11/16/21/22 MAGNETIC TAPE UNITS 

SERIES 6000 MTSSOO MAGNETIC TAPE SUBSYSTEM 

SYSTEM 700 4021 MAGNETIC TAPE SUBSYSTEM PROG MNL 

SYSTEM 700 GP-16 CASSETTE AND MAGNETIC TAPE DRIVERS 
MAGNETIC TAPE SUBSYSTEM 

4150 9-TRACK MAGNETIC TAPE SUBSYSTEM PROGRAMMING MANUAL 
MAGNETIC TAPE UNIT 

L&é MTU9109/9110/9114/9115 MAGNETIC TAPE UNIT OPERATION 

SERIES 200 204B-17/18/23/24 MAGNETIC TAPE UNIT 

SERIES 200 2040-1/3/5 MAGNETIC TAPE UNIT 


1-015 


ORDER NO. 


BSO6G 


DJ5O 
DJ51 


AD31 


CF33 
CF28 


cc18 
AT87 
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BYOS 
DDOG 
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AG28 
AQ87 


AYOS 
YX37 


AT22 
BB72 
AGOS8 
AGOS 
AW41 

DAOS 
DH72 
AZ49 
DDO 

DDOSs 
AG17 
BN86 
CBOs 
AY71 

CH76 
AJ97 
BC38 
CB64 
AJ23 
BC37 
DB28 
AGO7 
YX36 
AJ15 
cc6é1 


BF40 
BKO2 
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TITLE ORDER NO. 


MAGNETIC TAPE UNIT (CONT) 


SERIES 200/2000 204D/1A/3A/5A MAGNETIC TAPE UNIT AJ22 

SERIES 60 MTU0120/0210/0220/0410 MAGNETIC TAPE UNIT GPER ASO3 
MAINTENANCE 

L62 IPS GENERATION AND MAINTENANCE CG13 
MAINTENANCE PROCEDURES 

MAGNETIC TAPE MEDIA MAINTENANCE PROCEDURES CH76 
MAM 

L68 MAM COMMUNICATIONS REF MNL. CC75 

L6& MAM RCP CC74 

L68 MAM REGISTRATIGN + ACCOUNTING ADMINISTRATOR AS68 

LEVEL 6@ MAM PROJECT ADMINISTRATOR AK51 

LEVEL 68 MAM SYSTEM ADMINISTRATOR AKSO 
MANAGEMENT 

L62 INTERACTIVE PROCESSING JOB MANAGEMENT GO CcGOs8 
MANAGEMENT GUIDE TO COMPUTORS 

A MANAGEMENT GUIDE TO COMPUTORS JEROME KANTER AM49 
MAPPING MODULE 

66/6000 3270 GRTS MAPPING MODULE USER GUIDE AYOS 
MASS STORAGE 

66/6000 MASS STORAGE UTILITY PACKAGE USER GD CB87 

66/6000 SYSTEM GPERATIGN SHARED MASS STGRAGE DDY7 

L.64 MSUG350 MASS STORAGE UNIT GPERATION CFO6 

L64 MSU0402/0452 MASS STGRAGE UNIT GFPERATIGN MNL ccgl 

L6 MSU9101~6 MASS STORAGE SUBSYSTEM GPERATIGNS AZ78 

LEVEL 62 MSUO305 MASS STORAGE UNIT GPERATION AYO2 

LEVELS 6€/68 MSUO500 MASS STORAGE UNIT GPERATION MNL AYOS3 

MOD 1 MSR MASS STGRAGE SYSTEM GENERATION INSTRUCTION BE43 

SERIES 200 6S/200 MASS STGRAGE DATA MANAGEMENT AB34 
MASS STORAGE UNIT 

LEVEL 62 MSU0112/0113/0116 MASS STORAGE UNITS AS65 

LEVEL 62 MSU0330 MASS STORAGE UNIT GPERATION AW91 

SERIES 6O MSUO0310 MASS STGRAGE UNIT GPERATIGN AN34 

SERIES 60 MSUO0400 MASS STGRAGE UNIT GPERATICGN AM48 
MASTER INDEX 

GCOS6 MOD400 MASTER INDEX CB28 

GCOS6 M@DSOO MASTER INDEX CBS9 
MASTER MODE 

DPS@ GCOSS OS MASTER MODE ENTRY OPERATIONS DH16 
MATCHING 

66DPS ONLINE JOB SERVICE MATCHING JSMS USER GUIDE DJ51 
MATH LIBRARY 

LEVEL 6 / 68/700 FORTRAN MATH LIBRARY AG16 
MATHEMATICAL PROGRAMMING 

L66 MATHEMATICAL PROGRAMMING SYSTEMS MPS USER GUIDE DG10 
MATHEMATICS INSTRUCTIGN 

L66 INDIVIDUALIZED MATHEMATICS INSTRUCTION USER GUIDE DF3O 
MDaS 

66/6000 GCOS MDGS DATA BASE ADM GUIDE Dc8i 

66/6000 GCOS MOQS MGMT DATA QUERY SYS ADM GDB DD94 

66/6000 MDQS BASIC USER GUIDE DGO7 
MOQS/II1 

66/6000 MDOS/11 USERS GD DC8&O 
MDQS/IV 

86/6000 MDGS/IV USERS GUIDE DDS2 
MEMORY 

L6 T/V MAIN MEMGRY PROM SPTIGN CE12 
MEMORY CALCULATOR 

B3COS6 MODGOCO SYSTEM BUILDING MEMGRY CALCULATOR CG71 
MESSAGE CONTROL 

L66 MESSAGE CONTROL SYSTEM SITE MNL Dc9ss 
MESSAGE SEGMENT 

L68 MESSAGE SEGMENT FACILITY SDN AN69 
MESSAGE/ RESPONSE 

..62 MESSAGE/RESPONSE AL27 
MESSAGES 

DPS8& GCEOSS GS SYSTEM GPERATOR MESSAGES DH13 
METRIC CONVERSIGN 

METRIC CONVERS'GON SLIDE CHART AK88 
MIGR 

200/0 2834-13-14 MICR READER-SGRTER OPERATION MNL cc72 

200/2000 234-0 MICR READER-SORTER GPERATORS MANUAL DcoOs 

MICR ENTRY AND DATA COLLECTION PROGRAMS IMPLEMENTATION GUIDE BDOg 
MICRGCGM COMMUNICATIONS 

200/2000/6000 MICROC6M COMMUNICATIGNS SUBSYSTEM IMPL GUIDE AR13 
MINI MANUAL 

SERIES 1640 MINI MANUAL BT99 
MINI COBOL 

LEVEL 61 GCOS MINICOBOL LANGUAGE REFERENCE MANUAL ARG2 
MINICOGMPUTER HANDBOOK 

L6 MINICGMPUTER HANOBEIOK MODEL 6/34,6/36,6/43 AS22 

LEVEL 6 MINICOMPUTER HANDBOOK MODELS 23/33/43/47/83/57 cc7i 
MINUTEMAN REPORTING 

L6 MINUTEMAN REPORTING SYSTEM USER GUIDE CJ37 
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TITLE 


MMMC 

SEKIES 200 286-6/7 MMMC COMMUNICATION CONTROL 
MOD200/400/600 

L6 DISPLAY FORMATTING & CONTROL M&GD2Z66/400/600 
MOD 1 

SERIES 200 MOD 1 TR GR MSR COBGL COMPILERS F AND 1 
MOD 1 MSR 

200/2GQ0 MOD 1 

200/2000 MOD 1 MSR COBOL CCMPILER C 

2000/2000 M&D 1 MSR FORTRAN COMPILER F DISK 

290/2000 MGD 1 MSR OPERATING PROCEDURES 

200/2000 MOD 1 MSR PROGRAM DEVELOPMENT SUBSYSTEM 

200/2000 MOOD 1 MSR SUPERVISGR 

200/2000 MOD 1 MSR TR SINGLE-CHANNEL COMMUNICATIONS 1/76 

200/2000 MOD 1 MSR UTILITY ROUTINES 


2000/2000 RPG PROGRAMMING LANGUAGE MSR/2000 AND MOD 1 MSR 


MOD 1 MSR MASS STORAGE SYSTEM GENERATIGN INSTRUCTION 
SERIES 200 MOD 1 MSR DATA MANAGEMENT SUBSYSTEM 
SERIES 200 MOD 1 MSR DISK LIBERATIGN SYSTEM 
SERIES 200 M&D 1 MSR DISK-CARD UTILITIES SUBSYSTEM 
SERIES 200 MOD 1 MSR FOR THE SMALL SYSTEM 
SERIES 200 MOD 1 MSR KA SORT MANUAL 
SERIES 200 MGD 1 MSR RPG POCKET GUIDE 
MOD 1 TR 
SERIES 200 MOD 1 TR COBOL COMPILERS D AND H 
SERIES 200 MG&D 1 TR GENERAL-PURPOSE SIMULATOR K 
SERIES 200 MOD 1 TR LINEAR PROGRAMMING SYSTEM H 
MOD 200 
L6 MOD 200 SOFTWARE & DOCUMENTATION DIRECTORY 
MGD 400 
GCES6 MAD 400 TRANSACTIGN CODE LANGUAGE FACILITY 
L6 TPS 6 INPLEMENTATION GUIDE M&D 400 
MOD 4 
200/2000 MOD 4 ASSEMBLER 
200/2000 MGD 4 COMMUNICATIGNS DEVICE HANDLER GUIDE 
200/2000 MOD 4 GPERATORS GUIDE 
2007/2000 MOD 4 SORT PROGRAMS 
200/2000 MOD 4 SYSTEM GENERATIGN 
200/2000 MGD 4 UTILITY PROGRAMS 
SERIES 200/2000 MGD 4 ANS! COBOL COMPILER 
SERIES 200/2000 MOD 4 EASYCODER 
MODEL 105 
SERIES 200 MODEL 105 EQUIPMENT SPERATGR MANUAL 
MODELS 120/120-0/125 
SERIES 200 MODELS 120/120-0/126 EQUIPMENT GPERATOR MNL 
MGNI TOR 
L6 GCOS6/MDT MONITOR +108 SERVICE CALLS 
MPM 
68 MPM MULTICS PROGRAMMERS MANUAL 
L68 MPM - COMMUNICATIONS 176 
L68 MPM MULTICS PROGRAMMERS MANUAL REF GD 
L68 MPM PERIPHERAL 1/76 
L638 MULTICS MPM COMMANDS AND ACTIVE FUNCTIONS 
L68 MULTICS MPM - SUBSYSTEM WRITERS GD 
L68 MULTICS MPM SUBROUTINE 
MPP 
LEVEL 66 MPP FUNCTIGNAL CHARACTERISTICS 
MPS 
L66 MATHEMATICAL PROGRAMMING SYSTEMS MPS USER GUIDE 
LEVEL 66 MPS - CFMS IMPLEMENTATION GUIDE 
MSR 
SERIES 200 MOD 1 TR GR MSR COBOL COMPILERS F AND I 
MSS0420 
L64 MSS0420 AND MSU0421 GPERATIGON 
MSU0112/0113/0116 
LEVEL 62 MSU0112/0113/0116 MASS STORAGE UNITS 


MSU0305 

LEVEL 62 MSUO305 MASS STORAGE UNIT GPERATION 
MSU0310 

SERIES 60 MSU0310 MASS STORAGE UNIT GPERATIGN 
MSUO0330 


LEVEL 62 MSUO330 MASS STORAGE UNIT GPERATIGN 
MSU0350 

L64 MSU0350 MASS STORAGE UNIT GPERATIGN 
MSU0390 

L62 MSUO390 OPERATION MNL 
MSU0400 

SERIES 60 MSU0400 MASS STORAGE UNIT GPERATIGN 
MSU0402/0461 

LEVELS 66868 MSU0402/0451 GPERATIGN 
MSU0402/0452 

L64 MSU0402/0452 MASS STORAGE UNIT GPERATION MNL 
MSU0421 

L64 MSS0420 AND MSU0421 GPERATIGN 
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MSR COBOL. COMPILER AMERICAN NAT! GNAL STANDARD 


ORDER NC. 


CA35 
CD46 
BD78 


BH64 
BD&6O 
BH82 
BCc98 
BC95 
Bcs4 
AE43 
BC97 
AB15 
BE43 
BC96 
BD52 
AD32 
AD33 
AD31 
AD17 


BA4O 
BDgSS 
BB72 
cGs81 


ceso 
CF87 


BFSO 
BHO8 
BF27 
BF5S6 
BJO9 
BF28 
BJSO 
BFS33 
AASS 
BB47 
AX10 
AGSO 
ccg2 
AGS 
AX49 
AG92 
AKS2 
AG93 
DE23 


DG10 
DD67 


BD78 
CH29 
AS65 
AYO2 
AN34 
AW91 

CFO6 
CE84 
AM48 
AT71 

cc91 

CH29 
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TITLE 


MSUCSOO 

LEVELS 66/63 MSUO500 MASS STORAGE UNIT GPERATION MNL 
MSUS101~-6 

L6 MSUS101-3 MASS STORAGE SUBSYSTEM GPERATIGNS 
MT3SS500 

SERIES 6006 MTSS00 MAGNETIC TAPE SUBSYSTEM 
MTS 7500 

MTS 7500 DATA COMMUNICATIGN PACKAGE 

MTS 7500 FASAL 2 USERS GUIDE DOS 

MTS 7560 MULYTIFUNCTIGN TERMINAL SYSTEM REFERENCE MANUAL 

MTS 7500 GPERATORS GUIDE 

MTS 7500 PAP TEXT PROCESSING SYSTEM USERS GUIDE 
MTUO120/0210/0220/0410 

SERIES 60 MTU0120/0210/0220/0410 MAGNETIC TAPE UNIT GPER 
MTU0400/0500/0600 GPERATION 

LEVELS 64,86,5& MTU0400/0500/0600 GPERATIGN 
MTUOG10 

LEVELS 66863 MTUO06G10 MAGNETIC TAPE UNIT GPERATIGON 
MTU9104/05/12/13 

L6 MTUS104/05/12/13 MAG TAPE UNIT GP REF MNL. 
MTU9109/9110/3114/79115 

L6 MTUS109/3110/9114/79115 MAGNETIC TAPE UNIT GPERATIGN 
MULTICS 

68 MPM MULTICS PROGRAMMERS MANUAL 

L68 DPS MUL TICS POCKET GUIDE 

L68 INTRODUCTION T&S PROGRAMMING GN MULTICS 

L638 MPM MULTICS PROGRAMMERS MANUAL REF GD 

L68 MULTICS APL. PRELIMINARY EDITION 

L68 MULTICS ASSEMBLER SDN 

L68 MULTICS BULK INPUT/SUTPUT 

L68 MULTICS CARRY FACILITY 

L68 MULTICS COBGL REF MNL 

L68 MULTICS COBGL USER GUIDE 

L68 MULTICS COMMUNICATIONS SYSTEM SDN 

L68 MULTICS FORTRAN REF MNL 

L68 MULTICS FORTRAN USERS GUIDE 

L68 MULTICS SRAPHICS SYSTEM REF MNL 

L68 MULTICS HARDWARE DIAGNOSTIC AIDS 

L68 MULTICS INTRODUCTORY USERS GUIDE 

L68 MULTICS LOGICAL INQUIRY UPDATE SYSTEM REF MNL 

L68 MULTICS MPM COMMANDS AND ACTIVE FUNCTIGNS 

L68 MULTICS MPM - SUBSYSTEM WRITERS GD 

L686 MULTICS MPM SUBROUTINE 

L68 MULTICS GNLINE TEST + DIAGNOSTICS REF MNL 

L68 MULTICS GPERATORS HANDBOOK 

L68 MULTICS PL/I LANGUAGE SPECIFICATION 

L68 MULTICS PL/I REF MNL 

L68 MULTICS POCKET GUIDE COMMANDS/ACTIVE FUNCTIONS SR3.1 

L68 MULTICS PPS UTILITY MANUAL 

L68 MULTICS RELATIGNAL DATA STORE REF MNL 

L68 MULTICS REPORT PROGRAM GENERATOR REF MNL 

L68 MULTICS SYSTEM METERING 

L68 MULTICS SYSTEM PROG TOOLS MSR 5.0 

L68 MULTICS TRANSACTIGNAL PROCESSING REF MNL 

L68 MULTICS USER RING 1/6 SYSTEM SDN 

L66 MULTICS WO&RDPRG REF @D 

L68 NEW USER INTRODUCTION TOS MULTICS PART 1 

L68 NEW USER INTRODUCTIGN TS MULTICS PART 11 

L68 REMOTE BATCH FACILITY MULTICS TO L6 MOD400 

LEVEL 68 MULTICS BASIC 

LEVEL 68 MULTICS DFAST SUBSYSTEM USERS GUIDE SR3.1 

LEVEL 68 MULTICS FAST SUBSYSTEM USERS GUIDE SR3.1 

LEVEL 68 MULTICS PROCESSOR MANUAL 

LEVEL 68 MULTICS SORT/MERGE 

MULTICS VIRTUAL MEMORY 
MULTICS MANUALS 

LEVEL 68 INDEX TO MULTICS MANUALS 
MULTIFUNCTION UNITS 

LEVEL 62 CCUOSO6/1006 MULTIFUNCTIGN UNITS GPERATION 
MULTI -ACCESS 

6000/6000 MULTI-ACCESS 1-D-S IMPLEMENTATION GUIDE 7/E 
MUL TILEAVING 

L62 CP TO CP NULTILEAVING 
MULTILINE CONTROLLER 


SYSTEM 700 LO-SPEED MULTILINE CONTROLL.ER PROGRAMMING MANUAL 


NAME/ADDRESS SCRUB 

L66 NAME/ADDRESS SCRUB SYSTEM USERS GUIDE 
NETWORK 

NETWORK DEPRECIATION ANALYSIS GENERAL LEDGER 
NETWORK CONTROL 

L64 NETWORK CONTROL TERMINAL GPERATIGN 
NETWORK PROCESSING SUPERVISOR 

66/6000 NPS NETWORK PROCESSING SUPERVISOR 
NETWORK PROCESSOR 

L66 DATANET 6600 FRONT-END NETWORK PROCESSOR 
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AYOS3 
A278 
DB28 


AM25 
AM20 
AN11 
AN48 
AM22 


ASO3 
AM46 
CB64 
CF10 
CC61 


AGSO 
DF48 
CP&5 
AG91 

AKS5 
AN63 
CC34 
AN76 
AS44 
AS43 
AN85 
AT58 
cc70 
AS40 
AR9S7 
AL40 
AZ49 
AGS2 
AKS2 
AGS3 
AU77 
AM81 

AG9S4 
AM&3 
AW17 
CJ97 
AW53 
ccé9 
ANS2 
AZO3 
cC96 
AN5S7 
Azg98 
CH24 
CH25 
C618 
AM&2 
ATS9 
AU25 
AL39 
AW32 
AGS5 


ANSO 
AT44 
DASO 
co1s 
AG69 
DH63 
AH62 
AQ49 
DD48 


Dc8s 
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TITLE 


NOTEBOCK 
L68 STANDARDS SYSTEMS DESIGNERS NOTEBOOK 
NPS 
66/6000 APPLICATIGNS GUIDELINES FOR NPS 
66/6000 NPS ERRGR MESSAGES 
66/6000 NPS NETWORK PROCESSING SUPERVISOR 
NPS CONFIGURATICN 
66/6000 NPS CRINFIGURATIGON EXAMPLES 
NPS MICRO-OPS 
66/6000 NPS MICRG-OPS PROGRAMMING 
NPS STARTUP 
66/6000 NPS STARTUP 
NPS TABLES - 
66/6000 NPS TABLES 
NUMERICAL CONTROL /66 
L66 NUMERICAL CONTROL/66 SYSTEM HANDBOOK 
ONLINE APPLAICATIGON 
L6 BCOS/BES2 PLANNING/BUILDING AN GNLINE APFLICATIGN 
LEVEL 6 G@COS/BES GNLINE APPLICATION 
GNLINE JOB 
66DFPS ONLINE JOB SERVICE MATCHING JSMS FUNCTIGNAL DESC 
660FS ONLINE JOB SERVICE MATCHING JSMS USER GUIDE 
GNLINE TEST 
L68 MULTICS GNLINE TEST + DIAGNOSTICS REF MNL 
GP 
L62 INTERACTIVE PROCESSING SYST WORK-STATION OP GD 
GPERATING 
DPS8 GCOS8 GPERATING SYSTEM - SYSTEM STARTUP 
DPS6 ecedsa OS SYSTEM GPERATING TECHNIQUES 
SPERATING PROCEDURES 
200/2000 MCD 1 MSR GPERATING PROCEDURES 
OPERATING SUPERVISOR 
66/6000 GENERAL COMPREHENSIVE GPERATING SUPERVISOR 
MPERATION 
200/0 234-13-14 MiCR READER-SORTER GPERATIGN MNL 
L6/66 DHUO808/0814/9840 DOCUMENT HANDLER GPERATIGN 
LEVELS 66868 M3U0402/0451 GPERATIGN 
PAGE PRINTING SYSTEM GPERATIGN 
PRUIOO3/S & TWU.003/5 TELEPRINTER TERMINAI. CiIPERATION 
PRUISO1 & TWUIS01 SYNCHRONGUS PRINTER TERMINAL OPERATION 
VIP 7100/7108 GPERATION 
VIP 7200/7205 OPERATIGCN 
GPERATICON TECHNIQUES 
66/6000 GCOS SYSTEM OPERATION TECHNIQUES 
GPERATIGNS 
VIP 7760 GPERATIONS DATA COMMUNICATIONS 
GPERATGOR 
L64 SYSTEM GPERATIGON DPS-336 GPERATGR STATIGN 
OPERATOR CARD 
LG TELEPRINTERS TTU9S101/2 GPERATGR CARD 
OPERATOR STATION 
L64 SYSTEM GFERATIGN OPERATOR STATIGN 
OPERATORS 
200/2000 MOUND 4 GPERATGRS GUIDE 
SERIES 200 MODEL 115 EQUIPMENT GPERATGRS MANUAL 
OPERATORS CARD 
L64 GPERATORS CARD 
LEVEL 6 DISKETTE 0D1U9101/S$102 GPERATORS CARD 
LEVEL 6 KEYBOARD TYPEWRITER CONSOLE TWUS101 GPERATGRS CARD 
LEVEL 6 LINE PRINTERS PRU9103/9104/9105/9106 OPERATORS CARD 
LEVEL G@ MODEL 6/06 GPERATGRS CARD 
LEVEL 6 SERIAL PRINTER PRUS161/9102 GPERATORS CARD 
OPERATORS GUIDE 
DATANET 700 RNP TYPE RCP701/702 OPERATORS GUIDE 
L61 GCOS SPERATORS GUIDE 
L64 GPERATORS GUIDE 
LEVEL 6 G$/700 OPERATORS GUIDE SRO310 
MTS 7500 GPERATORS GUIDE 
68/700 GPERATGRS GUIDE SROS10 
GPERATORS QUICK REFERENCE 
PPS SPERATORS QUICK REFERENCE GUIDE 
OP-16 
SYSTEM 700 GP-16 BASIC COMMUNICATIONS SOFTWARE 
SYSTEM 760 GP~-16 BOS-COMPATIBLE FILE HANDLING FACKAGE 
SYSTEM 700 OP-16 CARD READER/PUNCH DRIVERS 
SYSTEM 700 GP-16 CARTRIDGE AND DISK UNIT DRIVERS 
SYSTEM 760 OP-16 CASSETTE AND MAGNETIC TAPE DRIVERS 
SYSTEM 700 GP~-16 COMMUNICATIONS HARDWARE DRIVER'S 
SYSTEM 700 GP-16 DISPLAY LINE PROCEDURE MODULE SROSOO 
SYSTEM 700 GP-16 GENERAL LINE PROCEDURES 
SYSTEM 700 CGiP-16 LINE PRINTER DRIVERS 
SYSTEM 700 GP-16 PAPER TAPE READER/PUNCH ORIVERS 
SYSTEM 700 OP-16 USERS GUIDE SROSOO 
SYSTEM 700 OP-16 UTILITY PROGRAMS 


1-019 


ORDER NO. 


AN8&2 


DE77 
DE75 
DD48 


DE76 
DE3S 
DDS1 
DES4 
DGOs 


AU4S 
AS34 


DJ5O 
DJ51 


AU77 
CGO7 


DH18 
DH20 


Bcgss 
DD19 


cc72 
CH10 
AT71 
AR46 
AZ27 
AZ29g 
AWS2 
AX31 


DDSO 
AU24 
DQO!1 
AT21 
AQ17 


BF27 
BJ51 


AQg2 
AT20 
AT88 
AT22 
AU34 
AT23 


ANO3 
AR63 
AS37 
AT39 
AN48 
AG1i4 


AY63 


YX42 
YZ49 
YX41 
YX35 
YX36 
YX44 
YX40 
YX43 
YX37 
YX38 
YY78 
YZ50 


FUNCTION 


ABS 1 


TITLE 


ORGANI ZATIGN AND FORMAT 
L6 GCOSS6/MOT DATA FILE GRGANI ZATION AND FORMAT 


GRP 


66/600G DM-1V 


DPS8 
DPS8 
DPS& 
DPS& 
DPS& 
DPS& 
DPS8 
DPS8 
DPSS 
OS AND 


GCUSS 
GCOSs 
6cEse 
ocoss 
ecosE 
Gcussa 
GCOS 
6cdsée 
6Cos® 
DGS 


oS 
oS 
6S 
os 
OS 
wh) 
os 
os 
oS 


PPS & PPSII GS 


GSAIR 


(GRE) BASIC USERS GUIDE 


ACCOUNTING 

FILE MGMT SUPERVISOR 

JOB CONTROL LANGUAGE 

MASTER M@DE ENTRY GPERATIGNS 


PROGRAMMER MESSAGES & ABORT CODES 


SYSTEM GPERATING TECHNIQUES 
SYSTEM GPERATGR MESSAGES 


TIME-SHARING SYSTEM REFERENCE MNL 


UNIFIED FILE ACCESS SYSTEM 
AND DOS SUPPORT 


SYSTEM 760 GSAIR FUNCTIONAL CHARACTERISTICS 


OS/2000 
200/0 
200/0 
200/0 
200/0 
200/70 
200/0 
200/0 
200/6 
200/0 
200/0 
200/0 
200/0 
200/0 
200/060 
200/0 
200/0 
200/0 
200/0 
200/0 
200/0 


200/2000 98/2000 TYPE 281 


OS$/e2 
OS/2 
OS/2 
03/2 
OS/2 
S/ 2 
OS /2 
oS/2 
GS/2 
OS/2 
OS/2 
oS/2 
aS/2 
G8/2 
OS/2 
as/2 
G6$/2 
oS/2 
OS/2 
63/2 


GOO 
000 
ood 
felete) 
alate) 
Ooo 
eleie) 
oo0G 
000 
000 
elete] 
lolere) 
aga 
000 
ooo 
lotele) 
000 
000 
stele) 
000 


286 COMMUNICATIONS PROCESSING 
ANS COBGL COMPILER 
CONCEPTS AND CHARACTERISTICS 
DATA BASE SUBSYSTEM 


DATANET 2000 COMMUNICATIONS PROCESSING 


DATANET 2000 REMOTE DEVICE 
DISK & MAG TAPE CONVENTIONS 
DISK DATA MANAGEMENT 
EASYCGDER SUBSYSTEM 
EASYWRITER ELEMENTARY QUERY 
EASYWRITER SUBSYSTEM 
FORTRAN COMPILER 

INDEX GF CONS®LE MESSAGES 
INPUT/GUTPUT FROCESSING 
OPERATORS GUIDE 

SORT PROGRAMS 

SUPERVISORY COMPONENTS 
SYSTEM FILES 

SYSTEM GENERATION GUIDE 
UTILITY PROGRAMS 


PAGE PRINTING SYSTEM 6S/2000 SUPPORT SROSO1 


63/200 


SERIES 200 65/200 ANS 1 COBOL COMPILER 
SERIES 200 6S/200 MASS STORAGE DATA MANAGEMENT 


03/700 
Lé& OS 
L.6 GS 
L.6 OS 
L6 OS 
L6é GS 
L6 OS 


FAGE 
PAGE 
PAGE 
PAGE 
PAGE 


PAP 


4700 
7700 
4700 
/700 
4700 
77080 


PRINT 


COMMUNICATIONS 


DAP/ 


700 MACRG ASSEMBLER 


LINK-700 LINKAGE EDITGR SROS3O 


ONLI 


NE UTILITY PROGRAMS SRO310 


COMMUNICATIONS PROCESSING S 


STAND-ALGNE UTILITY PROGRAMS SRO4C0 
SYSTEM GENERATION 
LEVEL 6 68/700 GPERATORS GUIDE SROS310 
LEVEL 6 / ©65/700 FORTRAN MATH LIBRARY 
LEVEL 6/SYSTEM 700 6S/700 FORTRAN SRO310 
OS/700 BINARY SYNCHRGNGUS COMMUNICATIONS LOADER 
08/700 EXECUTIVE SRO310 
603/700 FILE MANAGEMENT SRO310 
OS/700 GPERATORS GUIDE SROS10 
©0S/700 SYSTEM GENERATION SRO310O 
PAGE PRINTING SYSTEM 
PRINTING 
PRINTING 


ING 


SYSTEM FORMAT CYLINDER DESIGN GUIDE 


SYSTEM INSTALLATION PLANNING 
SYSTEM - LEVEL 66 SUPPORT 


PRINTING SYSTEM OGPERATIGN 
PRINTING 
PAGE PROCESSING 

PPS II PAGE PROCESSING SYSTEM COMMANDS REF CARD 


SYSTEM GS/2000 SUPPORT SROSO1 


MTS 7600 PAP TEXT PROCESSING SYSTEM USERS GUIDE 


PAPER T 


600/6000 ANC APT PUNCHED PAPER TAPE REFERENCE MANUAL 


APE 


L66 APT PUNCHED PAPER TAPE DEMO GUIDE 
L66 APT/66 PUNCHED PAPER TAPE USERS GUIDE 
SYSTEM 700 OP-16 PAPER TAPE READER/PUNCH DRIVERS 


SYSTEM 700 TELEPRINTER & PAPER TAPE [70 DEVICES PROG MNL 


PART PROGRAMMING 
L66 APT/66 PART PROGRAMMING LANGUAGE MNL 


PASCAL/ 


66 


66DPS DPSS PASCAL/66 USERS GUIDE 
PAYRGLL PROCESSING 


L62 PAYROLL. PROCESSING GD 


ACCOUNTING & ADMINISTRATION 
L64 PAYROLL PROCESSING GD ACCOUNTING & ADMINISTRATIGN 


1-020 


ORDER NO. 


AXO02 
DH88 


DH22 
DH19 
DH17 
DH16 
DHi2 
DH20 
BH13 
DH24 
DHO7 


AR86 
AP90 


AH28 
AH30 
AH21 

AH26 
AH27 
AH40 
AH35 
AH34 
AH31 

AH39 
AH38 
AH29 
AH25 
AH32 
AH24 
AH36 
AH23 
AH33 
AH22 
AH37 
AH66 
AY82 


BJ45 
ABS4 


AR24 
AG17 
AGOS 
AR2O 
AR21 

AT40 
AT32 
AGI6 
AHS9 
AJ75 
AR22 
AR23 
AG14 
AK35 


ANSS 
ARS3 
AT16 
AR46 
AY 82 


CRi7 


AM22 


DB31 
DAS! 
DB30 
YX38 
AE92 


DE84 
DL96 


CF20 
CHS5 


FUNCTION 


REF. 
REF. 


REF. 
REF. 
REF, 
REF. 
REF, 
REF. 
REF. 
REF. 
REF . 


REF. 
REF . 


REF. 
REF. 
REF, 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF, 
REF. 


REF. 
REF. 


REF, 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF, 
REF. 
REF. 
REF. 
REF, 
REF. 


REF , 
REF . 
REF. 
REF. 
REF. 


REF. 


REF, 


REF . 
REF. 
REF. 
REF. 
REF. 


REF. 
REF. 


REF. 
REF. 


ABS! 


TITLE 


PAYROLL SYSTEM 
L61 PAYROLL SYSTEM HANDBOGK 
L62 PAYROLL SYSTEM HANDBOOK 
L64 PAYROLL SYSTEM HANDBOOK 
L66 PAYROLL SYSTEM HANDBOOK 
PCKGE 
66/6000 FILE SYSTEM UTILITY PCKGE 
PCUO120 
SERIES 60 CCUO0400 CARD READER/PUNCH PCU0120 CARD PUNCH OP 
PCU0121 


L6G CCU0401 CARD READER/PUNCH + PCU0121 CARD PUNCH OPERATION 


PCUS101 
L& PCU9101 CARD PUNCH & CCU9101 READER/PUNCH GPERATIGN 
PERIPHERAL I 76 
L68 MPM PERIPHERAL 1/6 
PI TEXT 
BASIC OPERATING TECHNIQUES SERIES 200 EQUIP PI TEXT SUPP 
FORTRAN IV ILESSON 1 CONSTANTS AND VARIABLES PI TEXT 
FORTRAN IV LESSON II] CODING ARITH STATEMENTS PI TEXT 
FORTRAN IV LESSON III LIBRARY FUNCTIGNS PI TEXT 
FORTRAN IV LESSGN IV CONTROL STATEMENT PI TEXT 
FORTRAN IV LESSON V INPUT/OUTPUT STATEMENTS PI TEXT 
FORTRAN IV LESSON VI SPECIFICATION STATEMENT PI TEXT 
INTRGDUCTIGN TO DECISIGN TABLES PI TEXT 
FLANNING 
L62 INTERACTIVE PROCESSING SYST PLANNING GD 
PLOT 
66/6000 COLLECTION & PLOT GF SYST USAGE LEVELS MNL 
PLOT RECAP 
66/6000 RESOURCE COLLECTION & PLOT RECAP 
PL/I 
66/6000 PL/I REF MNL 
66/6000 PL/I USER GUIDE 
L68 MULTICS PL/I LANGUAGE SPECIFICATIGN 
L68 MULTICS PL/I REF MNL 
PMCS/66 
66/6000 66/DPS PROJECT MANAGEMENT & CONTROL PMCS/66 HNDBK 
L66 PMCS/66 INTERACTIVE INPUT & REPORTING USER GUIDE 
L66 PMCS/66 INTERACTIVE INPUT POCKET GUIDE 
L66 PMCS/66 POCKET GUIDE 
POCKET 
GCOS6 ADVANCED COBOL POCKET GUIDE 
POCKET GUIDE 
66/6000 COBOL-74 POCKET GUIDE 
66/5000 CONTROL CARDS POCKET GUIDE 
66/6000 GMAP POCKET GUIDE 
66/6000 TIME-SHARING POCKET GUIDE 
L62 COBOL POCKET GUIDE 
L64 COBOL POCKET GUIDE 
L64 1-D-S/I1 POCKET GUIDE 
L64 TELECOMUNICATIGNS & TDS/64 POCKET GUIDE 
L66 PMCS/66 INTERACTIVE INPUT POCKET GUIDE 
L668 DPS MULTICS POCKET GUIDE 
L68 MULTICS POCKET GUIDE COMMANDS/ACTIVE FUNCTIONS SRS. 1 
SERIES 200 MOD 1 MSR RPG POCKET GUIDE 
POLYNGOM1 ALS 
SERIES 1640 MATRICES AND POLYNGMIALS 
PPS 
L686 MULTICS PPS UTILITY MANUAL 
PPS & PPSI1 CONTROL LANGUAGE & CONTROL BLOCK REF MNL 
PPS & PPSII GS AND DOS SUPPORT 
PPS BURROUGHS SUPPORT 
PPS GFERATORS QUICK REFERENCE GUIDE 
PPS FORMS 
PPS FORMS DESIGN PRESENTATION GUIDE 
PPS II 
PPS 11 PAGE PROCESSING SYSTEM COMMANDS REF CARD 
PPS 11 SITE PREPARATION MANUAL 
PPS11 
PPS & PPSI1 CONTROL LANGUAGE & CONTROL BLOCK REF MNL 
PPS & PPSII OS AND DGS SUPPORT 
PRICE CATALOG 
COMPUTER SUPPLIES PRICE CATALOG FOR XEROX SYSTEMS 
DATANETWGRK SERVICES PRICE CATALOG 
SOFTWARE PRODUCTS & SERVICES PRICE CATALOG 
PRINTER , 
6000/6000 PTR 300/301 HIGH-SPEED PRINTER SUBSYSTEMS 
L62864 PRUO440/0640/0840 LINE PRINTER GPERATION MNL 
L6 PRUS103-6/8/9 LINE PRINTER GPERATION 
L6 PRU9112/9114 SERIAL PRINTER OPERATION 
LEVEL 6 SERIAL PRINTER PRU9101/9102 OPERATORS CARD 
LEVELS 62+64 PRUO400/0600/0800 PRINTER GPERATION 
LEVELS 66/68 PRU1100 PRINTER OPERATION 
PRU1901 & TWU1901 SYNCHRONGUS PRINTER TERMINAL OPERATION 
SERIES 200 222-7 PRINTER AND CONTROL 


1-021 


ORDER NOG, 


AW28 
AR8O 
CC66 
DG61 


DL75 
ATSO 
AYO1 
CC17 
AX49 


Bc84 
BESO 
BE91 

BE92 
BE93 
BE9S4 
BESS 
BH&86 


CGO6 
DKO2 
DF43 


DEOS 
DEO4 
AGo4 
AM83 


DD593 
DJO3 
DJO4 
DG44 


CB15 


DEO3 
DH9S 
DD29 
DD28 
AX84 
AQso 
AQ96 
AQ95 
DJO4 
DF48 
AW17 
AD17 


BU21 


CJ97 
CD87 
AR8&6 
ccs3o 
AY63 


cJ91 


CR17 
CJ81 


CD87 
AR86 


CJSO 
CB76 
AH64 


BS20 
AY84 
CB66 
CB&O 
AT23 
AN3S6 
AU76 
AZ29 
BJ23 


FUNCTIGN 


REF. 
REF. 
REF. 
REF. 


REF. 
REF. 
REF. 
‘REF. 
REF . 


INST, 
INST. 
INST, 
INST. 
INST. 
INST. 
INST. 
INST. 


REF, 
REF. 
REF, 


REF. 
REF. 
REF. 
REF. 


REF. 
REF. 
REF. 
REF. 


REF. 


REF . 
REF. 
REF. 
REF. 
REF. 
REF, 
REF, 
REF. 
REF . 
REF. 
REF. 
REF. 


REF. 


REF. 
REF. 
REF. 
REF. 
REF. 


EVAL. 


REF. 
REF. 


REF. 
REF. 


REF. 
REF. 
REF . 


REF, 
REF. 
REF. 
REF. 
REF. 
REF. 
REF, 
REF. 
REF. 


ABS! 


TITLE 


PRINTER (CONT) 

SYSTEM 700 TYPE 5520 LINE PRINTER PROGRAMMING MNL 
PRINTER GPERATION 

L62 PRUOGO6/0456/0656 PRINTER GPERATIGN 

L64 PRUG457/657/857/1107 PRINTER OPERATIGN MNL 

L64 PRUO658/0858/1108 PRINTER GPERATION 

L6 PRUS101/9102 SERIAL PRINTER SPERATIGN REF MNL 

SERIES 60 PRU1200/16600 PRINTER SPERATIGN 
PROCEDURAL LANGUAGE 

66/6000 DM-IV PROCEDURAL LANGUAGE REF MNL 
PROCESSING 

L.62 ACCTS RCVBL PROCESSING GUIDE: ACCTG & ADMIN 

L62 GENERAL LEDGER PROCESSING GD: ACCOUNTING & ADMIN 
PROCESSOR 

66/6000 INDEXED SEQUENTIAL PROCESSOR 

SERIES 600 INDEXED SEQUENTIAL PROCESSOR 
PRODUCTION SCHEDULING 

L64 PRODUCTIGN SCHEDULING AND CONTROL HANDBOOK 
PRODUCTION SCHEDULING AND CONTROL/62 

LEVEL 62 PRODUCTION SCHEDULING AND CONTROL/62 SYS HANDBK 
PRODUCTIGN SCHEDULING AND CONTROL/66 

LEVEL 66 PREDUCTION SCHEDULING AND CONTROL/66 SYSTEM HANDBSG 
PROJECT AOMINISTRATOR 

LEVEL 68 MAM PROJECT ADMINISTRATOR 
PROJECT MANAGEMENT 

66/6060 66/DPS PROJECT MANAGEMENT & CONTROL PMCS/66 HNDBK 
PROM 

L6 T/V MAIN MEMORY PROM OPTION 
PROGF/ TRANSIT 

66/6000 CHECK PROGF/TRANSIT SYSTEM HANDBOOK 
PRUO102/0202/0302 

L62 PRUO102/0202/0302 LINE PRINTER OPERATION 
PRUG3O06/0456/0656 

L62 PRUOS06/0456/0656 PRINTER GPERATIGN 
PRU0400/06900/0800 

LEVELS 62+64 PRUO400/0600/0800 PRINTER GPERATION 
PRU0440/0640/0840 

L62864 PRUO440/0640/0840 LINE PRINTER GPERATIGON MNL 
PRUO457/687/857/1107 

L64 PRUO457/657/857/1107 PRINTER GPERATIGN MNL 
PRUO658/0858/ 1108 

‘'L64 PRUO658/0858/1108 PRINTER GPERATIGN 
PRU1001/72 

PRU1001/2 TWU1001/2 TELEPRINTER TERMINALS GPERATION 
PRU1003/5 

PRU1003/5 & TWU/003/5 TELEPRINTER TERMINAL GPERATIGN 
PRU1100 

LEVELS 66/68 PRU1100 PRINTER GPERATIGN 
PRU1200/1600 

SERIES 60 PRU1200/1600 PRINTER OPERATIGN 
PRU1901 

PRU1901 & TWU1901 SYNCHRONGUS PRINTER TERMINAL OPERATION 
PRUS101/9102 

L6 PRUG101/89102 SERIAL PRINTER GPERATION REF MNL 

LEVEL 6 SERIAL PRINTER PRU9101/8102 SPERATORS CARD 
PRUS103-6/8/9 

L6 PRUS103-6/8/8 LINE PRINTER GPERATIGN 
PRUS103/79104/8105/9106 

LEVEL 6 LINE PRINTERS PRUS9103/9104/9105/9106 GPERATGRS CARD 
PRU9112/9114 

L6 PRUS112/93114 SERIAL PRINTER OPERATION 
PSC/2000 

200/2000 PSC/2000 SYSTEM HANDBOOK 
PTR 300/301 

600/6000 PTR 300/301 HIGH-SPEED PRINTER SUBSYSTEMS 
QEDX 

L68 QEDX TEXT EDITOR USER GUIDE 
QUERY AND REPORTING 

L66 DM-IV QUERY AND REPORTING ADMINISTRATORS GD 

L66 DM-IV QUERY AND REPORTING REF MNL 
QUERY DRIVEN 

L64 QUERY DRIVEN SYSTEM REFERENCE MANUAL 
QUERY LANGUAGE 

2000/2000 TOTAL INTERACTIVE QUERY LANGUAGE I@L 
QUICK REFERENCE 

GCOS6 BASIC GUICK REFERENCE GUIDE 

L62 QUICK REFERENCE GUIDE 
RBT 

SERIES 60 RBT 6/301 USER GUIDE SRO100 

SERIES 60 RBT 6/302 USER GUIDE 
RCP701/702 

DATANET 700 RNP TYPE RCP701/702 GPERATORS GUIDE 
RCP 707 

DATANET 700 RNP RCP707 SYSTEM STARTUP/OPERATIGN SR320 


1-022 


ORDER NG, 


AE9O 
cbDo1 
CE95 
CF76 
CF18 
AP8&8 
DF 80 


CF78 
CG43 


DD38 
DA37 


CJ79 
AW82 
AN32 
AK51 
DDSY 
CE12 
DE3O 
AYO5S 
cDOo1 
ANSG 
AY 84 
CE95 
CF76 
AZ26 
AZ27 
AU76 
AP88& 
AZ29 


CF18 
AT23 


CB66& 
AT22 
CB8o 
AP77 
BS20 
ce40 


DF8&1 
DF79 


CH73 
AUI9 


CB17 
AX41 


AX89 
AY79 


ANO3 
AMOS 


FUNCTIGN 


REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 


REF. 
REF. 


REF. 
REF. 


REF . 
REF. 
REF. 
REF. 
REF. 
INST. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 


REF. 
REF. 


REF. 
REF, 
REF. 
REF. 
REF. 
REF. 


REF. 
REF. 


REF. 
REF. 


REF. 
REF. 


REF. 
REF. 


REF. 
REF. 


AB81 


TITLE 


RCP 
L68 MAM ROP 
RCVBL 
L62 ACCTS RCVBL PROCESSING GUIDE: ACCTG & ADMIN 
READER-SORTER 
200/0 234-13-14 MICR READER-SORTER OPERATION MNL. 
200/2000 234-0 MICR READER-SORTER GPERATORS MANUAL 
READER/ PINCH 
LG PCUS101 CARD PUNCH & CGU9101 READER/PUNCH OPERATION 
SYSTEM 700 GP-16 PAPER TAPE READER/PUNCH DRIVERS 
REAL-TIME INTERFACE 
SYSTEM 700 REAL-TIME INTERFACE PROG MNL 
RECOVERY /RESTART 
66/6000 PROGRAM RECOVERY /RESTART 


REGISTRATION 

L68 MAM REGISTRATIGN + ACCOUNTING ADMINISTRATOR 
RELATIGNAL PATA 

L68& MULTICS RELATIONAL DATA STORE REF MNL 
RELGOCATABLE LOADER 

66/6000 DATANET 9355/6600 RELSCATABLE LOADER 
REMOTE BATCH 

L64 REMOTE BATCH FACILITY 

L68 REMOTE BATCH FACILITY MULTICS T@ L6 MOD400 

LG REMOTE BATCH FACILITY USER GD 

L6 REMOTE BATCH FACILITY/64 USERS GUIDE 
REMOTE DEVICE 

200/0 GS/2000 DATANET 2000 REMOTE DEVICE 
REMOTE ENTRY 

600/6C00 REMOTE ENTRY STATION PROGRAM/360 
REMOTE PRINTER 

L62 EQUAL 62 REMOTE PRINTER SUPPORT 
REMOTE TERMINAL : 

6000/6000 REMOTE TERMINAL SYSTEM GRTS 8/F 

66/6000 REMGTE TERMINAL SUPERVISOR GRTS 
REMOTE TEXT EDITOR 

L62 REMOTE TEXT EDITOR USERS GD 
REPORT PROGRAM 

L68 MULTICS REPORT PROGRAM GENERATOR REF MNL. 
RESGURCE ALLOCATIGN 

L66 ASTRA 11 RESOURCE ALLOCATION PROGRAM REF MNIL. 
RESGURCE COLLECTION 

66/6000 RESGURCE COLLECTION & PLOT RECAP 
RESOURCE RETRIEVAL 

L6G RESGURCE RETRIEVAL SYSTEM USER GUIDE 
RETURN CODES 

L64 ERROR MESSAGES & RETURN CODES 

L64 ERRGR MESSAGES & RETURN CODES POCKET 66 
RNP 

DATANET 700 RNP 707 CONFIGURATION SRO320 

DATANET 700 RNP RCP707 SYSTEM STARTUP/GPERATIGN SR320 

DATANET 700 RNP TYPE RCP701/702 OPERATORS GUIDE 
ROLLCALL 


SERIES 600 GCOS ROLLCALL CORE ALLOC + OPERATOR [NTRFC SMD 8. 


RPG 
GCOS6 RPG REFERENCE MNL 
L62 RPG LANGUAGE REF MNL 
LG2 RPG USERS GUIDE 
L64 RPG REF MNL 
L64 RPG USER GD 
L6 @COS6/MDT RPG REF MNL 
SERIES 200 MOD 1 MSR RPG POCKET GUIDE 
RPG LISTING 
L62 RPG LISTING DECODER REF CARD ~ 
L64 RPG LISTING DECODER CARD 
RPG PROGRAMMING 


200/2000 RPG PROGRAMMING LANGUAGE MSR/2000 AND MOD 1 MSR 


RPGI1 
66/6000 RPGII LANGUAGE REF AND @COS SUPPLEMENT MNL 
SALES ORDER 


200/2000 SALES ORDER PROCESSING DISK FUNCTIGONAL DESCRIPTION 


L62 SALES ORDER PROCESSING HANDBOOK 
L64 SALES ORDER PROCESSING HANDBOOK 
SCHEDULING SYSTEM 
200/2000 COMPUTER SCHEDULING SYSTEM HANDBOOK. 
SCREEN 
L62 INTERACTIVE PROCESSING SYST SCREEN FORMATTING 
SCRIBE 
L64 SCRIBE. STUTENT SCHEDULING SYSTEM HANDBOCK 
L66 SCRIBE STUDENT SCHEDULING SYST ADMIN GUIDE MNL 
L66 SCRIBE STUDENT SCHEDULING SYST HANDBOOK MNL 
LEVEL 64 SCRIBE SYSTEM HANDBOOK 
SDN : 
L68 MESSAGE SEGMENT FACILITY SDN 


1-023 


GRDER NO. 


CC74 
CF78 


CC72 
DCO5 


cc17 
YX38 


AHO1 


DCcgs 


AS68 
AW53 
DD35 
cass 
C618 
CB30 
CFi1 
AH40 
DB&S 
CE10 


DA79 
DD40 


AY 76 
cc69 
DEi2 
DF43 
cc26 


CQ31 
CaQi7 


AP12 
AMOS 
ANO3 


BR21 


CBOs 
AL14 
AL15 
AQ68 
AQ69 
AX16 
AD17 


AY67 
AQ3s3 


AB15 
DJ34 
DAgO0 
AY8O 
CF75 
AR57 
C612 
AR35 
DL20 
DLO? 
AS11 


AN69 


FUNCTIGN 


ABS1 


TITLE 


SDN (CONT) 

L68 MULTICS ASSEMBLER SDN 

L66 MULTICS COMMUNICATIONS SYSTEM SDN 

L68 MULTICS USER RING 1/6 SYSTEM SDN 
SECURITY AND PRIVACY 

SECURITY AND PRIVACY SYMPOSIUM APRIL 1975 

SECURITY AND PRIVACY SYMPOSIUM APRIL 1976 

SECURITY AND PRIVACY SYMPOSIUM APRIL 1977 

SECURITY AND PRIVACY SYMPOSIUM APRIL 1978 
SENSOR -BASED 

SYSTEM 700 SENSGIR-BASED SYSTEM MODULES 
SERIES 100 

L64 SERIES 100 FILE TRANSLATOR 
SERVICE CALLS 

L6 GCOSG/MDT MONITOR +I10S SERVICE CALLS 
SERVICE MATCHING 

66DPS ONLINE JOB SERVICE MATCHING JSMS FUNCTIGNAL DESC 
SERVICE ROUTINES 

66/6000 SERVICE ROUTINES 

SERIES 600/6000 SERVICE ROUTINES 8/F 


SERVICES 

L62 IPS INTERACTIVE FILE SERVICES 
SIMSCRIPT 

66/6000 SIMSCRIPT REF MNL 
SIMULATOR 


600/6000 DATANET-355 SIMULATOR REFERENCE MANUAL 7/E 
66/6000 DATANET 3555/6600 SIMULATOR 
L68 GCOS ENVIRONMENT SIMULATOR 
LEVEL 66 GENERAL PURPOSE SIMULATOR SYSTEM/66 GPSS/66 REF MN 
SERIES 200 MOD 1 TR GENERAL-PURPOGSE SIMULATOR K 
SITE PREP 
DPSS SITE PREP MANUAL 
SITE PREPARATIGN 
DPS-330 SITE PREPARATION MANUAL 
L62 SITE PREPARATION MANUAL 
LEVELS 66/68 SITE PREPARATIGN MANUAL 
PPS I] SITE PREPARATION MANUAL 
SERIES 2000 SITE PREPARATIGN MANUAL 
SERIES 200 SITE PREPARATIGN MANUAL 
SYSTEM 700 SITE PREPARATION MANUAL 
VIP TERMINALS SITE PREPARATION MNL 
SITE TECHNIQUES 
66/6000 SITE TECHNIQUES @D SYSTEM AVAILABILITY 
66/6000 SITE TECHNIGUES GUIDE FILE MANAGEMENT 
66/6000 SITE TECHNIQUES GUIDE JOB MANAGEMENT 
SLAVE PROGRAM 
1.66 SPAMiI SLAVE PROGRAM ACTIVITY MONITOR SYST USER GD 
SMD 


SERIES 600 GCOS ROLLCALL CORE ALLOC + OPERATOR INTRFC SMD 8. 


SORT PROGRAMS 
200/60 OS/2000 SORT PROGRAMS 
2000/2000 MOD 4 SORT PROGRAMS 
SORT /MERGE 
66/6000 SORT/MERGE 
BCOS6 SGRT/MERGE 
L62 SORT/MERGE 
L64 SORT/MERGE 
LEVEL 68 MULTICS SORT/MERGE 
SOURCE AND OBJECT 
66/6000 SSURCE AND OBJECT LIBRARY EDITOR 
SPAMI I 
1.66 SPAMII SLAVE PROGRAM ACTIVITY MONITOR SYST USER GD 
SPECS/DHUO800 
66/2000 FORMS SPECS/DHUO&00 AND 234 DOCUMENT HANDLERS 
STANDARDS SYSTEMS 
L68 STANDARDS SYSTEMS DESIGNERS NOTEBOOK 
STAND-ALONE PROGRAMS 
SYSTEM 700 DEVICE DRIVERS FOR STAND-ALONE PROGRAMS 
STARTUP : 
66/6000 GCOS SYSTEM STARTUP 
DPSS GCOSB OPERATING SYSTEM - SYSTEM STARTUP 
SERIES 6000 GCOS SYSTEM STARTUP + OPERATION RELEASE F 
STARTUP PROCEDURE 
6000 DSS180 DISK STORAGE SUBSYSTEM STARTUP PROCEDURES 
66/6000 GRTS/355/6600 STARTUP PROCEDURE 
STATION 
L64 SYSTEM GPERATIGON DPS-330 OPERATOR STATION 
STORE 
L.68 MULTICS RELATIONAL DATA STORE REF MNL 
STUDENT SCHEDULING 
L66 SCRIBE STUDENT SCHEDULING SYST ADMIN GUIDE MNL 
L66 SCRIBE STUDENT SCHEDULING SYST HANDBOOK MNL 


L64 SCRIBE STUTENT SCHEDULING SYSTEM HANDBOOK 


1-024 


ORDER NG. 


AN63 
AN85 
ANS7 


DE20 
DE89 
DF 84 
DBG35 
AN24 
AQ26 
AX10 
DJSO 


DD42 
DAS7 


CGOS 
BPS9 


BW23 
DD32 
ANOS 
DC34 
BDS5 


DL64 
CJ80 
AMi2 
DC7g 
CJ81 
AH45 
BA16 
AG13 
AX78 
DE65 
DE6G4 
DEGS 
DG40 
BR21 


AH36 
BFS6 


DDOs 
CBO4 
AL19 
AG85 
AW32 
DDOG 
DG40 
AY29 
AN&2 
AR14 
DD33 
DH18 
DAOG 


DD34 
DDOS 


DQOo1 
AWS3 


DL20 
DLO? 


AR35 


FUNCTION 


REF. 
REF. 
REF. 


REF . 
REF. 
REF . 
REF. 
REF. 
REF. 
REF. 
REF, 


REF. 
REF. 


REF. 
REF. 


REF. 
REF. 
REF. 
REF. 
REF. 


REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
REF. 
INST. 
INST. 
INST. 
REF . 
REF. 


REF. 
REF, 


REF, 
REF. 
REF. 
REF. 
REF. 
REF. 
REF, 
REF. 
REF. 
REF. 
REF. 
REF. 
REF . 


REF. 
REF. 


REF. 
REF. 


REF. 
REF. 


REF. 


ABS! 


TITLE 


SUBROUTINE LIBRARIES 

600/6000 FORTRAN SUBROUTINE LIBRARIES 
SUPERVISOR 

66/6000 FILE MANAGEMENT SUPERVISOR 

66/6000 REMOTE TERMINAL SUPERVISOR GRTS 
SUPERVISORY COMPONENTS 

200/0 GS/2000 SUPERVISORY COMPONENTS 
SUPPORT 

L62 EQUAL 62 REMOTE PRIMTER SUPPORT 

PAGE PRINTING SYSTEM - LEVEL 66 SUPPORT 

PAGE PRINTING SYSTEM GS/2000 SUPPORT 
SYNCHRGNGUS 

OS/700 BINARY SYNCHRONGUS COMMUNICATIONS LOADER 


FRU1901 & TWU1901 SYNCHRGNGUS PRINTER TERMINAL CiPERATIGN 


SYNCHRGONGUS SINGLE-LINE CONTRGLLER 
SYSTEM 700 6312 SYNCHRGONGUS SINGLE-LINE CONTROLLER 
SYST 
66/6000 COLLECTION & PLOT GF SYST USAGE LEVELS MNL 
L62 INTERACTIVE PROCESSING SYST PLANNING GD 
L62 INTERACTIVE PROCESSING SYST SCREEN FORMATTING 
L62 INTERACTIVE PROCESSING SYST WORK-STATION GP GD 
L6G SCRIBE STUDENT SCHEDULING SYST HANDBOOK MNL 
“SYSTEM ADMINISTRATGR 
LEVEL 68 MAM SYSTEM ADMINISTRATOR 
SYSTEM BUILDING 
GCOSG MOD460 SYSTEM BUILDING 
GCOS6 MGDG600 SYSTEM BUILDING 
GCOS6 MOD600 SYSTEM BUILDING MEMORY CALCULATOR 
SYSTEM CONCEPTS 
GCOS6 MOD200 SYSTEM CONCEPTS 
GCOSG6 MGD400 SYSTEM CONCEPTS 
GCOS6 MOGG600 SYSTEM CONCEPTS 
SYSTEM CONTROL 
L62 SYSTEM CONTROL 
L64 SYSTEM CONTROL 
LEVEL $1 GCOS SYSTEM CONTROL MANUAL 
SYSTEM F 
G00/G6000 ACCOUNTS RECEIVABLE SYSTEM F DISK IMPL GD 
SYSTEM FILES 
200/0 68/2000 SYSTEM FILES 
SYSTEM GENERATIGN 
200/0 08/2000 SYSTEM GENERATION GUIDE 
L6 6S/700 SYSTEM GENERATION 
OS/700 SYSTEM GENERATION SRO310 
SYSTEM LIBRARY 
66/6000 SYSTEM LIBRARY EDITOR 
SYSTEM MANAGEMENT 
L64 SYSTEM MANAGEMENT GUIDE 
SYSTEM MESSAGES 
GCOS6 SYSTEM MESSAGES 
LG TPS 6 SYSTEM MESSAGES 
SYSTEM METERING 
L68 MULTICS SYSTEM METERING 
SYSTEM MODULES 
SYSTEM 700 SENSOR-BASED SYSTEM MODULES 
SYSTEM GPERATION 
66/6000 SYSTEM OPERATION SHARED MASS STORAGE 
L64 SYSTEM OPERATIGN CONSGLE MESSAGES 
L64 SYSTEM GPERATIGN DPS-330 GPERATOR STATION 
L64 SYSTEM GPERATIGN OPERATOR GUIDE 
L64 SYSTEM GPERATIGN GPERATOR STATION 
SYSTEM GPERATOR 
66/6000 SYSTEM OPERATOR'S GUIDE 
DPSS GCOSS OS SYSTEM GPERATOR MESSAGES 
SYSTEM GVERVIEW 
L668 DM-1V SYSTEM OVERVIEW 
SYSTEM SERVICE 
GCOSG SYSTEM SERVICE MACRO CALLS 
SYSTEM STARTUP/GPERATIGON 


DATANET 700 RNP RCP707 SYSTEM STARTUP/OPERATIGON SR320 


SYSTEM TABLES 
66/6000 SYSTEM TABLES 
TACPAC 
L6 TACPAC USERS REFERENCE MNL 
TAPE HANDLING 
SERIES 200 TAPE HANDLING ROUTINE B AND C 
TAPE MEDIA 
MAGNETIC TAPE MEDIA MAINTENANCE PROCEDURES 
TAPE TESTING 
L66 TAPE TESTING SYSTEM USERS GUIDE 
TDS 
66/6000 TDS USER GD 
TDS/64 
L64 TDS/64 PROGRAMMERS REF MNL 
L64 TDS/64 SITE MANUAL 
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AQS7 
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TONS/64 (CONT? 

L64 TDS/64 USER GUIDE 

L64 TELECGHUNICATIGONS & TOS/64 POCKET GUIDE 
TECHNICAL NOTE 

6 TECHNICAL NOTE 76-001 

_6 TECHNICAL NOTE 77-001 

_6 TECHNICAL NOTE 78-001 
TECHNIQUES 

DPS8 GCOUSS OS SYSTEM OPERATING TECHNIQUES 
TELECOMUNICATIGNS 
-64 TELECGMUNICATIONS & TDS/64 POCKET GUIDE 
TELEPRINTER 
-6 TTU9101/2/3/4 TELEPRINTER UNIT SPERATION REF MNL 
PRU1003/5 & TWU/003/5 TELEPRINTER TERMINAL GPERATIGN 
SYSTEM 700 TELEPRINTER & PAPER TAPE 1/706 DEVICES PROG MNL 
TELEPRINTER TERMINALS 
PRU1001/2 TWU1001/2 TELEPRINTER TERMINALS GPERATION 
TELEPRINTERS 

L6 TELEPRINTERS TTU9101/72 GPERATOR CARD 


TEMPLATE 

STANDARD HCINEYWELL TEMPLATE MANUAL 
TERMINAL 

66/6000 GRTS (1 TERMINAL USER GD 


L6 OST6/S00 DISTRIBUTED SYSTEMS TERMINAL 
PRU1003/5 & TWU/003/5 TELEPRINTER TERMINAL GPERATIGN 
PRU1901 & TWU1901 SYNCHRONGUS PRINTER TERMINAL GPERATIGN 
VTS772G TERMINAL USER'S GUIDE 
TERMINAL GPERATIGN 
L64 NETWORK CONTROL TERMINAL GPERATIGN 
64 TERMINAL OPERATION 
TERMINAL /BATCH 
66/5000 TIME-SHARING TERMINAL/BATCH INTERFACE 
SERIES 600 TIME-SHARING TERMINAL/BATCH INERFACE 
TERMINALS 
L62 6COS CS/B FOR TERMINALS 
VIP7800 DISPLAY TERMINALS USER REF MNL 71010397-100 
VIP TERMINALS SITE PREPARATION MNL 
TEST PAGES 
86/6000 GCOS TOLTS TOTAL GNLINE TEST PAGES 
TEST SYSTEM 
66/6000 TOLTS TOTAL GNLINE TEST SYSTEM 
TEX 
66/6000 TIME-SHARING TEX REF MNL 
TEXT EDITOR 
8600/6000 TEXT EDITOR QUICK REFERENCE GUIDE 4/B 
86/6000 TIME-SHARING TEXT EDITOR 
.68 GEDX TEXT EDITOR USER GUIDE 
SERIES 600 TIME-SHARING TEXT EDITOR 
TEXT PROCESS! NG 
MTS 7500 PAP TEXT PROCESSING SYSTEM USERS GUIDE 
TIME-SHARING 
$00/6000 TIME-SHARING APPLICATIGNS LIBRARY GUIDE VOL 1 


66/6000 
86/6000 
66/6000 
66/6000 
66/6000 
86/6000 
86/6000 
$6/6000 
66/6000 
36/6000 


TIME-SHARI NG 
TIME-SHARING 
TIME-SHARING 
TIME-SHARING 
TIME-SHARING 
TIME-SHARING 
TIME-SHARING 
TIME-SHARING 
TIME-SHARING 
TIME-SHARING 


APPLICATIONS 
APPLICATIONS 
APPLICATIONS 
BASIC 

GENERAL INFO 
POCKET GUIDE 


LIBRARY GUIDE VOL 2 
LIBRARY GUIDE VOL 3 
LIBRARY GUIDE VOL IV 


MNL 


SYSTEM PROGRAMMERS REF MNL 
TERMINAL/BATCH INTERFACE 


TEX REF MNL 
TEXT EDITOR 


DATANETWORK TIME-SHARING SYSTEM USERS GUIDE 

OPS8 GCOS6 OS TIME-SHARING SYSTEM REFERENCE MNL 

.66 EXTENDED TIME-SHARING (ETS) SITE MNL 

SERIES 600 TIME-SHARING BASIC 

SERIES 600 TIME-SHARING FORTRAN 

SERIES 600 TIME-SHARING TERMINAL/BATCH INERFACE 

SERIES 600 TIME-SHARING TEXT EDITOR 

SERIES 600/6000 DARTMOUTH TIME-SHARING SYSTEM MANUAL 
TIME-SHARING SYSTEM 

66/6000 TIME-SHARING SYSTEM REFERENCE MNL 


TOLTS 


600/6000 BCOS TOLTS TOTAL GNLINE TEST SYSTEM TEST PAGES 8/F 


800/6000 GCOS TOTAL ONLINE TEST SYSTEM TOLTS 8/F 
66/6000 GCOS TOLTS TOTAL ONLINE TEST PAGES 
66/6000 TOLTS TOTAL ONLINE TEST SYSTEM 


TOTAL 4H 


200/2000 TOTAL 4H AND TOTAL CENTRAL USERS MANUAL 


TOTAL 8 


LG TOTAL 6 DATA BASE MANAGEMENT SYSTEM REF MNL 


TOTAL 


200/2000 TOTAL INTERACTIVE QUERY LANGUAGE IGL 
LEVEL 66 TOTAL REFERENCE MANUAL 
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TOTAL CENTRAL 
200/2000 TOTAL 4H AND TOTAL CENTRAL USERS MANUAL 
TOTAL LEVEL 2 
L62 UNIVERSAL TOTAL LEVEL 2 
TOTAL GNLINE 
66/6000 GCOS TOLTS TOTAL ONLINE TEST PAGES 
66/6000 TOLTS TOTAL OGNLINE TEST SYSTEM 
TOTAL GNLINE TEST 
8600/6000 GCOS T&LTS TOTAL GNLINE TEST SYSTEM TEST PAGES 8/F 
600/6000 GCOS TOTAL GNLINE TEST SYSTEM TOLTS 8/F 
TPE-I1 
66/6000 TRANSACTIGN PROCESSING EXECUTIVE-11 TPE-I1 REF MNL 
66/6000 TRANSACTION PROCESSING EXECUTIVE-I1 TPE-11 SITE MANU 
TPS 6 


L6 TPS 6 INPLEMENTATIGN GUIDE MOD 400 
L6 TPS 6 GPERATGRS GUIDE 

L6 TPS 6 GVERVIEW REF MNL 

L6 TPS 6 PROGRAMMERS REFERNCE MNL 


L6é TPS 6 SYSTEM MESSAGES 
TPS 
LG62 INTERACTIVE PROCESSING SYSTEM TPS 
TRANSACTION 
GCOS6 MOD 400 TRANSACTIGN CODE LANGUAGE FACILITY 
TRANSACTION ORIVEN 
66/6000 GCOS TDS TRANSACTIGN DRIVEN SYSTEM LIBRARIAN 
66/6000 TRANSACTION DRIVEN SYSTEM REF MNL 
66/6000 TRANSACTIGN DRIVEN SYSTEM SITE MNL 
GCOSG MODGOO TRANSACTION DRIVEN SYSTEM 
TRANSACTION PREICESSING 
600/6000 GCOS TRANSACTIGN PROCESSING USERS GUIDE 8/F 
66/6000 TRANSACTION PROCESSING EXECUTIVE-I1 TPE-I1 REF MNL 
66/6000 TRANSACTION PROCESSING EXECUTIVE-I1 TPE-I1 SITE MANU 
66/6000 TRANSACTION PROCESSING SYSTEM USER GD 
TRANSACTIGN PROCESSING/2000 
TRANSACTIGN PROCESSING/2000 USERS GUIDE 
TRANSACTION PROCESSEIR 
L66 DM-IV TRANSACTION PROCESSOR REF MNL 
L66 DM-IV TRANSACTIGN PROCESSOR SITE MNL 
TRANSACTIGN PROGRAMING 
L62 TRANSACTIGN FROGRAMING SYSTEM 
TRANSACTION RESPONSE 
LEVEL 62 GCOS TRANSACTIGN RESPONSE SYSTEM USERS GUIDE 
TRANSACTIGN SYSTEM 
L61 GCGS TRANSACTION SYSTEM ANALYSTS GUIDE 
TRANSACTIONAL PROCESSING 
L68 MULTICS TRANSACTIGNAL PROCESSING REF MNL. 
TRANSIT SYSTEMS 
200/2000 BANKING MICROM & TRANSIT SYSTEMS HNDBOGK 
TRANSMISSIGN 
GCOS6 MGD200 LG TG L66 FILE TRANSMISSION USERS GUIDE 
GCOSS MGD200 L6 TO LS FILE TRANSMISSION USERS GUIDE 
T/D 
L6 PERIPHERAL DEVICE T/D CART MG0 DISK 71010801-100 


L6 T/V 7 TRACK NRZI MAGNETIC TAPE MTUS2/MTUL2 

L6 T/V 9 TRACK PE/NRZI MAGNETIC TAPE MTUS3/MTULS 

L& T/V BOGTSTRAP ADAPTER DCMS4/DCML4 

L6 T/V BROADBAND HDLC LINE ADAPTER DCMS3/DCML3 

L6 T/V CACHE CMCS1/CMCL1 

L6 T/V CARD READER & READER/PUNCH CRMS3 

L6 T/V CARTRIDGE DISK CDUS1/CDUL1 

L6 T/V CENTRAL PROCESSOR UNIT CPSS1/CPSL1 

L6 T/V CENTRAL PROCESSOR UNIT CPSS2/CBSL2 

L6 T/V CENTRAL PROCESSOR UNIT CPST3 

L& T/V COMMERCIAL. INSTRUCTION PROCESSOR CPFS93/CPFL3 
L6 T/V CONSOLE KCMS3/KCML3 

LS T/V DISKETTE DIMS3/DIML3 

L6 T/V DUAL LINE COMMUNICATIONS PROCESSOR DCMC1 

L6 T/V FEP COUPLER DCFS1/DCFL1 

L6 T/V GENERAL PURPOSE INTERFACE G1SS1/GISL1 

L6 T/V HIGH LEVEL DATA LINK CONTROL LINE ADAPTER DCMS2/DCML2 
L6 T/V INTERSYSTEM LINK G1SS2/G6ISL2 

L6 T/V MEMGRY CMMS1/CMML1 

L6 T/V MEMORY SAVE PSSS1/PSSL1 

L6 T/V MOD400/600 ONLINE T&V GPERATORS GD 

L6 T/V MODEL 23 COMMUNICATIGN LINE ADAPTER 

L6 T/V MODEL 3X/4X/5X COMMUNICATIGN LINE ADAPTER 

L&é T/V MULTILINE COMMUNICATIGN PROCESSOR MLCS1/MLCL1 
LG T/V GPERATORS GUIDE MO&D3X 4xX&5x 

L6 T/V PRINTER PRMS3/PRMLS3 

L6 T/V REAL TIME CLOCK & WATCHDOG TIMER CPFS1/CPFL1 
L6 T/V SCIENTIFIC INSTRUCTIGN PROCESSOR CPFS2/CPFL2 
L6 T/V STORAGE MODULE SMDS2/SMDL2 

L6 T/V TERMINAL/AUTOCALL TCSS1/TCSL1 & TcSc1 

L6 T/V VIP7800 VIPS8/VIPLS 
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T/V (CONT) 

L6 T/V WRITABLE CGINTROL STORE CPFS4/CPFL4 
T/V MAIN 

L6 T/V MAIN MEMORY PROM CPTION 
TSS 

66/6000 TSS TXLIB 
TTUSIOI/2 

L6 TELEPRINTERS TTUS101/°2 GPERATGR CARD 
TTU9101/2/3/4 

LS TTU9101/72/3/4 TELEPRINTER UNIT OPERATION REF MNL 
TWU1O001 72 

PRU1Q001/2 TWU1001/2 TELEPRINTER TERMINALS GPERATIGN 
TWU1S01 


PRUISO1 & TWU1901 SYNCHRONOUS PRINTER TERMINAL GPERATION 


TWU9101 


LEVEL 6 KEYBOARD TYPEWRITER CONSOLE TWUS101 SGPERATORS CARD 


TWU9104/9106 
L6 TWU9104/9106 KEYBOARD TYPEWRITER CONSOLE REF MNL 
TWU/003/75 


PRU1O003/&S & TWU/003/5 TELEPRINTER TERMINAL GPERATION 


TXLIB 

66/6006 TSS TXLIB 
TYPEWRITER 

L6 TWU9104/9106 KEYBOARD TYPEWRITER CONSOLE REF MNL 
UFAS 

66/6000 UFAS UNIFIED FILE ACCESS SYSTEM 

66/6000 UNIFIED FILE ACCESS SYST (UFAS) USER GDE 
UNIFIED 

L64 UNIFIEO FILE ACCESS SYSTEM USER GUIDES 
UNIFIED FILE ACCESS 

66/6000 UFAS UNIFIED FILE ACCESS SYSTEM 

66/6000 UNIFIED FILE ACCESS SYST (UFAS) USER GDE 
UNIT RECORD 

L64 UNIT RECORD DEVICES USER GUIDE 
UNIVERSAL 

L62 UNIVERSAL TOTAL LEVEL 2 
UNLGAD 

65/6000 FATABASIC LGAD UNLOAD SYSTEM 
UPDATE FACIALITY 

L64 AUTOMATED UPDATE FACIALITY USER GUIDE 
USAGE 

66/6600 COLLECTION & PLOT GF SYST USAGE LEVELS MNL 
USER MANUAL 

L62 EQUAL 62 USER MANUAL 


USER RING 

L68 MULTICS USER RING 1/6 SYSTEM SDN 
USI1SG 

USISG EDUCATION SCHEDULE 
UTILITIES 


66/6000 FILE GENERATION UTILITY 
66/6000 FILE SYSTEM UTILITY PCKGE 
66/6000 UTILITY 
L62 DATA UTILITIES 
L64 OCS DATA MANAGEMENT UTILITIES 
SERIES 200 MOD 1 MSR DISK-CARD UTILITIES SUBSYSTEM 
UTILITY MANUAL 
L68 MULTICS PPS UTILITY MANUAL 
UTILITY PACKAGE 
66/6000 MASS STORAGE UTILITY PACKAGE USER GD 
UTILITY PROGRAMS 
200/0 GS/2000 UTILITY PROGRAMS 
200/2000 MOD 4 UTILITY PROGRAMS 
Lé GCOS/BES2 UTILITY PROGRAMS 
L6 GS/7060 GNLINE UTILITY PROGRAMS SRO310 
L& 65/700 STAND-ALONE UTILITY PROGRAMS SRO4CO0 
LEVEL 6 GCOS/BES UTILITY PROGRAMS 
SYSTEM 700 GF-16 UTILITY PROGRAMS 
UTILITY ROUTINE 
200/2000 MOD 1 MSR UTILITY ROUTINES 
L66 UTL2 UTILITY ROUTINE 
UTL2 
L66 UTL2 UTILITY ROUTINE 
VEHICLE SCHEDULING 


200/2000 VEHICLE SCHEDULING SYSTEM IMPLEMENTATIGN GUIDE 


VERIFICATION SERVICE 
SYSTEM 700 VERIFICATION SERVICE LIBRARY 
VIP7700R/7705R 
DATA COMMUNICATIONS VIP7700R/7705R REF MNL 
VIP7800 
VIP7800 DISPLAY TERMINALS USER REF MNL 71010397-100 
VIP7800 USER'S REF MNL 
VIP 7100/7105 
VIP 7100/7105 GPERATION 
VIP 7200/7205 
VIP 7200/7205 GPERATION 
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Subject Index of Publication 
Titles 


ORDER E FUNC - PRICE 
TITLE NO. Vv TION 
SERIES 6O LEVEL 6 LARGE 
HARDWARE 
L6 MINICOMPUTER HNDBK MODEL 6/34,6/36,6/43 AS22 3 REF. 11.93 
LEVEL 6 DISKETTES DIU9101/9102 OPERATORS CARD AT20 0 REF. 18 
LEVEL 6 TELEPRINTERS TTU9101/9102 OPERATORS CARD AT21 Oo REF. .18 
LEVEL 6 LINE PRINTERS PRU9103/9104/9105/9106 OPERATORS CARD AT22 oO REF. 36 
LEVEL 6 SERIAL PRINTER PRU9101/9102 OPERATORS CARD AT23 ie] REF. 18 
LEVEL 6 CRT KEYBOARD CONSOLE DKU9101 OPERATORS GUIDE AT87 10] REF. 10 
LEVEL 6 KEYBOARD TYPEWRITER CONSOLE TWU9101 OPERATORS CARD AT88 ce] REF. .18 
LEVEL 6 COMMUNICATIONS HANDBOOK AT97 2 REF. 24.72 
L6 COMMUNICATIONS HANDBOOK AT97A 2 REF. jele) 
L6 COMMUNICATIONS HANDBOOK AT97B 2 REF. .00 
L6 CARTRIDGE MODULE DISK SUBSYSTEM QPERATION MNL AUS94 Q REF. 4.33 
DST6/500 DISTRIBUTED SYSTEM TERMINAL OPERATOR REF CARD AX92 0 REF. .18 
DST6/500 DISTRIBUTED SYSTEM TERMINAL FORM + TABLE REF CARD AY13 fe] REF, .18 
L6 MASS STORAGE SUBSYSTEM OPERATION AZ78& 1 REF. 3.31 
L6 CDUS114/15/16 CARTRIDGE DISK GPERATON REF MNL CB65 1 REF 2.14 
L6 CDU9114/15/16 CARTRIDGE DISK OPERATION REF MNL CBG65A 1 REF .00 
L6 PRUS103/04/05/06/08/09 LINE PRINTER OPERATION MNL CB66 1 REF 2.72 
L6 PRUS103/04/05/06/08/09 LINE PRINTER OPERATION MNL CB6G6A 1 REF 00 
L& PRU9112/9114 SERIAL PRINTERS OPERATION MNL CB8O ie] REF 2.26 
L6& PCUS101 CARD PUNCH & CCU9101 REASER PUNCH OP MNL cc17 0 REF 4.11 
L6 DKU9103/98104 CRT KEYBOARD CONSOLES REF MNL cc18 1 REF. 3.70 
L6 MTUS109/10/14/15 MAG TAPE UNIT OPERATION REF MNL ccé1 te] REF. 4.11 
L6 MINICOMPUTER HNDBK MODELS 23/33/43/47/53/57 cc71 16] REF. 21.71 
L& MINICOMPUTER HNDBK MODELS 23/33/43/47/53/57 CC7I1A Q REF. .00 
L6 PROGRAMMER'S POCKET GUIDE cDO6 1 REF. 1,55 
LG& CDU 9101/2/3/4 CARTRIDGE DISK UNIT OP REF MNIL CFO! te] REF. 3.19 
L6é DIU 910172/3/4 DISKETTE UNIT OPERATION REF MNL CFO2 ie) REF, 3.69 
L6 MTU9104/05/12/13 MAG TAPE UNIT OP REF MNL CF10 a. REF. 3.65 
L6 CRU9108/09/10/11 CARD READER UNIT OP REF MNL CF17 ce] REF. 3.21 
L6 PRU9Q101/9102 SERIAL PRINTER OPERATION REF MNI_ CF18 ie] REF. 2.73 
L6 TTU9101/2/3/4 TELEPRINTER UNIT OPERATION REF MNL CF27 0 REF. 3.65 
L6 TWU9104/06/08/10 KEYBOARD TYPEWRITER CONSOLE CF28 1 REF. 2.94 
L6 DKU9101/8102 CRT KEYBOARD CONSOLE OP REF MNL CF33 ie] REF. 3.19 
L6 CRU9107 CARD READER OPERATION ce17 ie] REF. 2.24 
L6/66 DHU0803/0814/9840 DOCUMENT HANDLER OPERATION CH10 1 REF. 9.43 
SOFTWARE - ENTIRE OPERATING SYSTEM 

LEVEL 6 GCOS/BES SOFTWARE OVERVIEW SRO100 AS27-00 ie] REF. 6.66 
LEVEL 6 GCOS/BES SOFTWARE OVERVIEW SRO110 ADD 1 AS27-00A oO REF. oo 
LEVEL 6 GCOS/BES ONLINE APPLICATION SRO100 AS34-00 ie] REF. 6.88 
LEVEL 6 GCOS/BES ONLINE APPLICATION SRO110 ADD | AS34-00A ie] REF. .00 
L6 G@COS/BES2 PLAN&BUILD AN ONLINE APPLICATION 203 AU49-01 1 REF. 15.19 
L6 GCOS/BES2 PLAN&BUILD AN ONLINE APPLICATION 204 ADD 1 AU49-O1A 1 REF. 00 
L6 GCOS/BES2 PLAN&BUILD AN ONLINE APPLICATION 210 ADD 2 AU49-01B 1 REF, oo 
L6 GCOS/BES2 SOFTWARE OVERVIEW & CONVENTIONS 200 AU5SO-00 ie) REF. 9.26 
L6 GCOS/BES2 SOFTWARE OVERVIEW & CONVENTIONS 201 ADD 1 AUSO-00A G REF, .00 
L6 GCOS/BES2 SOFTWARE OVERVIEW & CONVENTIONS 20:3 ADD 2 AUSO-OOB Cc REF. 00 
L6 GCOS/BES2 SOFTWARE OVERVIEW & CONVENTIONS 204 ADD 3 AU50-00C i REF. tole) 
L6 GCOS/BES2 SOFTWARE OVERVIEW & CONVENTIONS 210 ADD 4 AU50-000 J REF. .00 
L6 GCOS 6/MDT SYSTEM CONTROL SRO110 AX07-01 1 REF, 31.70 
L6 GCOS 6/MDT OVERVIEW + USERS GUIDE SRO110 AX11-01 1 REF. 17.92 
L6 GCOS 6/MDT OVERVIEW + USER GUIDE SRO110 ADD | AX11-O1A 1 REF. .00 
L6 RBT 6/7301 USER GUIDE 0100 AX88-CO i) REF. 9.63 
SERIES 60 RBT 6/302 USERS GUIDE AY79-00 QO REF. 18.81 
L6 TECHNICAL NOTE#76-001 AZ52-00 Le] REF. 00 
L6& TECHNICAL, NOTE#77-001 AZ53-00 OQ REF. -90 
GCOS6 COMMANDS MOD400/0110 CBo2-01 0 REF. 19.89 


2-001 


TITLE NO TION 
SERIES 60 LEVEL 6 LARGE 
SOFTWARE - ENTIRE OPERATING SYSTEM 
GCOS6 COMMANDS MON 400/110 ADD 1 CBO2-O1A 1 REF. 00 
GCOS6 COMMANDS MOD400/120 MOD600/100 CB02-02 2 REF. 28.40 
GCOS6 COMMANDS MOD600/0110 CB02-03 3 REF, 32.26 
GCOS6 COMMANDS MOD400/0200 CBO02-04 4 REF. 36.00 
GCOSG SYSTEM MESSAGES M0OD40G/0100 CBOG-00 0 REF. 13.47 
GCOSS SYSTEM MESSAGES MOD400/0110 ADD 1 CBOG-OOA 10] REF. 00 
GCOSG SYSTEM MESSAGES MOD400/0120 MOD600/0100 CBO6-01 1 REF , 17.97 
GCOS6 SYSTEM MESSAGES CBOG-02 2 REF 19.26 
GCOSS SYSTEM MESSAGES MOD400/0200 CBO6-03 3 REF, 22.10 
GCOS6 RPG REFERENCE MNL 0400 CBO9-01 1 REF. 39.32 
GlOSS MOD 400 SYSTEM CONCEPTS SRO100 CB20-00 ¢) REF. 13.78 
GCOS6 MOD 400 SYSTEM CONCEPTS SRO110 ADD 1 CB20-00A 1¢) REF. 00 
GCOSG6 MOD 400 SYSTEM CONCEPTS 0120 ADD 2 CB20-00B Le) REF, jele) 
GCOS6 MOD 400 SYSTEM CONCEPTS 0121 ADD 3 CB20-00C 8) REF. oo 
GCOSG SYSTEMS CONCEPTS MOD400/0200 CB20-01 1 REF. 190.70 
GCOSG MOD 400 SYSTEMS BUILDING SRO110 CB23-01 1 REF. 24.66 
GCOS6 MOD 400 SYSTEM BUILDING 0120 ADD 1 CB23-O01A 1 REF. ele) 
GCOS6 SYSTEM BUILDING MOD 400 120 ADD 2 ; CB23-01B 1 REF, ele) 
GOCS6 SYSTEM BUILDING MOD400/0200 CB23-02 2 REF. 30,30 
GCOS6 OPERATOR GD MOD400/0100 CB24-00 fe) REF. 9.68 
GCOSS OPERATOR GD MOD400/0110 ADD 1 CB24-00A .@) REF. 00 
GCOS6 MOD 400 OPERATORS GUIDE 120 CB24-01 1 REF. 10.52 
GCOSG OPERATORS GUIDE MOD400/0200 CB24-02 2 REF. 11.83 
GCOS6 PROGRAMMERS POCKET GD 400/0100 CB27-00 0 REF. 4.56 
GCOS6 PROGRAMMERS POCKET GD400/0120 CB27-01 1 REF. 5.61 
GCOS6 PROGRAMMERS POCKET GD MOD 400 CB27-02 2 REF. 8.90 
L6G REMOTE BATCH FACILITY USER GD SRO100 CB30-00 e) REF. 13.78 
LG6 REMOTE BATCH FACILITY USER GD SRO110 ADD 1 CB30-00A 0 REF. fete) 
L6 MOD 490 REMOTE BATCH FACILITY USERS GD 0120 ADD 2 CB30-00B Le) REF. 00 
GCOS6 REMOTE BATCH FACILITY USERS GUIDE MOD400/0200 CB30-01 1 REF. 13.02 
GCOS6 MOD 600 SYSTEM CONCEPTS 0100 CB50-00 6) REF. 17.60 
GCcOSS6 MOD 600 SYSTEM CONCEPTS 0110 CBS0-01 1 REF. 13.48 
GCOS6 MODGOO PROGRAM EXECUTION + CHECKOU0100 CB51-00 .¢] REF. 7.75 
GCOSG MOD GOO PROGRAMEXECUTION + CHECKOUT 0110 CB51-01 1 REF. 10.32 
GCOSS MOD 600 PROGRAMMERS GUIDE 0100 cB52-00 ie) REF. 24.26 
GCOS6 MOD GOO PROGRAMMERS GUIDE 0100 CB52-00A ie) REF. oo 
GCOSG MOD 600 SYSTEM BUILDING 90100 CB53-00 8] REF. 10.75 
GCOS6 MOD 600 SYSTEM BUILDING 0110 CB53-01 1 REF. 25.51 
GCOSG6 MOD 600 SYSTEMS BUILDING 1-1 CB53-01A 1 REF. .Q0 
GCOSG MOD6O00 ADMINSTRATORS GUIDE 0100 CB54-00 0 REF. 14.49 
GCOSG MODG6GOO ADMINISTRATORS 0110 CB54-01 1 REF. 14.92 
GCOS6 MOD600 OPERATORS GUIDE 110 CB58-01 .¢] REF. 12.35 
L6 TECHNICAL NOTE = 78-001 CC77-006 e) REF. oo 
GCOS6 MOD 200 SYSTEM CONCEPTS REF MNL 0100 CD47-00 6) REF. 9.26 
GCOS6 MOD 200 SYSTEM CONCEPTS REF MNL 0110 CD47-01 1 REF. 10. 6& 
L6 REMOTE BATCH FACILITY/64 USERS GUIDE 0120 CF11-00 QO REF. 5.13 
L6 TPS 6 OVERVIEW MOD400/0210 CF86-01 1 REF. 3.42 
L6 TPS 6 OVERVIEW MOD400/0220 CF86-02 2 REF. 4.11 
L6 TPS6 IMPLEMENTATION GUIDE MOD400/0210 CF87-00 0 REF. 20.16 
L6 MOD400 TPS 6 IMPLEMENTATION GUIDE CF87-01 1 REF, 16.05 
L6 TPSG6 IMPLEMENTATION GUIDE 0210 CF87-02 2 REF. 21.40 
L6 TPS 6 IMPLEMENTATION GUIDE 0220 CF87-O02A 2 REF. ,00 
L6 TPS 6 OPERATIORS GUIDE 0210 CF89-01 1 REF. 8.02 
L6 TPS 6 OPERATORS GUIDE MOD400-0220 CF89-02 2 REF. 8.00 
L6 TPS 6 OPERATORS GUIDE CF89-02A 2 REF. .00 
GCOS6 MOD 600 OPERATORS POCKET GUIDE 0100 CG65-00 Q REF. 1.39 
GCOS6 MOD LOO OPERATORS POCKET GUIDE 0110 CG65-01 1 REF. 1.80 
GCOS6 MOD 600 USERS POCKET GUIDE 0100 CG66-00 1¢) REF. 4.00 
GCOSG MOD 60 USERS PCKET GUDE 0110 CG66-01 1 REF, 6.20 
GCOS6 DATA ENTRY FACILITY-I1 USERS GUIDE MOD400/0200 CG70-00 .¢) REF. 20.64 
GCOS6 MOD 600 SYSTEM BUILDING MEMORY CALCULATOR CG71-00 ie) REF. 5.35 
L6 MOD 600 SOFTWARE + DOCUMENTATION DIRECTORY CG72-00 fe) REF, 6.42 
LG MOD SOFTWARE + DOCUMENTATION DIRECTORY ADDENDA CG72-00A ie) REF. .00 
GCOS6 SOFTWARE & DOCUMENTATION DIRECTORY MOD400/0200 CG79-00 ie} REF 5.76 
L6 MOD 200 SOFTWARE & DOCUMENTA®BION DIRECTORY 0110 CG81-00 ie} REF. 4.30 
L6é TPS 6 SYSTEM MESSAGES CH28-00 .¢) REF 2.72 
L6 TPS 6 SYSTEM MESSAGES 0220 CH28-01 1 REF 4.07 
SOF TWARE-PROGRAM PREPARATION/MAINT 
L6 GCOS/BES EXECUTIVE AND INPUT/OUTPUT SRO110 AS28-00 ie) REF. 16,07 
LEVEL 6 GCOS/BES PROGRAM DEVELOPMENT TOOLS SRO100 AS29-00 ie) REF. 9.39 
LEVEL 6 GCOS/BES PROGRAM DEVELOPMENT TOOLS SRO110 ADD 1 AS29-00A OQ REF. 00 
LEVEL 6 GCOS/BES ASSEMBLY LANGUAGE SRO100 AS31-01 1 REF. 22.52 
L6 GCOS/BES FORTRAN SRO2ZO03 AS32-02 2 REF. 25.33 
L6 GCOS/BES FORTRAN SRO2O3 ADD 1 AS32-02A 2 REF. a0 
L6 GCOS/BES2 COBOL 0200 AU41-00 0 REF. 20.14 
L6 GCOS/BES2 COBOL SRO203 ADD 1 AU41-O0A 0 REF . -00 
L6 GCOS/BES2 COBOL SRO210 ADD 2 AU41-00B 0 REF. 0a 


2-002 ABS! 


R 
ORDER E FUNC - PRICE 
TITLE NO. Vv TION 
SERIES 60 LEVEL 6 LARGE 
SOF TWARE-PROGRAM PREPARATION/MAINT 
L6 GCOS/BES2 ASSEMBLY LANGUAGE 0200 AU43-00 6) REF. 26.15 
L6 GCOS/BES2 ASSEMBLY LANGUAGE 0210 ADD 1 AU43-Q0A Oo REF, ao 
L6 GCOS/BES2 BASIC REF MNL SRO200 AU44-00 Oo REF. 10.37 
L6 GCOS/BES2 BASIC REF MNL SRO2O03 ADD 1 AU44-00A .@] REF. Qo 
L6 GCOS/BES2 EXECUTIVE & 1/0 0200 AU45-00 1¢) REF. 19,20 
L6 GCOS/BES2 EXECUTIVE & 1/0 0203 ADD 1 AU45-00A c?] REF. oo 
L6 GCOS/BES2 EXECUTIVE & I70 0204 ADD 2 AU45-00B oO REF. 00 
L6G GCOS/BES2 EXECUTIVE + 170 210 ADD 3 AU45-00C .e) REF. ag 
L6 GCOS/BES2 PROGRAM DEVELOPMENT TOOLS 200 AU48-00 10] REF. 13.53 
L6 GCOS/BES2 PROGRAM DEVELOPMENT TOOLS 203 ADD 1 AU48-O0A 0 REF. .00 
L6 GCOS/BES2 PROGRAM DEVELOPMENT TOOLS 210 ADD 2 AU48-00B Le) REF. tele) 
L6 GCOSG-MDT PROGRAM PREPERATION + CHECKOUTO110 AX08-00 e) REF. 14.45 
Lé GCOS 6G/MDT MONITOR + 10S SERVICE CALLS SRO110 AX10-0Q1 1 REF. 37.08 
L6 GCOS G/MDT MONITOR & 10S SERVICE CALLS 0110 AX10-O1A 1 REF. ele) 
L6é GCOS 6/MDT ASSEMBLY LANGUAGE SRO101 AX12-00 0 REF. 27.56 
L6 GCOS 6/MDT ASSEMBLY LANGUAGE SRO110 ADD 1 AX12-00A 0 REF. .00 
L6 GCOS 6/MDT COBOL REF MNL SRO101 AX13-00 .¢] REF. 21.14 
L6 GCOS G/MDT COBOL REF MNL SRO110 AX13-00A ¢) REF. a0 
L6 GCOS 6/MDT FORTRAN REF MNL SRO101 AX14-00 .@] REF. 28.05 
L& GCOS G/MDT FORTRAN REF MNL SRO110 AX14-00A OQ REF. 00 
L& GCOS 6/MDT RPG REF MNL SRO101 AX16-00 .@] REF. 36.47 
L& GCOS 6/MDT RPG REF MNL SRO110 ADD 1 AX16-00A 0 REF . ele) 
GCOSG PROGRAM PREPARATION MOD400/0100 CBO1-00 8) REF, 9.40 
GCOSG PROGRAM PREPARATION MOD400/0100 ADD 1 CBO1-O0A 0 REF. 00 
GCOSG PROGRAM PREPARATION MOD400/0110 CBO1-01 1 REF. 11.27 
GCOSG PROGRAM PREPARATION MOD400/120 MOD600/100 CBO1-02 2 REF. 10,52 
GCOS6 PROGRAM PREPARATION MOD400/120 MOD6O0O/100 ADD 1 CBO01-02A 2 REF. cele) 
GCOSG PROGRAM PREPARATION ADDENDA CBO1-02B 2 REF. ele) 
GCOSG PROGRAM PREPARATION MOD400/0200 CBO1-02C 2 REF. 00 
GCOSG COMMUNICATIONS PROCESSING MOD400/0100 CBO3-00 1] REF. 12.10 
GCOSG COMMUNICATIONS PROCESSING MOD400/0110 CBO3-01 1 REF. 20.18 
GCOSG COMMUNICATIONS PROCESSING MOD400/120 MODG6O0/100 CBO03-02 2 REF. 26.33 
GCOS6 COMMUNICATIONS PROCESSING MOD600/110 ADD 1 CBO3-02A 2 REF. 00 
GCOSG COMMUNICATIONS PROCESSING MOD400/0200 CBO3-03 3 REF. 23.20 
GCOSG ASSEMBLY LANGUAGE MOD400/0100 CBO7-00 Q REF 27.50 
GCOSG ASSEMBLY LANGUAGE REF MNL SRO110 CBO7-01 1 REF. 33.38 
GCOS6 ASSEMBLY LANGUAGE MOD400/120 MODGOO/100 ADD 1 CBO7-O1A 1 REF. 00 
GCOS6 ASSEMBLY LANGUAGE ADDENDA CBO7-01B 1 REF. ,00 
GCOSG ASSEMBLY LANGUAGE REF MNL MOD400/200 CBO7-O01C 1 REF. 00 
GCOSG ASSEMBLY LANGUAGE REF MNL MOD400/200 CBO7-01D 1 REF. O00 
GCOS6G SYSTEM SERVICE MACRO CALLS MOD400/0100 cBO08-00 6) REF. 33.00 
GCOS6 SYSTEM SERVICE MACRO CALLS MOD400/0110 CBO8-01 1 REF. 38,00 
GCOSG SYSTEM SERVICE MACRO CALLS MOD400/120 600/100 CBO8-02 2 REF. 46.94 
GCOS6 SYSTEM SERVICE MACRO CALLS MOD600/0110 ADD 1 CBO8-02A 2 REF. ele) 
GCOSG SYSTEM SERVICE MACRO CALLS MOD400/0200 CBO08&-02B 2 REF. 00 
GCOS6G RPG REFERENCE MNL 0100 CBO9g-00 Oo REF. 27.82 
GCOS6 RPG REFERENCE MNL 0110 ADD 1 CBO9-00A 0] REF, 00 
GCOS6G INTERMEDIATE COBOL MOD400/0100 CB10-00 10] REF. 21.28 
GCOSG INTERMEDIATE COBOL REF MNL SRO110 CB10-01 1 REF, 23,91 
GCOSS INTERMEDIATE COBOL MOD400/120 MOD600/100 ADD 1 CB10-O1A 1 REF. oo 
GCOSG INTERMEDIATE COBOL 0300 ADDENDUM CB10-01B 1 REF. .00 
GCOS6 BASIC REF MNL MOD200/400 0110 CB11-00 9) REF. 21.92 
GCOSG MOD 200/400 ENTRY-LEVEL COBOL REF MNL 0100/0120 CB12-00 ie) REF. 23.58 
GCOS6 ENTRY-LEVEL COBOL REF MNL MOD200/7400 0210 CB12-00A ie) REF. .00 
@COS6 MOD 400/600 FORTRAN REFERENCE MNL 0120/0100 CB13-00 .@] REF. 21.75 
GCOSG FORTRAN REFERENCE MNL MOD400/0200 CB13-00A ie) REF. 00 
GCOS6 ADVANCED COBOL 400/0120 600/0100 CB14-00 6) REF. 29.15 
GCOS6 ADVANCED COBOL REF MNL 0200 CB14-00A Q REF. mele) 
GCOSG ADVANCED COBOL 0100 CB15-00 ie) REF. 5.93 
G@COSG ADVANCED COBOL REFERENCE GD 2.0 CB15-01 1 REF 2.80 
GCOSG BASIC QUICK REFERENCE GUIDE 1.0 CB17-00 Le) REF. 3.90 
@CcOSG ADVANCED FORTRAN REFERENCE MNL MOD400/0200 CB18-00 fe) REF. 19.36 
GCOS6 ADVANCED FORTRAN REFERENCE MNL MOD400/020/ CB18-O0A ie) REF . .00 
GCOSG MOD 400 PROGRAM EXECUTION & CHECKOUT SRO100 CB21-00 Oo REF. 15.63 
GCOSG6 MOD 400 PROGRAM EXECUTION & CHECKOUT $RO110 ADD! CB21-O00A Le) REF. oo 
GBCOS6 MOD 400 PROGRAM EXECUTION & CHECKOUT 0120 ADD 1 CB21-00B Le) REF. oo 
@COSG PORGRAM EXECUTION + CHECKOUT MOD400/0200 CB21-01 1 REF. 18.19 
GCOS6G MOD 400 PROGRAMMERS GUIDE SRO100 CB22-00 0 REF. 9.38 
GCOSG MOD 400 PROGRAMMERS GUIDE SRO110 ADD 1 CB22-00A o REF. mele) 
CcGOS6 MOD 400 FORTRAN REF MNL SRO100 CB25-00 Q REF. 28,49 
GCOS6 MOD 400 ENTRY-LEVEL COBOL SRO100 CB26-00 Le) REF. 23.91 
L6 TO L6G HOST RESIDENT FACILITY USERS GD M400/0100 CB42-00 19) REF, 4,33 
L6 TO L66 HOST RESIDENT FACILITY USERS GD CB42-01 1 REF. 6,68 
L6 TO L66 HOST RESIDENT FACILITY USERS GD MOD400/0100 CB42-02 2 REF. 7.06 
@COSG MOD 600 TRANSACTION DRIVEN SYSTEM 0100 CB55-00 ie} REF. 18.56 
@COSG MOD 600 TRANSACTION DRIVEN SYSTEM 0110 cB55-01 1 REF 23.91 
6COS6 MOD 200 APPLICATION DEVELOPMENT GD 0100 CD48-00 0 REF 29.64 
GCOS6 MOD 200 APPLICATION DEVELOPMENT GUIDE 1.1 cD48-01 1 REF 33.38 
L6 TPS 6 PROGRAMMERS REFERENCE MNL 0210 CF88-01 1 REF. 26.53 
2-003 ABS! 


ORDER E FUNC- PRICE 
TITLE NO. Vv TION 
SERIES 6O LEVEL 6 LARGE 

SOFTWARE-PROGRAM PREPARATION/MAINT 
L6 TPSG PROGRAMMERS REFERENCE MNL 0220 CF88-02 2 REF 30.60 
GCOSG6 MOD 400 TRANSACTION CODE LANGUAGE FACILITY 0200 CG80-00 0 REF 18,00 

SOF TWARE-DATA CONTROL 
INFOG PRIMER CJ939-00 ie) INST 7,07 
L6 GCOS G/MDT DATA FILE ORGANI ZATION/FORMAT SRO101 AX09-00 6) REF. 5.92 
L6 GCOS G/MDT DATA FILE ORGANIZATION AND FORMAT SRO101 AX09-00A 6) REF. .00 
L6 GCOS G/MDT DATA FILE ORGANIZATION + FORMAT SRO110 ADD 2 AX09-00B fe) REF. mole) 
GCOS6 DATA FILE MOD400/0100 CBO05-00 ie) REF. 6.54 
GCOS6 DATA FILE MOD400/0110 CBO5-01 1 REF. 7.48 
GCOS6 DATA FILE MOD400/0110 ADD 1 CBOS-O1A 1 REF. .00 
GCOSG MOD2/4/600 DATA FILE SR100/120/100 CBO5-02 2 REF. 8.23 
GCOSG MOD2/4/600 DATA FILE SR/00/120/100ADD1 CBO5-02A 2 REF, 00 
GCOS6 DATA FILE ORGANIZATION & FORMATS CBO5-03 3 REF. 10.91. 
GCOS6 DATA FILE ORGANIZATION + FORMATS MOD400/0200 CBO5-04 4 REF. 15.44 
GCOS6 IDS/11 REFERENCE CARD MO D600 SRO100 CB1i6-00 0 REF. 2.14 
L6 DATA ENTRY USER GD MOD400/0100 CB31-00 oe] REF. 18.42 
L6 DATA ENTRY FACILITY USER GD SRO110 CB31-01 1 REF . 22.25 
L6 DATA ENTRY FACILITY USERS GUIDE 120 ADD 1 CB31-O1A 1 REF. .00 
GCOSG DATA ENTRY FACILITY USERS GUIDE MOD400/0200 CB31-02 2 REF. 31.00 
L6 DATA ENTRY FACILITY OPERATORS QUICK REF GD 0120 CB32-01 1 REF. 6.40 
L6é TO L6 FILE TRANSMISSION USER GD MOD400/0100 CB33-00 0 REF. 3.68 
L6 TO L6 FILE TRANSMISSION USER GD MOD400/0120 CB33-01 1 REF. 3.71 
L6 TO LG FILE TRANSMISSION USER GD MOD400/0120 ADD 1 CB33-01A 1 REF . .00 
L6 TO L6G FILE TRANSMISSION USER GD CB33-01B 1 REF . .00 
L6 TO L62 FILE TRANSMISSION USER GD MOD400/0100 CB34-00 fe) REF. 5.77 
L6 TO L62 FILE TRANSMISSION USER GD MOD400/0100 ADD 1 CB34-00A ie) REF. .00 
L6 TO L62 FILE TRANSMISSION USER GD MOD400/0110 ADD 2 CB34 -00B Le) REF. .00 
L6 TO L62 FILE TRANSMISSION USER GD MOD400/0120 CB34-01 1 REF. 4.97 
L6 TO L64 (NATIVE) FILE TRANSMISSION USER GD $RO100 CB35-00 0 REF. 5.74 
L6 TO L64 (NATIVE) FILE TRANSMISSION USER GD SRO110 ADD 1 CB35~-00A ie) REF. 00 
L6 TO L64 (NATIVE) FILE TRANSMISSION USER GD 0120 AD 2 CB35-00B 6) REF. 00 
L6 TO LG4(NATIVE) FILE TRANSMISSION USER GD 3.3 CB35-00C ie] REF . Lele) 
16 TO L66 FILE TRANSMISSION USER GD MOD400/0100 CB36-00 19) REF. 4.73 
L6 TO L66 FILE TRANSMISSION USER GD SRO110 CB36-01 1 REF. 4.63 
L6 TO L6G FILE TRASMISSION USER GD 0120/0100 ADD 1 CB36-O1A 1 REF . 00 
L6 TO L66 FILE TRANSMISSION USER GUIDE 0302 ADD 2 CB36-01B 1 REF . tele) 
L6 TO 200/0 FILE TRANSMISSION USER GD SRO100 CB37-00 Q REF. 5.74 
L6 TO 200/0 FILE TRANSMISSION USER GD SRO110 CB37-00A 10) REF. .00 
L6& TO BSC2780/3780 FILE TRANSMISSION USER GD MOD400/0100 CB38-00 Oo REF. 3.68 
L6/BSC 2780/3780 FILE TRANSMISSION USER GUIDE 0110 CB38-01 1 REF. 4.01 
L6/BSC 2780/3780 FILE TRANSMISSION USER GUIDE 0120 ADD 2 CB38-O1A 1 REF. -00 
L6/BSC 270/3780 FILE TRANSMISSION USER GUIDE CB38-01B 1 REF. ,00 
L6 TO L64 (EMULATOR) FILE TRANSMISSION USER GD SRO100 CB39-00 .e] REF . 5.74 
L6 TO LG64 (EMULATOR) FILE TRANSMISSION USER GD 0110 ADD1 CB39-00A 0 REF. 00 
L6 INTERACTIVE FUNCTION USER GUIDE CB44-00 19) REF. 8.60 
L6 INTERACTIVE FUNCTION USERS GUIDE CB44-00A 1¢] REF. .00 
GCOS6 MOO 600 I-D-S/II DATA BASE ADMINISTRATOR 0100 CB56-00 e] REF 15.96 
GCOS6 MOD 600 !I-D-S/II USER'S GUIDE 0100 CB57-00 6) REF. 14.47 
L6 INFOG USERS GUIDE CC54-02 2 REF. 7.38 
L6 INFOG USERS GUIDE CC54-02A 2 REF. :00 
L6 ENFOG POCKET REF CARD cc62-01 1 REF . 53 
L6 DATA ENTRY FACILITY-I1I OPERATORS QUICK REF GD CG85-00 Oo REF . 12.27 
L66 LOGICAL DATA TRANSFER USERS GUIDE R100 SRDB4.0 DH72-00 ie) REF. 7.43 

SOFTWARE -OPERATIONS CONTROL 
LEVEL 6 GCOS/BES OPERATORS GUIDE SRO100 AS33-00 10] REF. 17.90 
LEVEL 6 GCOS/BES OPERATORS GUIDE SRO110 ADD 1 AS33-00A te) REF. 00 
L6 GCOS/BES2 OPERATOR GD 0200 AU46-00 .e) REF. 22.17 
L6 GCOS/BES2 OPERATOR GD 0201 ADD 1 AU46-00A Le) REF. .00 
L6 GCOS/BES2 OPERATOR GD 0203 ADD 2 AU46-00B ie) REF, 00 
L6 GCOS/BES2 OPERATOR GD 0200 ADD 3 AU46-00C 0 REF. .00 
6 GCOS/BES2 OPERATOR GD 0210 ADD 4 AU46~-00D ie) REF. tele) 
L6 2780/3780 WORKSTATION USER GD MO0D400/0110 CB40-00 ie) REF, 3.63 
L6 2780/3780 WORKSTATION FACILITY USERS GD 120/100 CB40-01 1 REF. 4.05 
GCOSG 2780/3780 WORKSTATION FACILIYT MOD400/0200 CB40-02 2 REF. 4.30 
L6 HASP WORKSTATION USER GD MOD400/0110 CB41-00 ie) REF. 3.90 
L6 HASP WORKSTATION FACILITY USERS GUIDE 0100/0120 CB41-01 1 REF. 6.34 
L6 3270 INTERACTIVE FACILITY USERS GUIDE CB48-00 0 REF. 4.81 
L6 DISPLAY FORMATTING & CONTROL M400/120M600/100 CD46-00 ie) REF. 16.71 
GCOS6 DISPLAY FORMATTING + CONTROL MOD400/0200 CcD46-01 1 REF . 17.44 
@COS6 MOD 200 OPERATORS GUIDE 0100 CD49-00 ie) REF 21.51 
GCOS6 MOD 200 OPERATORS GUIDE 1.1 cD49-01 1 REF 24.40 

SOF TWARE-UTILITY FUNCTIONS 
LEVEL 6 GCOS/BES UTILITY PROGRAMS SRO100 AS30-00 Le] REF. 8.92 
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R 
ORDER E FUNC- PRICE 
TITLE NG. Vv TION 
SERIES 60 LEVEL 6 LARGE 
SUF TWARE-UTILITY FUNCTIONS 
LEVEL 6 GCGS/BES UTILITY PROGRAMS SRO110 ADD 1 AS30-00A ce) REF, ele) 
L6 GCOS/BES2 UTILITY PROGRAMS 200 AU47-00 fe) REF. 12.87 
L6 GCOS/BES2 UTILITY PROGRAMS 203 ADD 1 AU47-00A fe) REF. 00 
L6 GCOS/BES2 ETILITY PROGRAMS 210 ADD 2 AU47 -00B fe) REF , 00 
L6 GCOS 6/MDT SORT SRO110 AX15-01 1 REF. 4.55 
GCGS6 SORT/MERGE MOD400/0100 CBO4-00 fe) REF. 7.48 
@COGS6 SORT/MERGE M&D400/0110 CB04-00A ce) REF. .00 
GCGSG SORT/MERGE M&DZ00/0100 ADD 2 CBO4 -00B fe) REF, oo 
GCOS6 SORT/MERGE MOD200/100 MGD400/120 MeD6a0/100 CBO04-01 0 REF. 10,05 
GCOS6 SORT/MERGE 0400 ADDENDA CBO4-01A 1 REF. 00 
GCOS6 SORT/MERGE M&D200/400 0400 CB04-01B 1 REF. 00 
GCOSS SORT/MERGE MGD400 0600 CBO04-01C 1 REF. oo 
GCOSG SORT/MERGE REL 4.1 CB04-01D 1 REF. 00 
6CUS6 MGD 200 HASP WORKSTATIGN FACILITY USERS GD 0100 CDS50-00 o REF. 4.46 
GCOSG MOD 200 L6/L6 FILE TRANSMISSIGN USER GD 0100 CD51-00 fe) REF 3,88 
GCOS6 MOD 200 LG/L66 FILE TRANSMISSION USERS GD 0100 cD52-00 ) REF 4.97 
T & V GPERATOR GUIDES 
L6 T&V MODELS 3X,4xX,5X GPERATOR GD 71010207-200 AW94 1 INST 8.45 
L6 T&V MODELS $X,4X,5X OPERATOR GD ADD 71010207-201 AW94A 1 INST .00 
L6 T&V MODELS 3X,4X,5X GPERATOR GD ADD 71010207~-202 AW94B 1 INST ,00 
L6 T&V MOGELS 3X,4X,5X GPERATOR GD ADD 71010207-203 AWS4C 1 INST .00 
LG T&V MODELS 3X,4X,5X OPERATOR GD ADD 71010207-204 AW94D 1 INST 00 
L6 T+V MGD0400/600 GNLINE GPERATOR GD 719010362-200 cD1i8 1 INST 9.20 
L6 T+V CENTRAL. SYST CPUCCPSTSE 71910705~-100 CD57 fe) INST 54 
6L T+V CENTRAL SYST CPU(CPSS1/CRSL1) 71010706~-200 CD58 1 INST 55 
L6 CENTRAL SYST T+V CPU EXECUTION TIMES 71010707-200 cD59 1 INST 55 
L6 T+V CENTRAL SYST CPU EXECUTION TIMES 71010707-200 CD60 fe) INST 92 
L6 T+V CENTRAL SYST MEMORY (CMMS1/CMML1) 71010708-~-100 cD61 fe) INST 72 
L6 T+tV CENTRAL SYST RTC/WDT(CPFS1/CPFL1)71010709-100 CD62 fe) INST 55 
L6 T+V CENTRAL SYST GPTIGN SIP 71010710-100 CD63 1 INST 55 
L6G T+V CENTRAL SYST OPTIGN MEMORY SAVE 71010712-100 CD64 te) INST 72 
L6 T+V CENTRAL SYST OPTION wWcs 71010713-200 CD65 1 INST 55 
LG T+V INTERFACE SPTION INTERSYSTEM 71010714-100 CD66 0 INST . 86 
LG T+V INTERFACE OPTION GPI(GISS1/GISL1)71010715-100 CD67 fe) INST 54 
L6 T+V PERIPHERAL DEVICE CONSGLE 71010716-200 CD68 1 INST 1.39 
L6 T+V PERIPHERAL DEVICE CARDREADER/PCH 71010717-200 CD69 1 INST 2.56 
LG T+V PERIPHERAL DEVICE PRINTER 71010718-100 CD70 0 INST 2.03 
L6 T+V PERIPHERAL DEVICE DISKETTE 71010719-100 CD71 fe) INST 1,10 
L6 T+V PERIPHERAL DEVICE STGRAGE MODULE 71010720-100 cD72 fe) INST 1.10 
L6 T+V PERIPHERAL DEVICE CART DISK STGE 71010721-200 cD73 1 INST 74 
L6 T+V PERIPHERAL DEVICE 7 TRK TAPE NRZI71010722-100 CD74 ¢) INST .73 
L6 T+V PERIPHERAL DEVICE 9TRK TAPE NRZI 71010723-100 CD75 e) INST 68 
L6 T+V COMMUNICATION MLCP (MLCS$1/MLCL1) 71010724-100 CD76 6) INST 73 
L6 TtV COMMUNICATION TERM/AUTOCALL 71010725-100 CD77 fe) INST 2,03 
L6 T+V COMMUNICATIGN PROC LINE ADAPTER 71010726-100 CD78 te) INST 73 
L6 T+V COMMUNICATION HDLC LINE ADAPTER 71010727-100 cD73 fe) INST 73 
L& T+V COMMUNICATIGN B/BND HDLC 71010728-100 CD80 0 INST 72 
L6 T+V CRT VIP7800 (VIPS8/VIPL8) 71010697-200 cD&2 1 INST 1.30 
L6 T+V CENTRAL SYST CACHE (CMCS1/CMCL1) 71010698-100 CE11 0 INST 72 
L6 T+V CENTRAL SYST GPT MAIN MEMORY PROM71010699-100 CE12 0 INST 92 
L6 T+V COMM DEVICE BOOTSTRAP ADAPTER 71010701-100 CE14 0 INST 69 
L& TtV COMMUNICATION DLCP (DCMC1) 71010702-100 CE15 ie) INST .92 
L6 T+V COMMUNICATIGN CLA (DCMC2) 71010703-100 CE16 e) INST 92 
L6 T+V INTERFACE OPTION FEPCOUPLER 71010745-100 CG67 fe) INST .69 
L6 TACPAC USERS REFERENCE MNL 71010816-100 CJ69 fe) INST 16.19 
USER REF MNLS 
L6 PERIPHERAL DEVICE T+D CART MOD DISK 71010801-100 CJ46 ce) INST 1.05 
APPLICATIGNS-BANKING AND FINANCE 
L6 STACKER SELECT LANGUAGE SYSTEM HANDBOOK DL84-00 fe) REF. 10,04 
L6 STACKER SELECT LANGUAGE SYSTEMS HANDBOOK ADD1 DL84-00A fe) REF. ,00 
MISCELLANEGUS APPLICATIGNS 
L6 TOTAL 6 DATABASE MANAGEMENT SYSTEM GUIDE CB77-00 e) REF. 14.27 
L6 TOTAL 6 DATABASE MANAGEMENT SYSTEM CB77-00A fe) REF. 00 
L6 TOTAL 6 DATABASE MANAGEMENT SYSTEM CB77-00B 0 REF. 00 
L6 TOTAL 6 DATABASE MANAGEMENT SYSTEM CB77-00C ce) REF. .00 
SITE PREPARATION 
L6 SITE PREPARATION MNL 71010208-300 AY52 2 INST 17.17 
GENERAL ISSUES 
L& MINUTEMAN REPORTING SYSTEMS USER GUIDE CJ37-00 0 INST 3.16 
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ORDER E FUNC - PRICE 
TITLE NO. Vv TION 
SERIES 60 LEVEL 6 LARGE 
GENERAL ISSUES 
L6+66 FORMS SPECS/DHUO800/9800 + 234 DOCUMENT HNDLRS AY29 1 REF, 4,8) 
6CGS 6 MOD400 MASTER INDEX CB28-01 1 REF. 21,82 
BCOS86 MOD GOO MASTER INDEX CB59-00 ) REF, 19.47 
SERIES 60 LEVEL G@ SMALL 
HARDWARE 
LEVEL 6 MODEL 6/06 PROGRAMMERS REF MNL AT25 fe] REF . 16.55 
LEVEL 6 MODEL 6/O0G PROGRAMMERS REF MNL ADD 1 AT25A fe) REF. 00 
LEVEL 6 MODEL 6/06 GPERATGRS CARD AU34 fe) REF. 54 
SOFTWARE ~- ENTIRE OPERATING SYSTEM 
L6 8S/700 EXECUTIVE SROS10 AR22 fe) REF. 23,46 
L6 O6S/700 EXECUTIVE SRO330 BNPO400 ADD 1 AR22A ) REF, . 00 
LG 05/700 SYSTEM GENERATION SRO310 AT40 0 REF. 28.63 
L6 08/700 SYSTEM GENERATION SRO330 ADD 1 AT40A 0 REF. 00 
L6 TECHNICAL NOTE#76-001 AZ52-00 fe) REF. mele) 
L6 TECHNICAL NOTE#77-001 AZ53-00 0 REF. .Q0 
L6 TECHNICAL NOTE = 78-001 CC77-00 fe) REF. ,00 
SYSTEM 700 GP-16 USERS GUIDE SRQ300 YY76& 0 REF . 16.12 
SOF TWARE-PROGRAM PREPARATION/MAINT 
L6 68/700 LINK-700 LINKAGE EDITOR SRO33O AGOS 2 REF . 7,41 
LEVEL 6 / 65/700 FORTRAN MATH LIBRARY AG16 0 REF. 20,58 
SOFTWARE-DATA CONTROL 
SYSTEM 700 GP-16 BOS-COMPATIBLE FILE HANDLING PACKAGE Y249 0) REF. 6.84 
SOF TWARE-GPERATIONS CONTROL 
LEVEL 6 GS/700 GPERATORS GUIDE SRO3S10 AT39 fe) REF. 16.69 
SYSTEM 700 GP-16 CARTRIDGE AND DISK UNIT DRIVERS YX35 fe) REF. 2.96 
SYSTEM 700 GP-16 CASSETTE AND MAGNETIC TAPE DRIVERS YX36 fe) REF. 5.56 
SYSTEM 700 OP-16 LINE PRINTER ORIVERS YX37 fe) REF. 2.39 
SYSTEM 700 GP-16 PAPER TAPE READER/PUNCH DRIVERS YX38 6) REF. 2.78 
SYSTEM 700-OP-16 ASR33/35 DRIVER YX39 0 REF. 2.78 
SYSTEM 700 GP-16 DISPLAY LINE PROCEDURE MOGDULE SRO300 YX40 te) REF. 4.44 
SYSTEM 700 GP-16 CARD READER/PUNCH ORIVERS Y¥X41 0) REF, 5.36 
SYSTEM 700 SP-16 BASIC COMMONICATIONS SOFTWARE Yx42 6) REF. 10,74 
SYSTEM 700 GP-16 GENERAL LINE PROCEDURES YX43 fe) REF. 7.96 
SYSTEM 700 OP-16 COMMUNICATIONS HARDWARE DRIVERS YxX44 e) REF, 7.41 
SYSTEM 700 GP-16 INTER COMPUTER COMMUNICATIONS UNIT DRIVER ¥252 fe) REF, 2,78 
SOFTWARE-UTILITY FUNCTIONS 
L6 @S/700 STAND-ALGNE UTILITY PROGRAMS SRO400 AR21 1 REF. 23.74 
SYSTEM 700 SP-16 UTILITY PROGRAMS YzZ50 fe) REF. 7,96 
SERIES GO LEVEL 61 
HARDWARE 
SERIES 60 MSU0310 MASS STORAGE UNIT OPERATIGN AN34 fe) REF, 2.39 
S60 MSU0310 MASS STGRAGE UNIT GPERATION AN3S4A 0 REF. 00 
LEVEL 61 FUNCTIONAL CHARACTERISTICS AP63 fe) REF, 3.88 
LEVEL 61 FUNCTIONAL CHARACTERISTICS ADD 1 AP63A ce) REF. 00 
L61 MODELS 61/758 + 61/60 INSTALLATION PLANNING MNL AW39 te) REF. 14,83 
SOFTWARE - ENTIRE OPERATING SYSTEM 
LEVEL 61 61/760 CONCEPTS AND CHARACTERISTICS AP62 1 REF. 6.88 
L61 GCOS TRANSACTION SYSTEM ANALYSTS GUIDE AR58 1 REF. 21.01 
LEVEL 61 GCOS SYSTEM CONTROL MANUAL ARG1 1 REF. 16,55 
L61 GCOS OPERATORS GUIDE ARG3 ce) REF. 14,83 
L61 @COS GPERATORS GUIDE ADD A AR63A fe) REF. 00 
SOF TWARE-PROGRAM PREPARATION/MAI NT 
L61 COBOL-68 REF MNL AR6O 1 REF. 12.35 
LEVEL 61 GCOS MINICOBOL LANGUAGE REFERENCE MANUAL AR62 Q REF. 8.72 
LEVEL 61 TO LEVEL 62 CONVERSIGN GUIDE SR 0500 AU40-00 fe) REF. 7.34 
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GRDER E FUNC - PRICE 
TITLE NG, Vv TION 
SERIES 60 LEVEL 61 

SOFTWARE-UTILITY FUNCTIONS 
LEVEL 61 MODEL 61/58 GUIDE TS DATA COMMUNICATIGNS AJ3G6 2 REF. 12.85 
LEVEL 61 MODEL 61/60 DATA COMMUNICATIONS AUIS 6 REF . 6.17 
LEVEL 61 TOG LEVEL Ge CONVERSIGN BUIDE SR O&Sc0 AU40O-00 fe) REF, 7.34 

APPLICATIGNS-FINANCIAL MANAGEMENT SYS, 
L61 ACCGUNTS RECEIVABLE SYSTEM 61 1IMPL GUIDE AC6O ie) REF. 14.83 
L61 ACCGUNTS RECEIVABLE SYSTEM 61 IMPL GUIDE ADD 1 ACGOA ie) REF. 00 
L61 ACCOUNTS PAYABLE SYSTEM (SK) IMPL GUIDE ACG1 4 REF. 9,68 
L61 ACCOUNTS PAYABLE SYSTEM (SK) IMPL GUIDE ADD 1 ACG6IA 4 REF. .00 
L61 GENERAL LEDGER SYSTEM IMPLEMENTATIGN GUIDE AC62 1 REF. 9,26 
L@1 GENERAL LEDGER SYSTEM IMPLEMENTATIGN GUIDE ADD 1 ACG2A 1 REF. 00 
L61 PAYROLL SYSTEM HANDBOOK AW28 fe) REF. 34,61 
L61 PAYROLL. SYSTEM HANDBOOK ADD 1 AW28A fe) REF. 00 
L61 ACCOUNTS PAYABLE SYSTEM HANDBOOK AW33 fe) REF . 21.01 
L61 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK AZ59 Q REF. 30,91 
1.61 GENERAL LEDGER SYSTEM HANDBOOK AZ60 fe) REF. 21,01 
L61 GENERAL LEDGER SYSTEM HANDBOOK ADD 1 AZ6O0A fe) REF. .00 

SERIES 60 LEVEL 62 

HARDWARE 
LEVELS 64,66,68 MTU0460/0500/0600 GPERATIGN AM46 2 REF. 2.20 
SERIES 60 MSU0310 MASS STORAGE UNIT GPERATIGN AN34 ¢) REF. 2.39 
S60 MSU0310 MASS STGRAGE UNIT GPERATIGN ANS4A ie) REF. .00 
LEVELS 62+64 PRUO400/0600/0600 PRINTER SPERATION ANSG6G 1 REF. 3.65 
SERIES 60 GRUOGOO/1050 CARD READER GPERATION AN37 1 REF. 1.54 
LEVEL G2 CRUOSOG CARD READER GPERATIGN AS39 fe) REF. 2.51 
LEVEL 62 MS$U0112/0113/0116 MASS STORAGE UNITS AS65 0 REF. 2.05 
LEVEL 62 CCU0S0G/1006 MULTIFUNCTIGN UNITS GPERATIGN AT44 ie) REF. 3.04 
S60 CCUO400 CARD READER/PUNCH & CPU0120 CARD PUNCH OP ATSO fe) REF. 3.18 
L62 VIP 7700 DATA COLLECTION SYSTEM USERS GUIDE AW6G7-00 Q REF. 1.25 
LEVEL 62 CRUOS00/0500 CARD READER GPERATIGN AW8S ie) REF. 2,52 
LEVEL G2 MSUO0330 MASS STORAGE UNIT OPERATION AWS1 fe) REF. 1,85 
LEVEL 62 MSUO305 MASS STORAGE UNIT GPERATIGN AYO2 fe) REF. 1.59 
L62 PRUO102/0202/0302 LINE PRINTER OPERATION AYO5 fe) REF. 1.82 
LEVELS 62864 PRU0440/0640/0840 PRINTER GPERATIGN MNL AY 84 mm?) REF. 3.70 
L62 PRUO3O06/0456/0656 PRINTER GPERATION cbDol1 ie) REF. 2,85 
L62 MSUOS80 GPERATION MNL CE84 fe) REF. 1.59 

SOFTWARE - ENTIRE GPERATING SYSTEM 
L62 GCOS CONCEPTS & CHARACTERISTICS SRO500 ALO2-03 3 REF. 5.20 
L62 GCOS SYSTEM CONTROL O600 AL11-06 6 REF. 16.69 
L62 SYSTEM CONTROL 0610 AL11-O6A 6 REF. 00 
L62 GPERATORS GUIDE 0600 AL12-05 5 REF. 9,46 
L62 GPERATORS GUIDE 9610 AL12-05A 5 REF. .00 
L62 IBM SYSTEM 3 CONVERSIGN GD 0400 AL20-02 2 REF. 12.35 
L62 IBM SYSTEM 3 CONVERSION GD O&00 ADD 1 AL20-02A 2 REF. .00 
L62 IBM SYSTEM 3 CONVERSIGN GD 0600 ADD 2 AL20-02B 2 REF. 00 
L62 GCOS MESSAGE/RESPONSE 0600 AL27-05 5 REF. 20.54 
L62 ECGS MESSAGE RESPONSE 0610 AL27-O5A4 5 REF. .00 
LEVEL 62 GCOS TRANSACTIGN RESPONSE SYSTEM USERS GUIDE AW63-00 fe) REF. 5.30 
L62 REFERENCE MANUAL O600+0610 AX41-05 fe) REF, 23.96 
L62 GCOS SROSOO IMPLEMENTATIGN GUIDE cC40-00 fe) REF. 15.38 
EQUAL/62 USER MANUAL MOUNTAIN SOFTWARE GROWERS CE07-00 ie) REF. 12.24 
EQUAL/62 USER MANUAL MOUNTAIN SGFTWARE GROWERS CEO7-01 1 REF. 13,39 
L62 INTERACTIVE PROCESSING SYST PLANNING GD 9610 CGOG-00 ie) REF. 7.493 
L62 INTERACTIVE PROCESSING SYST WORK-STATIGN GP 3D 610 CGO07-00 ie) REF. 14.75 
L62 INTERACTIVE PROCESSING SYST WORK-STATIGN GP SD 610 CGO7-00A i?) REF. mele) 
L62 INTERACTIVE PROCESSING JOB MANAGEMENT GD 610 CGO8-00 ie) REF. 9,40 
L62 INTERACTIVE PROCESSING JOB MANAGEMENT GD CGO08-O0A 0 REF. .0 
L62 IPS INTERACTIVE FILE SERVICES 0610 CGO09-00 Q REF. 22.25 
L62 IPS INTERACTIVE FILE SERVICES 0610 CGO2-00A ie) REF. ~ ,Q0 
L62 INTERACTIVE PROCESSING SYST SCREEN FORMATTING 610 CG12-00 fe) REF. 8.55 
L62 INTERACTIVE PROCESSING SYST SCREEN FORMATTING 610 C612-01 1 REF . 9.40 
L62 IPS GENERATION AND MAINTENANCE 0610 CG13-00 ie) REF. 18.05 
L62 IPS GENERATION ADN MAINTENANCE 0610 CG13-00A ie) REF. 00 
L62 COMPUTER TG COMPUTER CONNECTIONS: INTERACTIVE O600 CG14-00 ie) REF. 2.30 
L6é2 CP TO CP MULTILEAVING O600 CG15-00 ie} REF. 5.21 
L62 INTERACTIVE PROCESSING SYSTEM QUICK REF 0610 CJ34-00 Q REF. 7.20 

SOFTWARE-PROGRAM PREPARATIGN/MAINT 
L62 GCOS RPG LANGUAGE REF MNL 0600 AL14-01 1 REF. 21.98 
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SERIES 60 LEVEL 62 
SOF TWARE-PROGRAM PREPARATIGN/MAINT 
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L62 GCOS RPG USERS GUIDE SRO300 AL15~-00 ie} REF 30.12 
L62 GCOS RPG USERS GUIDE 0600 AL15-00B ie} REF .O0 
L62 COBOL REF MNL 0500 AL16-01 1 REF 24.09 
L62 COBOL REF MNL 0400 ADD 1 ALIG6-O1A 1 REF 00 
L62 COBOL REF MNL OS500 ADD 2 AL16-01B 1 REF 00 
L62 COBOL REF MNL O600 ADD 3 AL16-01C 1 REF. 00 
L62 COBOL USER'S GUIDE 0600 AL17-04 4 REF. 19.26 
LEVEL 62 FORTRAN REF MNL O500 AL92-02 2 REF 21.81 
LEVEL 62 FORTRAN REF MNL O600 ADD 1 AL92-02A 2 REF -00 
LEVEL 61 TO LEVEL 62 CONVERSION GUIDE SR OS00 AU40-00 fe) REF, 7.34 
L62 COBGL POCKET GUIDE SROS00 AX84-01 1 REF. 1.96 
LEVEL 62 RPG LISTING DECODER REF CARD AY67-01 1 REF. 56 
EQUAL/62 DEPENDENT SUBSYSTEMS PROGRAM DEVELOPMENT MSG CE08-00 ie) REF 4.46 — 
L62 INTERACTIVE GENERATION SERVICE GUIDE CP17-00 ie) REF 6.84 
SOFTWARE-DATA CONTROL 
L62 DATA MANAGEMENT 0600 AL10-04 fe) REF 5.88 
L62 COMMUNICATIONS SYSTEM/BASIC FOR TERMINALS 0600 AU38-62 2 REF 25.62 
L62 6COS BSC1i/2 COMMUNICATIONS SYSTEM SROSOG AU39-03 3 REF 8.52 
L62 GCOS BSC1/2 COMMUNICATIONS SYSTEM 0600 ADD 1 AUS9-O3A 3 REF »O0 
L62 VIP 7700 DATA COLLECTION SYSTEM USERS GUIDE AW67-00 0 REF 1.25 
L62 GCOS COBGL MACROS PROCESSOR USER GUIDE SROS5OO AY71-00 fe) REF 11.67 
L62 GCOS COBOL MACRO PROCESSOR USER GUIDE O600 ADD 1 AY71-O0A fe) REF »90 
L62 REMOTE TEXT EDITOR (RTEG2) USER'S GUIDE SROS500 AY76-01 1 REF 9.63 
L62 REMOTE TEXT EDITOR USERS GD O500 ADD 1 AY76-O1A 1 REF 090 
L62 REMOTE TEXT EDITOR USERS GD 0600 ADD 2 AY76-01B 1 REF mele) 
EQUAL/62 DATA COLLECTION CEO8-00 fe) REF 4.29 
EQUAL/62 REMOTE PRINTER SUPPORT USER MNL( MSG) CE10-00 ie) REF 4.46 
SOFTWARE-UTILITY FUNCTIONS 
L62 DATA UTILITIES 0600 AL18-06 6 REF 12.51 
L62 DATA UTILITIES O610 AL18-O6A ts) REF ,00 
L62 DATA UTILITIES 0610 AL18-O6B 6 REF .00 
L62 SORT/MERGE O500 AL19-02 2 REF 7.77 
L62 SORT/MERGE OS00 ADD 1 AL19-02A 2 REF .00 
L62 SORT/MERGE O6GO00O ADD 2 AL19-02B 2 REF .00 
LEVEL 61 TO LEVEL 62 CONVERSION GUIDE SR o&S00 AU40-00 Q REF. 7.34 
L62 TRANSACTION PROGRAM SYSTEM 9600 AY72-02 2 REF 31.93 
L62 TRANSACTION PROGRAM SYSTEM MNL 0610 AY72-03 3 REF, 24.75 
L62 INTERACTIVE PROCESSING SYSTEM TPS 0610 cG10-00 ce] REF. 18.85 
L62 INTERACTIVE PROCESSING SYSTEMS TPS 0610 CG10-00A QO REF. »00 
APPLICATIGNS-MANUFACTURI NG 
L62 PRODUCTIGN SCHEDULING + CONTROL SYSTEM HANDBOOK AW82 3 REF 38,80 
L62 IMS 62 EXTENDED HANDBOOK AX85 1 REF. 45.21 
L62 IMS 62 EXTENDED HANDBOOK ADD 1 AX88A 1 REF. 00 
APPLICATIGNS-DISTRIBUTIGN 
LEVEL 62 SALES ORDER PROCESSING HANDBOOK AY8O (e) REF 54.39 
LEVEL G2 SALES ORDER PROCESSING HANDBOGK ADDENDA AY8OA (0) REF 00 
LEVEL 62 SALES ORDER PROCESSING HANDBOOK ADDENDA AY80B ie) REF a0 
LEVEL 62 SALES ORDER PROCESSING HANDBOOK ADDENDA AY8O0C ie) REF fete) 
APPLICATIGNS-FINANCIAL MANAGEMENT SYS. 
L6 ACCOUNTS RECEIVABLE SYSTEMS HANDBOOK AP74 3 REF. 36.00 
L62 ACCOUNTS PAYABLE SYSTEM HANDBOOK AP75 3 REF. 30.22 
L62 GENERAL LEDGER SYSTEM HANDBOOK AP76 4 REF. 18.08 
L62 PAYROLL SYSTEM HANDBOOK AR8O 2 REF. 26.42 
L62 PAYROLL PROCESSING GD ACCOUNTING + ADMINISTRATION CF20 ie) REF. 19.63 
L62 PAYROLL PROCESSING GD ACCOUNTING & ADMIN ADDD 1 CF20A Q REF 00 
L62 ACCTS RCVBL PROCESSING GUIDE! ACCT@ + ADMIN CF78-00 Qo REF 29.96 
L62 GENERAL LEDGER PROCESSING GD: ACCOUNTINN + ADMIN C643 ie) REF 9.84 
L62 ACCOUNTS PAYABLE: ACCOUNTING & ADMINISTRATION Ce44 0 REF 22.89 
MISCELLANEOUS APPLICATIONS 
L62 UNIVERSAL TOTAL LEVEL 2 AW54 ie) REF. 14.01 
L62 UNIVERSAL TOTAL LEVEL 2 ADD 1 AW54A 0 REF. -00 
L62 UNIVERSAL TOTAL LEVEL 2 ADD 2 AW54B 0 REF. - 00 
SITE PREPARATION 
LEVEL 62 SITE PREPARATION MANUAL AM12 4 REF. 19.90 
L62 SITE PREPARATION MANUAL AM12A 4 REF. 00 


ORDER E FUNC - PRICE 
TITLE NO. Vv TION 
SERIES GO LEVEL 64 
SERIES 60 LEVEL 64 
HARDWARE 
SERIES 60 MSUO400 MASS STORAGE UNIT GPERATIGN AM48 6) REF, 1.32 
SERIES 60 MSU0310 MASS STORAGE UNIT GPERATIGN AN34 fe) REF. 2,39 
SGO MSU0310 MASS STGRAGE UNIT GPERATION ANS4A fe) REF, .00 
LEVELS 62+64 PRUO400/0600/0800 PRINTER GPERATIGN AN3S6 1 REF. 3.65 
SERIES 60 CRUOGOO/1050 CARD READER SPERATIGN AN37 1 REF. 1,54 
SERIES 60 PRU1200/1600 PRINTER GPERATIGN AP88 2 REF. 2.31 
L64 SYSTEM GPERATIGN GPERATOR STATION AQ17 ce) REF. 6.42 
$60 CCU0400 CARD READER/PUNCH & CPUO120 CARD PUNCH OP ATSO ce) REF. 3.18 
L64/66/68 CRUO301/0501 CARD READER GPERATION REF MNL AY83 1 REF. 2.78 
64/66/68 CRUO301/0501 CARD READER GPERATION REF MNL AY83A 1 REF. 00 
LEVELS 62864 PRU0440/0640/0840 PRINTER GPERATION MNL AY84 Le) REF, 3.70 
L64 MSU0402/0452 MASS STORAGE UNIT GPERATIGN ccg1 fe) REF, 1.82 
L64 PRUO0457/P657/0857/1107 PRINTER GPERATION MNL CE95 fe) REF, 3.19 
L64 MSUO350 MASS STGRAGE UNIT GPERATION CFO6 e) REF. 1.65 
L64 PRUOG58/0858/1108 PRINTER OPERATION CF76 e) REF. 2.40 
L64 MSSO0420 AND MSU0421 SGPERATION CH29 fe) REF. 1,44 
L64 SYSTEM GPERATIGN DPS-330 GPERATOR STATION DQ01-00 fe) REF. 7.00 
SOFTWARE - ENTIRE OPERATING SYSTEM 
L64 SERIES 190 PROGRAM MODE OPERATIC GUIDE AQ02-00 ce) REF. 13.47 
L64 100 PROGRAM MO&DE OPERATORS GUIDE 0400 ADD 1 AQ02-00A fe] REF. 00 
L64 SYSTEM MANAGEMENT GUIDE 040900 AQOg-01 1 REF. 12.15 
L64 SYSTEM MANAGEMENT GUIDE 04000 AQOS-O1A 1 REF. .00 
L64 JOB CONTROL LANGUAGE REF MNL 0400 AQ10-02 2 REF. 18,20 
L64 JOB CONTROL LANGUAGE REF MNL 0400 ADD 1 AQ10-02A 2 REF. ,00 
L64 JOB CONTROL LANGUAGE USER GUIDE 0400 AQ11-01 1 REF. 16.30 
L64 SYSTEM SPERATIGN GPERATOR GUIDE SRO400 AQ13-01 1 REF. 18,88 
L64 SYSTEM GPERATION OPERATOR GUIDE 0400 ADD 1 AQ13-O1A 1 REF. 90 
L64 SYSTEM OPERATION GPERATOR GUIDE 0400 AQ13-01B 1 REF. 00 
L64 SYSTEM OPERATION CONSGLE MESSAGES SRO400 AQi4-01 1 REF. 5.54 
L64 @CGS DATA MANAGEMENT UTILITIES 0400 AQ20-03 3 REF. 13.02 
L64 200 PROGRAM MODE USER GD 400 AQ@21-01 1 REF. 8.18 
L64 200 PROGRAM MODE GPERATOR GD 400 AQ22-01 1 REF, 12.98 
L64 LIBRARY MAINTENANCE REF MNL 0400 AQG28-01 1 REF, 14.47 
L64 LIBRARY MAINTENANCE REF MNL 400 AQG28-01A 1 REF. .00 
L64 LIBRARY MAINTENANCE REF MNL 0400 AQ28-01B 1 REF. mele) 
L64 COMMUNICATIGNS NETWORK CONTROL TERMINAL SPS 0400 AQ49-02 2 REF. 6.68 
L64 COMMUNICATIONS PROCESSING FACILITY o400 AQS3-01 1 REF. 26,04 
L64 COMMUNICATIONS PROCESSING FACILITY 0400 ADD A AQ5S3-O1A 1 REF. 00 
L64 TDS/64 SITE MANUAL 0400 AQ55 -02 2 REF. 6,42 
L64 TOS/64 USER GUIDE SRO400 AQ56-00 te) REF. 20,77 
L64 TDS/64 USER GUIDE 0400 ADD 1 AQ56-00A e) REF. .00 
L64 UNIT RECORD DEVICES USER GUIDE 0400 AQ59-01 1 REF. 9.60 
L64 UNIT RECORD DEVICES USER GUIDE 0400 ADD 1 AQ59-O1A 1 REF. .90 
L64 HFAS USER GUIDE 0400 ADD 1 AQ83-01A 1 REF. 90 
L64 HFAS USER GUIDE 0400 AQ83-01B 1 REF. .00 
L64 LIBRARY MAINTENANCE USER GD 400 AQ87-00 fe) REF. 7.77 
L64 LIBRARY MAINTENANCE USER GD 0400 ADD 1 AQ87~-O0A fe) REF. .00 
L64 GCOS SYSTEM SUMMARY POCKET GD 0400 AQ91-03 3 REF. 3.08 
L64 TELECOMMUNICATIONS + TDS/64 O400-POCKET GUIDE AQ95-01 1 REF. 1.60 
L64 SERIES 100 COMPATIBILTY MODE CONCEPTS/CHARACTERISTICS AR94-00 ie) REF. 3.32 
L64 GCOS SYSTEM CONTROL SRO2Z20 AS36-01 1 REF. 25.95 
L64 6COS ENTRY-LEVEL COMMUNICATION-PROC SROZ10 AT28-00 0 REF. 13.70 
L64 GCOS ENTRY-LEVEL COMMUNICATIGN-PROC SRO210 ADD 1 AT28-00A ¢) REF, ,00 
L64 GCOS ENTRY-LEVEL COMMUNICATIGN-PROC SROZ220 ADD 2 AT28-00B fe) REF. ,00 
L64 ERROR MESSAGES & RETURN CODES POCKET GD 400 CQ17-00 fe) REF. 7.20 
L64 ERROR MESSAGES + RETURN CODES 0400 CQ31-00 ie) REF. 18.20 
L64 REMOTE BATCH FACILITY 0400 CQ35-00 6) REF. 3.53 
SOFTWARE-PROGRAM PREPARATIGN/MAINT 
L64 SERIES 100 CONVERSIGN GD 400 AQO3-00 fe) REF. 8.18 
L64 200/0 CONVERSION GD 0300 AQO04-00 ce) REF. 23.75 
L64 360/370 CONVERSION GUIDE 400 AQO05-00 ie} REF. 4,05 
L64 360/370 CONVERSIGN GUIDE 400 AQO5-00A ie) REF. 00 
L64 PROGRAM CHECKOUT FACILITY 0400 AQ52-01 1 REF. 9,84 
L64 TOS/64 PROGRAMMERS REF MNL 0406 AQ57-02 2 REF. 8,34 
L64 COBOL USER GUIDE 400 AQ63-01 1 REF. 21.86 
L64 COBOL USER GUIDE 0400 ADDENDA AQ6S3-O1A 1 REF. -00 
L64 COBOL LANGUAGE REF MNL 0400 AQ64 -02 2 REF, 35.49 
L64 FORTRAN REF MNL SROSOO AQ65-00 ie) REF. 15.19 


2-009 


SERIES GO LEVEL 64 
SOFTWARE~PROSRAM PREPARATIGN/MAINT 


L64 
LG4 
L64 
L64 
L64 
L64 
L6é4 
L64 
L64 
L64 
L64 
L64 
L64 
L64 
L64 
LG4 
L.64 
L664 
Lé4 
L64 
L64 


FORTRAN REF MNL SRO400 ADD 1 

FORTRAN REF MNL O400 ADD 2 

FORTRAN REF MNL O40G ADD 3 

FORTRAN REF MNL 

FORTRAN USER GUIDE SRO406 

FORTRAN USER GUIDE 0400 ADD 1 

FORTRAN MATH LIBRARY SRO400 

FORTRAN MATH LIBRARY 0400 ADD 1 

RPG REF MNL SRO3O0O 

RPG REF MNL SRO4O00 ADD 1 

RPG LANGUAGE REFERANCE MANUAL 0500 

RPG USER GD SRO3OO 

RPG USER GD SRO400 ADD 1 

ecOS SERIES 100 COBGL TRANSLATOR SRO300 
200/0 COBSL TO L64 COBSL TRANSLATOR 0400 
IBM SYST 360/370 TO L64 COBGL TRANSLATGR 400 
BAL TO COBGL TRANSLATOR 400 

COBGL POCKET GUIDE 0400 

RPG LISTING DECODER CARD 0400 

FORTRAN LANGUAGE REFERENCE CARD 
CHARACTER SET AND CODE - CONVERSION REF CARD 0400 


LEVEL G4 6003S SERIES 100 COMPATIBILITY MODE GPERATORS GUIDE 


L64 


BASIC 0400 


SOFTWARE-DATA CONTROL 


L64 
L64 
L64 
L64 
L64 
L.G4 
L64 
Lad 
L64 
L664 
L64 
L64 
L64 
L64 
L64 
L64 


INTERACTIVE GPERATIGN FACILITY SRO400 
INTERACTIVE SPERATIGN FACILITY 0400 ADD1 
BFAS USER GUIDE SRO400 

BFAS USER GUIDE 0400 ADD 1 

HFAS USER GUIDE SRO400 

HFAS USER GUIDE 0400 ADD 1 

HFAS USER GUIDE 0400 

UFAS USER GUIDE 0400 

UFAS USER GUIDE 0400 ADD 1 

CATALOG MANAGEMENT 0400 

1-D-S/I1 USER GUIDE VOL 1 9400 
1-D-S/I] USER GUIDE PART I 400 
I-D-S/I1 USER GD VOL 2 0400 

1-D-S/11 USER GUIDE V&L 2 400 

6cGoS IDS/I11 POCKET GD 0400 

QUERY DRIVEN SYSTEM REFERENCE MANUAL 


SOFTWARE -GPERATIONS CONTROL 


L.64 
L64 
_64 
_64 


TERMINAL GPERATIGNS SRO400 

GPERATGRS REF CARD SRO400 

GCOS GPERATORS GUIDE SRO220 

INVENTORY MANAGEMENT SYSTEM/64 HANDBOOK 


SOF TWARE-UTILITY FUNCTIONS 


L664 
L64 
L664 
L64 
L64 
1.4 
G4 
L64 
L64 
L64 
(1.64 


GCOS DATA MANAGEMENT UTILITIES 04006 

@c@S DATA MANAGEMENT UTILITIES 0400 ADD 1 
GXOS SERIES 100 FILE TRANSLATOR SROSOO 
GCOS SERIES 100 FILE TRANSLATOR O400 ADD 1 
6CGS 2060/0 FILE TRANSLATGR 0400 

FILE TRANSLATOR 0400 

FILE TRANSLATOR 0400 ADD 1 

SORT/MERGE 0300 

SORT/MERGE 0400 

CATALOG MANAGEMENT 0400 

AUTOMATED UPDATE FACIALITY USER GUIDE 


APPLICATIGNS-MANUFACTURI NG 


LEVEL 64 2000/2000 IMS/2000 EXTENDED HANDBOOK 


L.64 


PRODUCTION SCHEDULING AND CONTROL HANDBOOK 


APPLICATIGNS-EDUCATIGN 


LEVEL 64 SCRIBE STUDENT SCHEDULING SYSTEM HANDBOOK 
LEVEL 64 SCRIBE STUDENT SCHEDULING SYSTEMS HANDBOGK ADD 1 
LEVEL 64 SCRIBE SYSTEM HANDBOOK 


APPLICATIGNS-DISTRIBUTIOGON 


L64 SALES ORDER PROCESSING HANDBOOK 
L64 SALES ORDER PROCESSING HANDBOGK ADDENDA 
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AQG5-00A 
AQ65 -00B 
AQ65 -00C 
AQ65 -00D 
AQ66-01 
AQ66-O01A 
AQ67-01 
AQ67-O1A 
AQ68-00 
AQ68-00A 
AQ68-01 
AQ69-00 
AQ69-00A 
AQ70-00 
AQ72-01 
AQ73-01 
AQ76-00 
AQs0-01 
AQ93-01 
AQS4-01 
AQ97-00 
AT35-00 
CQ43-00 


AQ60-00 
AQGO0-O0A 
AQ82-01 
AQ82-01A 
AQ83-01 
AQ83-01A 
AQ83-01B 
AQ84-01 
AQB4-01A 
AQ86-01 
AQs8é6-01 
AQ8B-O1A 
AQ8S-01 
AQ89-O1A 
AQ96-01 
CH73-00 


AQ50-01 
AQ92-01 
AS37-02 
CF25-00 


AQ20-062 
AQ20-02A 
AQ26-00 
AQ26-00A 
AG27-01 
AQ77-00 
AQ77-O0A 
AQ85-00 
AQ85-02 
AQ86-01 
DQ02-00 


AW5 1 
CJ79 


AR3S 
AR35A 
AS11 


CF75 
CF75A 


O00---0=-=-000-00--=-=-a000= 
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FUNC - 
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PRICE 
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40. 


12, 


11. 


hOWOD oN 


39. 
23. 


40. 
35. 


46. 
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R 
ORDER E FUNC - PRICE 
TITLE NS. Vv TION 
SERIES 60 LEVEL 64 
APPLICATIGNS-FINANCIAL MANAGEMENT SYS. 
L6J PAYROLL SYSTEM HANDBOOK CC66 ce) REF , 39,36 
L64 PAYROLL SYSTEM HANDBOGK ADDENDA CC66A fe) REF. .00 
L64 PAYROLL SYSTEM HNOBK ADD 2 CC66B fe) REF. .00 
L64 PAYROLL SYSTEM HANDBBOK CC66C Le) REF. ,00 
L64 PAYRGLIL SYSTEM HANDBOGK ADDENDA CC66D 0 REF. 00 
L64 GENERAL LEDGER SYSTEM HANDBOOK cDOog fe) REF. 14.64 
L.G4 GENERAL LEDGER SYSTEM HANDBOGK ADD 1 CDO9A fe) REF. 00 
L64 GENERAL LEDGER SYSTEM HANDBOOK ADD2 CDO9B 0 REF. .O00 
L64 GENERAL LEDGER SYSTEM HANDBOOK cbosc fe) REF. .O0 
L64 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK CE94 fe) REF. 28.16 
L64 ACCOUNTS RECEIVALBE SYSTEMS HANOBOSK ADD 1 CE94A 8) REF. 00 
L64 ACCCUNTS RECEIVABLE SYSTEM HANDBOGK CES4B ) REF, .00 
L64 FINANCIAL MGMT ACCGUNTS PAYABLE HANDBOGK CEg9 1 REF. 19,74 
L64 ACCOUNTS PAYABLE SYSTEMS HANDBOGK CE9S9A 1 REF . .00 
L64 ACCOUNTS PAYABLE SYSTEM HANDBOOK CE99B 1 REF. .O0 
L64 PAYROLL PROCESSING GD ACCOUNTING & ADMINISTRATIGN CHS5 fe) REF. 17.01 
SITE PREPARATION 
L64 FULL RANGE SITE PREP MNL : CD17 ce) REF. 19.22 
L64/DPS-330 SITE PREPARATION MANUAL CJ80 fe) REF. 19,45 
SERIES 60 LEVEL 66 
HARDWARE 
LEVELS 64,66,68 MTU0400/0500/0600 GPERATIGN AM46 2 REF. 2.20 
SERIES 60 MSUO0400 MASS STORAGE UNIT GPERATIGN AM48 6) REF. 1.32 
SERIES 60 MSUQ310 MASS STORAGE UNIT GPERATICGN ANS4 ) REF. 2.39 
S60 MSU0310 MASS STORAGE UNIT GPERATIGN AN3S4A Le) REF. »00 
SERIES 60 CRUOGO0O/1050 CARD READER GPERATIGN AN37 1 REF. 1.54 
SERIES 60 PRU1200/1600 PRINTER GPERATIGN AP&8&& 2 REF. 2.31 
$60 CCUO0400 CARD READER/PUNCH & CPU0120 CARD PUNCH OP AT50O ) REF. 3.18 
LEVELS 66 & 68 MSU0402/0451 GPERATIGN AT71 2 REF, 1.43 
LEVELS 66 & 68 PRU1100 PRINTER GPERATIGN AU76 fe) REF. 3.18 
L66 CCUO401 CARD READER PUNCH + PCUO121 CARD PUNCH GPERATION AYO} 1 REF . 2.52 
L.66/68/DPS 8 MSUO500/0501 MASS STGRAGE UNIT SPERATION AYO3 1 REF. 2.60 
66/DPS,68/DPS&DPS8 DATANETG6641/51/61/78 GPERATION MNL AY34 2 REF. 9,38 
64/66/68 CRUO3OQ1/0501 CARD READER OPERATION REF MNL AY83 1 REF. 2.78 
L64/66/68 CRUO301/0501 CARD READER SPERATIGON REF MNL AY83A 1 REF. .00 
LEVELS 66&68 MTUQ610 MAGNETIC TAPE UNIT GPERATIGN CB64 1 REF. 4.05 
L6/66 DHUG803/0814/9840 DOCUMENT HANDLER GPERATION CH10 1 REF . 9.43 
LEVEL 66 EQUIPMENT GPERATORS GUIDE DC78 2 REF. 4,80 
L6G DATANET 6600 FRONT-END NETWGRK PROCESSOR DC8&s 1 REF. 8.41 
LEVEL 66 MPP FUNCTIGNAL CHARACTERISTICS DE23 ce) REF. 4,57 
LEVEL 66 MPP FUNCTIGNAL CHARACTERISTICS DE23A 0 REF. .O00 
SOFTWARE - ENTIRE GPERATING SYSTEM 
66/6000 SYST MANAGEMENT GD: SOFTWARE INSTAL + MAINT DE62 1 INST 8.92 
66/6000 SITE TECHNIQUES GUIDE: JOB MANAGEMENT DE6S fe] INST 9.42 
66/6000 SITE TECHNIQUES GUIDE: JOB MANAGEMENT DEG3A 0 INST 90 
66/6000 SITE TECHNIQUES GUIDE: FILE MANAGEMENT DE64-01 1 INST 9,95 
66/6000 SITE TECHNIQUES GUIDE: SYSTEM AVAILABILITY DEG5 ce) INST 8.89 
66/6000 SITE TECHNIQUES GUIDE: SYSTEM AVAILABILITY DEGSA fe) INST 00 
66/6000 OCOS USER'S GUIDE: BATCH PROCESSING DE67 ie) INST 13.34 
L66 DM-IV SYSTEM OVERVIEW DF 73 ce) INST 4.06 
L66 DM-IV SYSTEM OVERVIEW ADD 1 DF73A fe) INST . 00 
L66 DM-IV SYSTEM OVERVIEW DF73B fe) INST .00 
L66°DM-IV ADMINISTRATIGN/APPLICATIGN SUMMARY DF 74 fe) INST 8.70 
66/6000 GCOS 1/6 PROGRAMMING 2H DB82-00 0 REF. 17.79 
66/6000 GCOS 1/0 PROGRAMMING 2H ADD 1 DB82-00A 0) REF. .Q0 
66/6000 GCOS | /6 PROGRAMMING 3i ADD 2 DB&2-00B ce) REF. 90 
66/6000 GCOS 1/0 PROGRAMMING 4) ADD 3 DB82-00C fe) REF. 00 
66/6000 1/0 PROGRAMMING 4S2 + DPS1.2 DB8&2-01 1 REF . 19,50 
66/6000 TDS USER GD SRI DC39-01 1 REF. 8.54 
66/6000 TDS USER GD SRS ADD 1 DC3S9-O1A ie) REF. .90 
66/6000 GCOS TOS USER GD SR4 DC39-02 2 REF. 23.75 
66/6000 TDS USER GD TD410/TD4.0VM DC39-02A 2 REF. .90 
66/6000 TDS SITE MNL SRS DC40-02 2 REF. 22.71 
66/6000 TRANSACTON DRIVEN SYSTEM SITE MNL TOS 4 DC40-03 3 REF. 26.43 
66/6000 TDS SITE MANUAL TD4,0/TD4,0VM DC40-04 4 REF. 25.00 
66/6000 GCOS TOS TRANSACTION ORIVEN SYSTEM LIBRARIAN DC41-00 0 REF. 4.25 
66/6000 GCGS TDS TRANSACTION DRIVEN SYSTEM LIBRARIAN ADD 1 DC41-00A 0 REF. 00 
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R 
ORDER E FUNC - PRICE 
TITLE NG. Vv TIGN 
SERIES 60 LEVEL 66 
SGFTWARE - ENTIRE SPERATING SYSTEM 

66/6000 TRANSACTIGN DRIVEN SYSTEM REF MNL TDS 2 DC42-01 1 REF. 16,12 
66/6000 TRANSACTION ORIVEN SYSTEM REF MNL TOS 3 ADD 2 DC42-01B 1 REF. ,00 
66/6000 TRANSACTIGN DRIVEN SYSTEM REF MNL TDS 4 ADD 3 DbC42-01C 1 REF, 90 
66/6000 TRANSACTIGN DRIVEN SYSTEM REF MNL (TDS) DC42-01D 1 REF, .90 
66/6000 ERROR MESSAGES + ABORT CODES 2H DC97-00 ce) REF. 16,26 
66/6000 GCOS ERROR MESSAGES AND ABORT CODES 3! DC37-O1 1 REF, 24.32 
66/6000 GCOS ERROR MESSAGES & ABORT CODES 4S2,DPS1.2 DC97-O1A 1 REF, ,00 
66/6000 GCOS PROGRAM RECOVERY/RESTART 2/H DC98-00 0 REF. 13.34 
66/6000 GCOS PROGRAM RECOVERY/RESTART 3/1 ADD 1 DC98-00A 0 REF. 00 
66/6000 GCOS PROGRAM RECGVERY/RESTART 4S2+DPS1.2 DC988-OOB ) REF. ,00 
L66 GCOS MESSAGE CONTROL SYSTEM SITE MNL SR2 DCss-00 fe) REF, 14,83 
L66 GCOS MESSAGE CONTROL SYSTEM SITE MNL SR& ADD 1 DC99-00A @) REF, .00 
66/6000 GCOS GRTS/355/6600 STARTUP PROCEDURE 2H DDOS-00 0 REF. 11.12 
66/6000 GCOS GRTS/355/6600 STARTUP PROCEDURE 2H ADD 1 DDOS-O00A ce) REF, 00 
66/6000 GCOS GRTS/355/6600 STARTUP PROCEDURE 31 ADD 2 DOD05-Oo0B ce) REF. mele) 
66/6000 SYSTEM CONSOLE MESSAGES 2H DD13-01 1 REF 20,68 
66/6000 GCOS SYSTEM CONSOLE MESSAGES 3/1 DD13-02 2 REF 26.67 
66/6000 GCOS SYSTEM CONSOLE MESSAGES 4J ADD 1 DD13-02A 2 REF .OO0 
66/6000 GCOS SYSTEM CONSGLE MESSAGES 4S/JS DD13-02B 2 REF mele) 
66/6000 SYSTEM CONSOLE MESSAGES 4S2/JS2 DD13-03 3 REF 27.45 
66/6000 SYSTEM TABLES 16 DD14-00 0 REF. 28,82 
66/6000 SYSTEM TABLES 2H ADD i DD14-00A ¢) REF ,00 
66/6000 GCOS SYSTEM TABLES 3/1 DD14-01 1 REF. 39.86 
66/6000 GCOS SYSTEM TABLES 4J ADD 1 DD14-O1A 1 REF .00 
66/6000 GCOS SYSTEM TABLES 4J ADD 2 DD14-01B 1 REF 00 
66/6060 GCOS SYSTEM TABLES 48/JS DD1i4-01C 1 REF ,00 
66/6000 GCOS SYSTEM TABLES 4S2 + DPS1.2 DD14-01D 1 REF. 00 
66/6000 COMPREHENSIVE INDEX FOR SOFTWARE REF MNL DD15-01 1 REF 26,85 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 2H DD17-00 te) REF 11,85 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 2H ADD 1 DD17-00A 0 REF 00 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 31 ADD 2 DD17-00B fe) REF ,00 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 4J ADD 3 DD17-00C ) REF 00 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF SR4S/DPS1+JS DD17-00D ) REF ,00 
66/6000 GCOS GENERAL COMP OP SUPERVISGR 2H DD19-00 0 REF 18.16 
66/6000 GCOS GENERAL COMP OP SUPERVISOR 31 ADD 2 DD19$-00B e) REF 00 
66/6000 GCGS GENERAL COMP OP SUPERVISOR 4J ADD $3 DD19-00C e) REF. ,00 
66/6000 GCOS GENERAL COMP GP SUPERVISOR 4S8/J3S DD19-00D ) REF. .00 
66/6000 GCOS GENERAL COMP SP SUPERVISOR 4S2+DPS1-2 DD19-O00E fe] REF. »00 
66/6000 TSS TERMINAL/BATCH INTERFACE 2H DD21-00 0 REF, 6.31 
66/6000 TSS TERMINAL/BATCH INTERFACE 31 ADD 2 DD21 -O00B fe) REF. .0O0 
66/6000 TSS TERMINAL/BATCH INTERFACE 4J ADD 3 DD21-00c ce) REF, ,00 
66/6000 TSS GENERAL INFO MNL 1G DD22-00 fe] REF, 9.57 
66/6000 TSS GENERAL INFO MNL 2H ADD 1 DD22-00A e) REF. 00 
66/6000 TSS GENERAL INFO MNL 2H ADD 2 DD22-00B (6) REF. mele) 
66/6000 TSS GENERAL INFO MNL 37/1 DD22-01 1 REF. 13.70 
66/6000 TSS GENERAL INFO MNL 4J DD22-01A 1 REF. .00 
66/6000 TSS GENERAL INFO MNL 4$+DPS1 JS DD22-01B 1 REF, .90 
66/6000 TSS GENERAL INFO MNL 4$2 + DPS1.2 JS2 DD22-01C 1 REF, 00 
66/6000 TSS POCKET GUIDE 4J DD28-00 .e) REF 3,45 
66/6000 SYSTEM LIBRARY EDITOR 2/H DD30-00 ce) REF. 5.20 
66/6000 SYSTEM LIBRARY EDITOR 482 & DPS1.2 DD30-00A fe) REF. 00 
66/6000 GCOS CONTROL CARDS REF MNL 2H DD31-00 ce) REF. 22.25 
66/6000 GCOS CONTROL CARDS REF MNL 31 ADD 2 DD31-O0B fe) REF. .00 
66/6000 GCOS CONTROL CARDS REF MNL 4J ADD3 DD31-00C fe) REF. .90 
66/6000 GCOS CONTRGL CARDS REF MNL 4JS1 DD31-00D 0) REF. .O00 
66/6000 GCOS CONTROL CARDS REF MNL 4S2 & DPS1.2 0D31-O0EF fe) REF. ,O0 
66/6000 SYSTEM STARTUP 2H DD33-01 1 REF. 17,82 
66/6000 GCOS SYSTEM STARTUP 37/1 DD33-02 2 REF. 22.82 
66/6000 GCOS SYSTEM STARTUP 4J DD33-02A 2 REF. 90 
66/6000 GCOS SYSTEM STARTUP 4S, DPS1/JS DD33-03 3 REF. 21,86 
66/6000 GCOS TOLTS TOTAL ONLINE TEST SYSTEM 1G DD39-00 fe) REF. 13.91 
66/6000 GCOS TOLTS TOTAL GNLINE TEST SYSTEM 2/H ADD1 DD39-00A fe) REF. 00 
66/6000 GCOS TOLTS TOTAL ONLINE TEST SYSTEM 3/I ADD 2 DD39-00B fe) REF. .00 
66/6000 GCOS TOLTS TOTAL GNLINE TEST SYSTEM 4J ADD 3 DD39-00C Q REF, .Q0 
66/6000 GCOS REMOTE TERMINAL SUPERVISOR GRTS 2/H DD40-00 e) REF. 14,909 
66/6000 GCOS REMOTE TERMINAL SUPERVISOR GRTS 2H ADD 1 DD40~-00A fe) REF. 00 
66/6000 GCOS REMOTE TERMINAL SUPERVISOR GRTS SI ADD 2 DD40-00B Le) REF, .00 
66/6000 TRANSACTION PROCESSING SYSTEM USER GD 1G DD41-00 ie] REF . 5.61 
66/6000 TRANSACTION PROCESSING SYSTEM USER GD 2H ADD 1 DD41-00A Le) REF. mele) 
66/6000 TRANSACTION PROCESSING SYSTEM USERS GUIDE 3/1 DD41-01 1 REF. 10.35 
66/6000 TRANSACTION PROCESSING SYSTEM USERS GD 4J ADD 1 DD41-O1A 1 REF. .00 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 1G DD44-00 0 REF. 8,52 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 2H ADD 1 DD44-00A 0 REF. .00 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 31 ADD 2 DD44-00B Q REF, 00 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 4J ADD 3 DD44-00C ie) REF, -00 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 4S/DPS1 JS DD44-000 Q REF. »00 
66/6000 NETWORK PROCESSING SUPERVISOR 2H DD48-01 1 REF. 28.29 
66/6000 NETWORK PROCESSING SUPERVISOR NT1 ADD 1 DD48-O1A 1 REF. -00 
66/6000 NETWORK PROCESSING SUPERVISOR NT2 ADD 2 DD48-01B 1 REF. mele) 


SERIES 60 LEVEL 66 
SOFTWARE - ENTIRE GPERATING SYSTEM 


66/6000 NPS NETWORK PROCESSING SUPERVISOR NTS DD48-02 2 REF. 25.97 
66/6000 GCOS TOLTS TOTAL ONLINE TEST PAGES 2H DD48-00 fe) REF. 36,09 
66/6000 GCOS TOLTS TOTAL GNLINE TEST PAGEG 2H ADD1 DD48-00A 0 REF. oo 
66/6000 GCOS TOLTS TOTAL GNLINE TEST PAGES 31 ADD 2 DD49-00B fe) REF, tele) 
66/6000 GCOS TOLTS TOTAL GNLINE TEST PAGES 4J ADD 3 DD49-00C 6) REF, 00 
66/6000 SYSTEM OPERATION TECHNIQUES 2H DDS0-00 fe) REF. 15.18 
66/6000 GCOS SYSTEM GPERATIGN TECHNIQUES 3/1 DDS50-01 1 REF. 18,86 
66/6000 GCOS SYSTEM GPERATIGON TECHIQUES 4J DDSO-O1A 1 REF. ,00 
66/6000 GCOS SYSTEM GPERATIGN TECHNIQUES 48,DPS1/JS DDS0-02 2 REF. 28,55 
66/6000 NPS STARTUP 1G DDS1-00 0 REF. 12.21 
66/6000 NPS STARTUP 2H DDS1-01 1 REF. 18.70 
66/6000 NPS STARTUP NT-1 DD51-O1A 1 REF. oo 
66/6000 NPS STARTUP SRNT-2 DDS51-02 2 REF. 17.05 
66/6000 NPS STARTUP SRNT-3 ADD 1 DDS51-02A 2 REF, 00 
66/6000 GCOS SYSTEM GOPERATIGN SHARED MASS STORAGE 31 DD97-00 ce) REF. 4,06 
66/6000 GCOS SYSTEM GPERATION SHARED MASS STORAGE 4J ADD 1 DD97-00A fe) REF, tote) 
66/6000GCEUS SYSTEM OPERATION SHARED MASS STGRAGE 4S2 DD97-00B fe) REF, oo 
66/6000 GCOS NPS TABLES SR NT-2 DE34-01 1 REF. 20.70 
66/6000 GCOS NPS TABLES SR NT-3 ADD 1 DE34-O01A 1 REF, mele) 
66/6000 NPS MICRO-GPS PROGRAMMING DE35-00 0 REF. 24.42 
66/6000 NPS MICRG-OPS PROGRAMMING SRNT-2 ADD-1 DE35-00A 6) REF, 90 
66/6000 NPS MICRO-GPS PROGRAMMING SRNT-3 ADD 2 DE35-00B ce) REF, 00 
66/6000 COEXISTENT 1-D-S/I11 COBGL-74 PROGRAMMERS GUIDE DES7-00 Le) REF. 8.52 
LEVEL 66 SYSTEM SOFTWARE OVERVIEW DE61-00 fe) REF. 6,66 
66/6000 INTERACTIVE SYST USER GD DE68-00 fe) REF. 4,06 
66/6000 INTERACTIVE SYST USER GD ADD 1 DEG8-O0A 0 REF. 00 
66/6000 GCOS NPS ERROR MESSAGES SRNT1-E DE75-00 fe) REF. 10.37 
66/6000 GCOS NPS ERRGR MESSAGES SR NT-2 ADD 1 DE75-00A ce) REF. mele) 
66/6000 GCOS NPS ERROR MESSAGES SR NT-3 ADD 2 DE75-00B fe) REF. oo 
66/6000 GCOS NPS CONFIGURATION EXAMPLES SRNT1-E: DE76-00 fe) REF, 14.27 
66/6000 GCOS NPS CONFIGURATION EXAMPLES SRNT-2 ADD 1 DE76-0O0A ¢) REF. 00 
66/6000 GCOS NPS CONFIGURATION EXAMPLES SRNT-S ADD 2 DE76-00B fe) REF. oo 
66/6000 GCOS APPLICATIONS GUIDELINES FOR NPS SRNT1-E DE?77-00 ) REF, 8.14 
66/6000 GCOS APPLICATIONS GUIDELINES FOR NPS SR NT-2 ADD 1 DE77-O0A fe) REF. »00 
66/6000 RESOURCE COLLECTION & PLOT RECAP RM2.0/3,0 DF43-01 1 REF. 4,06 
L66 DM-IV TRANSACTIGN PROCESSOR REF MNL SR TAI.O DF44-00 e) REF. 25.58 
L66 DM-IV TRANSACTION PROCESSGR REF MNL SR TA2.0 DF44-00A .e) REF. tele) 
L6G DM-IV TRANSACTIGN PROCESSOR SITE MNL TA1.0 DF45-00 ce) REF. 21.39 
L66 DM-IV TRANSACTIGN PROCESSOR SITE MNL TA2.0 DF45-01 1 REF. 23.58 
66/DPS8 DM-IV TRANSACTIGN PROC SITE MNL TA2.0/TA2. OVM DF45-02 2 REF. 16,64 
66/6000 GRTSII STARTUP PROCEDURE SRSG-1 DG14-00 fe) REF. 14,81 
66/6000 GRTSII STARTUP PROCEDURE SRSG-1.2 DG14-00A fe) REF. a0 
66/6000 GRTS II TERMINAL USER GD SRSG-1 DG15-00 ce) REF. 8,52 
66/6000 GRTS II TERMINAL USER GD S$G1.2 DG15-00A ce) REF. ao 
66/6000 SYSTEM GPERATOR'S GUIDE DH79-00 fe) REF. 8.82 
66/6000 CONTROL CARDS POCKET GUIDE 4J DH95-00 e) REF. 9,60 
L66 EXTENDED TIME SHARING (ETS) SITE MNL DJ30-00 re) REF. 8.46 
66/6000 TIME SHARING SYSTEM REF MNL 452, DPS1,2,JS2 DJ31-00 ie) REF. 49.48 
66/6000 RPGII LANGUAGE REF + GCOS SUPPLEMENT MNL DJ34-00 fe] REF. 14,01 
66/6000 COLLECTION + PLOT SF SYST USAGE LEVELS MNL DKO2-00 fe) REF. 5,52 
SOF TWARE-~PROGRAM PREPARATIGN/MAINT 
66/6000 HOST-RESIDENT SOFTWARE SYSTEM 3/1 RNPO<00 AW84-00 ie) REF. 5.17 
66/6000 FORTRAN 2/H DDO02-00 ce) REF. 23.81 
66/6000 FORTRAN 3I DDO2-00B fe) REF. tele) 
66/6000 MACRO ASSEMBLER PROGRAM (GMAP) 2H DbDO08-00 ie} REF. 35.03 
66/6000 MACRO ASSEMBLER PROGRAM (GMAP) 2H ADD 1 DDO8-O0A fe) REF. ele) 
66/6000 MACRO ASSEMBLER PROGRAM (GMAP) 31 ADD 2 DDO& -00B 0 REF. 00 
66/6000 MACRO ASSEMBLER PROGRAM (@MAP) 4J ADD 3 DDO8-00C 0 REF. 00 
66/6000 MACRO ASSEMBLER PROGRAM (GMAP) 4JS & DPS! DDOsB-oOoD fe) REF. ,00 
66/6000 MACRO ASSEMBLER PROGRAM (GMAP) 4381 DDO8~O0E fe) REF. .00 
66/6000 GCOS TIME SHARING BASIC 2H DD16-00 fe) REF. 18,31 
66/6000 GCOS TIME SHARING BASIC 4J ADD 1 DD16-00A fe) REF, 00 
66/6000 FORTRAN SUBROUTINE LIBRARIES 27H DD20-00 fe) REF, 17.79 
66/6000 FORTRAN SUBROUTINE LIBRARIES 3! ADD 1 DD20-00A ce) REF. 00 
66/6000 JOVIAL 27H DD23-00 fe) REF, 12.41 
66/6000 COBOL REFERENCE MANUAL 2/H DD25-00 fe) REF. 26.02 
66/6000 COBOL REFERENCE MANUAL 3/1 ADD 1 DD25-00A ce) REF, fete) 
66/6000 COBSL USER GUIDE 2H DD26-00 te) REF, 28.72 
66/6000 COBOL USER GUIDE 31 AOD 1 DD26-00A ce) REF. 00 
66/6000 COBGL USER GUIDE 4J ADD 2 DD26-00B8 fe) REF. , 00 
66/6000 ALGOL 3/1 DD27-00 ce) REF, 17.41 
66/6000 GMAP POCKET GUIDE SR4S/J8S DD29-00 fe) REF. 8.82 
66/6000 SYSTEMS STARTUP 4S2,DPS1.2 DD33-03A 3 REF. oo 
66/6000 GCOS SYSTEM GPERATION TECHNIQUES 4S82,DPS1.2 DDSO-02A 2 REF. oo 
66/6000 FORTRAN POCKET GUIDE 2/H DD82-00 Q REF. 4,06 
L66 COBOL-74 REF MNL DEO1-00 fe) REF, 30.91 
L66 COBOL-74 REF MNL SRCB2.0 ADD 1 DEO1-00A 0 REF. 00 


2-013 ABS 1 


2-014 


R 
ORDER E FUNC - PRICE 
TITLE NG. Vv TION 
SERIES 60 LEVEL 66 
SOF TWARE-PROGRAM PREPARATION/MAINT 
L66 COBOGL-74 REF MHL SRCB3.O DEO1-OOB fe) REF. 00 
L66 COBGL-7:3 REF MNL SRCB4.0 DEQ1-00C fe) REF. ele) 
Lé6 COBCGL-74 REF MNL SRCB4,.0 DEO1-O0D (6) REF. .00 
..66 CORGL-74 USERS GUIDE SRCB2.0 DEO2-00 fe) REF, 25.39 
L6G COBGL-74 USERS GUIDE SRCB3.0 ADD 1 DEG2-00A fe) REF. 00 
L66 CORGL-74 USERS GUIDE CB4.0 ADD 2 DEO2-O00B fe) REF. 00 
L66 COBGL-74 USERS GUIDE SRCB4.0 DEO2-00C fe) REF. 00 
66/60G0 COBGL-74 POCKET GUIDE DEO3-00 i¢) REF. 7.38 
66/6000 STANDARD COBOL-68 REF MNL 3/1] DE17-00 0 REF. 26,03 
66/6000 STANDARD COBGL-68 USERS GUIDE 3/1] DE18-00 0 REF. 35,85 
66/6000 STANDARD COBOL-68 USERS GUIDE 4J ADD 1 DE18-00A 0 REF. 00 
66/6000 TSS TEX SR WP1.0 DF 72-00 0 REF. 14.81 
66/6000 FORTRAN REFERENCE MNL FT1,0 DG75-00 ie) REF, 29.47 
66/6000 FORTRAN REFERENCE MNL FT2.0 DG75-O0A ie) REF. rele) 
66/6000 1-0-S COEXISTENCE TO 1-D-S/II CONVERSION RF1.0 DGS89-00 fe) REF, 4,80 
68/6000 TRANSACTIGN PROCESSING EXECUTIVE-I1 SITE MANUAL DH74-00 ie) REF. 22.47 
66/6000 TRANSACTION PROCESSING EXECUTIVE-IT SITE MANUAL DH74-00A 0 REF, »Q0 
66/6000 TPE-II REFERENCE MANUAL TE1.0 DH75-00 ie) REF. 8.29 
66/6000 TPE-II REFERENCE MNL TE2.0 DH75-00A 0 REF. 00 
66/6000 TSS TXLIB SRWL1.0 DJOG-O00 19] REF. 2,63 
APL/66 POCKET GUIDE DLOS 10] REF 3.13 
66DPS & DPSS PASCAL/G6 USER GUIDE DL96-00 ie) REF 4,30 
SOF TWARE-DATA CONTROL 

PAGE PRINTING SYSTEM LEVEL 66 GCOS SUPPORT AT16-00 0 REF, 6.91 
66/6000 GENRATIGN DATA SETS CONTROL SYSTEM USERS GUIDE AX50-00 0 REF. 1,59 
66/6000 1-D-S/1 PROGRAMMERS GUIDE 2H DC52-00 fe) REF. 12,97 
63/6000 1-D-S/I PROGRAMMERS GUIDE 2H DC52-00A ie) REF mole) 
66/6000 I1-DB-S/1 PROGRAMMERS GUIDE 31 Bc52-00B QO REF 00 
66/6000 1-D-S/I USER GUIDE 2H BC53-00 0 REF 24.09 
68/6000 1-D-S/!I USER GUIDE 2H ADD 1 DC53-00A 0 REF mele) 
66/6000 1-D-S/I USER GUIDE 31 ADD2 DC53-00B ie) REF .Q0 
66/6000 MDQ3/11 USER GD SRMDO.6 DC80-01 1 REF 33.66 
66/6000 MDOQS/11 USERS GD SRMT1.0 Bcso-d02 2 REF 32.39 
66/6000 MDQS/IT USERS GD SRMT2.0 DC80-02A 2 REF. .90 
66/6000 GCES MDGS DATA BASE ADM SD Dc8s1-900 (e) REF. 19.34 
66/6000 GCOS BULK MEDIA CONVERSION 2H DD11-00 ie) REF. 7.41 
66/6000 GCOS BULK MEMIA CONVERSION 31 ADD 2 DD11-O0B e) REF .Q0 
66/6000 GCOS BULK MEDIA CONVERSION 31 ADD 3 DD11-00Cc ie) REF .00 
66/6000 GCOS BULK MEDIA CONVERSION 452 + DPS1.2 DD1i1-00D is) REF 00 
66/6000 TIME SHARING TEXT EDITOR 2/H DD18-00 fe) REF 9.26 
66/6000 TIME SHARING TEXT EDITOR 3/1 ADD 1 DD18-00A ce) REF . 00 
66/6000 TIME SHARING TEXT EDITOR 4J ADD 2 DD18-00B ce) REF 00 
66/6000 INDEXED SEQUENTIAL PROCESSOR #2/H DD38-00 ie) REF 12.97 
66/6000 INDEXED SEQUENTIAL PROCESSOR ADD 1 2/H DD38-00A ie) REF .90 
66/6000 FILE MGMT SUPERVISGR 16 DD45-00 0 REF 17.27 
66/6000 FILE MGMT SUPERVISGR 2H ADD 1 DD45-00A fe] REF tole) 
66/6000 FILE MANAGEMENT SUPERVISGR 31 DD45-01 1 REF 23.74 
68/6000 FILE MANAGEMENT SUPERVISOR 4J ADD 1 DD45-O1A 1 REF 00 
66/6000 FILE MANAGEMENT SUPERVISOR 4S JS DD45-02 2 REF 28.42 
66/6000 FILE MANAGMENT SUPERVISOR 452 + DPPi-2 DD45-02A 2 REF 00 
66/6000 I1-D-S DATA QUERY SYSTEM USERS GUIDE 2/H DD46-00 Q REF 5.92 
65/6000 1-D-S DATA QUERY SYSTEM USERS GUIDE 3/1 ADD 1 DD46-00A fe) REF 00 
66/6000 |-D-S DATA QUERY SYSTEM INSTALLATION 2/H DD47-00 9] REF 7,04 
66/6000 1-D-S DATA QUERY SYSTEM INSTALLATION 3/I ADD 1 DD47-Q0A fe) REF .090 
66/6000 MDOQS/IV MGMT DATA QUERY SYSTEM/IV USERS GD DD92-02 2 REF 36,38 
66/6000 MDQS/IV MGMT DATA QUERY SYSTEM/IV USERS GD DD92-02A 2 REF 00 
66/6000 MDGS/IV MGMT DATA QUERY SYST ADM GD DD92-02B 2 REF 00 
66/6000 MDGS ADM GD MD3.0 + MD480 DD94-01 1 REF 29,64 
66/6000 MOQS ADMINISTRATORS GUIDE MT1.0 + MF1.0 DD94-02 2 REF. 37,20 
66/6000 MDQS ADMINISTRATORS GUIDE MT1.0 + MF1.0 ADENDA DD94-02A 2 REF .00 
66/6000 MDGS ADMINISTRATORS GUIDE MT1.1 + MF1.1 ADENDA DD94 -02B 2 REF. .00 
66/6000 MDGS ADMINISTRATORS GUIDE MT2.0 + MF2.0 ADENDA 0D94-02C 2 REF . ,00 
63/6000 DATABASIC SYSTEM LANGUAGE MANUAL 2/H DD95-00 ie) REF. 11,12 
66/6000 DATABASIC LOAD UNLGAD SYSTEM 2H DD9S6-00 ie) REF. 6.66 
66/6000 PL/I USER GD 1.0 DEO4-00 ie) REF 24,20 
66/6000 PL/I USERS GUIDE SR2.0 DEO4-01 1 REF. 27.19 
66/6000 PL/I REF MNL SRPL1.0 DEO5-00 ie} REF 40.38 
66/6000 PL/I REF MNL SRPL2.0O ADD 1 DEOS-00A ie) REF 00 
66/6000 DOCUMENT ENTRY SUBSYSTEM HNDBK SR DE 1.0 DEO7-00 fe) REF 18,85 
66/6000 DOCUMENT ENTRY SUBSYSTEM HNDBK DES3.0 ADD 2 DEO7~-O0B fe) REF 00 
LEVEL 66 1-D-S/I1 COBOL-74 PROGRAMMERS GUIDE SRDB1.0 DEO9-01 1 REF 10,00 
LEVEL 66 1-D-S/I1 COBOL-74 PROGRAMMERS GUIDE SRDB2.0 ADD 1 DEO9-O1A 1 REF .90 
L66 1-D-S/II DATA BASE ADMINISTRATORS GUIDE SR DB2.0 DE10-01 1 REF 23.46 
LEVEL 66 INTERACTIVE I-D-S/1I1 SRDB1.0 DE11-01 1 REF. 7.43 
LEVEL 66 INTERACTIVE 1-D-S/I1I SRDB2.0 ADD 1 DE11-O1A 1 REF. 00 
L66/6000 COEXISTENT I1-D-S/II DATA BASE ADMINISTRATORS GUIDE DES8-00 ie) REF 21,84 
66/6000 CGOEXISTENT INTERACTIVE I-D-S/II DES9-00 Q REF. 6.29 


ORDER E FUNG ~ PRICE 
TITLE NG. Vv TION 


SERIES 60 LEVEL 66 
SOFTWARE-DATA CONTROL 


66/6000 COEXISTENT INTERACTIVE I-D-S/II SR CI1~-1 ADD 1 DE59-00A oO REF. 00 
66/6000 COEXISTENT I-D-S OVERVIEW 3/1 DE60-00 0 REF. 4,06 
L66 DM-IV COBOL-74 PROG REF MNL SR DBS.O DF76-00 0 REF. 11.02 
L66 DM-I1V COBOL~74 PROG REF MNL SR DB4.0 ADD 2 DF76-00B oO REF, 00 
L66 DM-IV COBOL-74 PROG REF MNL 0B5.0 DF76-00C oO REF, 00 
L66 DM-IV COBOI.-74 PROG REF MANUAL DB6.0 DF76-01 1 REF. 9.24 
L66 DM-IV DATA BASE ADMINISTRATOR REF MNL DB3.0 DF77-00 0 REF. 27.38 
L66 DM-IV DATA BASE ADMINISTRATOR REF MNL DB4.0 DF77-01 1 REF. 36.89 
L66 DM-IV DATA BASE ADMINISTRATOR REF MNL DBS.C_ . DF77-O1A 1 REF. 00 
66/6000 DM-IV INTERACTIVE I-D-$/11 SR DBS.0 DF78-00 Oo REF. 7.77 
L66 DM-IV INTERACTIVE 1~-D-S/II SRDBS.O DF78-00A 0 REF, 00 
L66 DM-IV INTERACTIVE I-D-S/II SRDB6.O DF78-00OB 0 REF. a0 
L66 DM-IV QUERY + REPORTING REF MNL MQ1,0 + MA1.0 DF79-00 ey REF. 27.50 
L66 DM-IV QUERY & REPORTING REF MNL MQ@2.0 & MA2.0 DF79-01 1 REF, 39.49 
66/6000 DM-IV PROCEDURAL LANGUAGE REF MNL DF 80-00 fe) REF. 16,39 
L66 DM-IV PROCEDURAL LANGUAGE REF MNL SRMA.2 DF80-01 1 REF. 16.82 
L66 DM-IV QUERY + REPORTING ADM GD MQ+MA1.0 DF81-00 Oo REF. 29.81 
L66 DM-IV QUERY + REPORTING ADM GD MQ+MA ADD 1 DF81-00A oO REF. ole) 
L66 DM-IV QUERY + REPORTING ADM GD MQ+MA ADD 2 DF81-00B oO REF. ‘00 
L66 DM-IV QUERY + REPORT ADM GD MG + MA2.0 DF81-01 1 REF. 28.51 
L66 DM-IV QUERY + REPORT ADM GD M22.1 + MA2.1 DF81-O1A 1 REF, 00 
L66 MDS BASIC USERS GUIDE DGO7-00 ) REF. 2.07 
66/6000 MDQS BASIC USER GUIDE MT1.0 MF1.0 DGO7-01 1 REF, 9.26 
L66 DM-IV FORTRAN PROGRAMMER REFERENCE MANUAL DB4.0 DG27-00 fe) REF, 11.85 
L66 DM-IV FORTRAN PROGRAMMER REFERENCE MNL SRDBS.0 DG27-004 oO REF. 00 
L66 DM-IV FORTRAN REFERENCE MNL. SRDB6.O DG27-00B oO REF. ole) 
L66 LOGICAL DATA TRANSFER USERS GUIDE R100 SRDB4.0 DH72-00 Oo REF, 7.48 
66/6000 DM-IV GRP BASIG USER GUIDE MA2,0 MQ2.0 DH88-00 re) REF 8.92 
66/6000 I“D~S/1-DD SYSTEM HANDBOOK DJ11-00 oO REF 9.20 
66/6000 I-D-S/I1-DD SYSTEM ONLINE USER GD DJ12-00 0 REF 4.44 
SOFTWARE-OPERATIONS CONTROL 
L66 LISP USERS GUIDE 3.0 AW41 1 INST 53 
66/6000 3270 GRTS MODULE USERS GUIDE AW56-01 1 REF. 1.28 
66/6000 DATANET 9355/6600 MACRO ASSEMBLER PROGRAM 2/H DDO1-00 fe) REF, 25.07 
66/6000 GENERAL LG@ADER 2H DD10-00 OQ REF. 8.52 
66/6000 GENERAL LOADER 2H ADD 1 DD10-00A oO REF. a0 
66/6000 GENERAL LOADER SI ADD 2 DD10-00B oO REF. ee) 
66/6000 GENERAL LOADER 4J ADD 3 DD10-00c oO REF. 00 
66/6000 GENERAL LOADER SR4S2 + DPS1.2 DD10-00D oO REF. 00 
66/6000 DATANET 3585/6600 SIMULATOR 2/H DD32-00 ) REF. 4.44 
66/6000 DATANET 3855/6600 RELOCATABLE LOADER 2/H DD35-00 QO REF 5.56 
SOFTWARE-UTILITY FUNCTIONS 
L66 USER GUIDE TO 200/0 COMPATIBILITY MODE ON Lee (cM66) AH63-00 fe) REF. 9.26 
PAGE PRINTING SYSTEM LEVEL 66 GCOS SUPPORT AT16-00 0 REF. 6.91 
LEVEL 66 GM66 IMPORT/EXPORT UTILITY USERS GUIDE AU74-01 1 REF. 11.47 
L66 TAPE TESTING SYSTEM USERS GUIDE AZ74-00 fe) REF. 4.13 
66/6000 MASS STORAGE UTILITY PACKAGE USER GD 31 & 4J CB87-01 1 REF, 2.51 
66/6000 MASS STORAGE UTILITY PACKAGE USER GD 3! & 4J ADD 1 CB87-01A 1 REF. 00 
GCOS6 MOD 200 LG6/L66 FILE TRANSMISSION USERS GD 0100 CD52-00 fe) REF. 4.97 
66/6000 UNIFIED FILE ACCESS SYSTEM 2H DC89-00 0 REF, 13.20 
66/6000 UNIFIED FILE ACCESS SYSTEM 31 DCa9-01 1 REF. 24.69 
66/6000 UNIFIED FILE ACCESS SYSTEM 4J DCB89-O1A 1 REF. a0 
66/6000 UNIFIED FILE ACCESS SYSTEM 4J81 DC89-02 2 REF. 29.81 
66/6000 UNIFIED FILE ACCESS SYSTEM 4JS2 &PDS1 DC89-03 3 REF, 35.31 
L66 UTL2 UTILITY ROUTINE SR2 DC91-00 oO REF. 3.57 
L66 UTL2 UTILITY ROUTINE SRS DC91-01 1 REF, 4.50 
L66 UTL2 UTILITY ROUTINE SR481 . DC91-01A 1 REF. a0 
L66 UTL2 UTILITY ROUTINE 482, DJPS1.2 DC91-02 2 REF, 4.81 
66/6000 SOURCE AND SBJECT LIBRARY EDITOR 2/H DDO6-00 0 REF, 21,.73 
66/6000 SOURCE AND OBJECT LIBRARY EDITOR 4J ADD 1 DDO6-00A 80 REF. ole) 
66/6000 SOURCE AND OBJECT LIBRARY EDITOR 482&DPS1.2 DDO6-00B oO REF, 00 
66/6000 FILE & RECORD CONTROL 2H DDO7-00 0 REF. 17,39 
66/6000 FILE + RECORD CONTROL 2H ADD 1 DDO7-00A Oo REF. 00 
66/6000 FILE + RECORD CONTROL 31 ADD 2 DDO7-00B oO REF, a0 
66/6000 FILE + RECORD CONTROL 4J ADD 3 DDO7-00C «—O REF. 00 
66/6000 FILE & RECORD CONTROL 482 & DPS1.2 DDO7-01 1 REF. 20.60 
66/6000 SORT/MERGE 2/H DDOg-00 fe) REF. 10,01 
66/6000 SORT MERGE 3/1 ADD 1 DDOS-00A oO REF. 00 
66/6000 GCOS UTILITY 2H DD12-00 Oo REF, 7.41 
66/6000 GCOS SUMMARY EDIT PROGRAM 2H DD24-00 ) REF. 7.43 
66/6000 GCOS SUMMARY EDIT PROGRAM 31 ADD 2 DD24-00B oO REF. ele) 
66/6000 GCOS SUMMARY EDIT PROGRAM 4J ADD 3 DD24-00c oO REF. .00 
66/6000 SUMMARY EDIT PROGRAM 4$3/DPS1.3/JS3 DD24-01 1 REF. 11.58 
66/6000 SERVICE ROUTINES 2H DD42-01 1 REF. 11,855 
66/6000 SERVICE ROUTINES 31 ADD 1 DD42-01A 1 REF, .00 


2-015 ABS! 


PRICE 
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SERIES 60 LEVEL 66 
SOFTWARE-UTILITY FUNCTIGNS 


66/6000 SERVICE ROUTINES 4J ADD 2 

66/6000 SERVICE ROUTINES 4S2 + DPSi.2 

66/6000 GCOS DEBUG AND TRACE ROUTINES 2H 

66/6000 GCOS DEBUG AND TRACE ROUTINES 31 ADD 1 

L66 SPAMI! SLAVE PROGRAM ACTIVITY MONITOR SYST USER GD 
L66 SPM/II SLAVE PROGRAM ACTIVITY MONITOR SYST USER GD 
66/6000 DEBUG SUPPORT SYSTEM DS2.0 

66/6000 DEBUG SUPPORT SYSTEM DS2.0 

66/6000 FILE GENERATION UTILITY SR FG1.0 

L66 NAME/ADNRESS SCRUB SYSTEM USERS GUIDE 

66/6000 COBSL 74/UFAS DEBUGGING TECHNIQUES 

66/6000 UNIFIED FILE ACCESS SYST (UFAS) USER GDE 
66/6000 FILE SYSTEM UTILITY PACKAGE SRFM1-0 


APPLICATIONS -MANUFACTURING 


L66 PSC/SYSTEM HANDBOOK 

L66 PSC/SYSTEM HANDBS&OK ADD 1 

L6G PSC/SYSTEM HANDBOOK 

L66 APT PUNCHED PAPER TAPE DEMG GUIDE 

L66 APT/66 PUNCHED PAPER TAPE USER'S GUIDE 

LEVEL 66 ANC - INDEPENDENT POSTPROCESSOR EXECUTIVE SUBSYS 
L66 IMS/66 (EXTENDED) SYST HNDBK 

L66 IMS/66 EXTENDED 1/76 MANUAL 

L66 APT/66 PART PROGRAMMING LANGUAGE MNL 

L66 APT/66 PART PROGRAMMING POCKET GUIDE 


APPLICATIGNS-BANKING AND FINANCE 


66/6000 BANK INFO SYST NETWORK (BISNET) ADMIN GUIDE 
66/6000 CHECK PROGF/TRANSIT SUBSYSTEM SYSTEM HANDBOOK 


APPLICATIGNS-EDUCATIOGON 


L6G RESOURCE RETRIEVAL SYSTEM USER GUIDE 

L66 INDIVIDUALIZED MATHEMATICS INSTRUCTION USERS GUIDE 
L66 SCRIBE STUDENT SCHEDULING SYST HANDBOOK MNL 

L6G SCRIBE STUDENT SHEDULING SYST HANDBOOK 

L66 SCRIBE STUDENT SCHEDULING SYST ADMIN GUIDE MNL 


APPLICATIONS-STATE/LOCAL GOVERNMENTS 
G6DPS ONLINE JOB SERVICE MATCHING JSMS FUNCTIONAL DESCRIPT 
APPLICATIONS-FINANCIAL MANAGEMENT SYS. 


L66 PAYROLL SYSTENS HANDBOOK 

L66 PAYROLL SYSTEMS HANDBOGK ADDENDA 

L66 PAYROLL SYSTEMS HANDBOOK ADDENDA 

L66 PAYROLL SYSTEMS HANDBOGK ADDENDA 

L66 PAYROLL SYSTEMS HANDBOOK ADDENDA 

L66 GENERAL LEDGER SYSTEM HANDBOOK 

L66 GENERAL LEDGER SYSTEM HANDBOOK ADDENDA 
L66 GENERAL LEDGER SYSTEM HANDBOOK ADDENDA 
L66 ACCOUNTS PAYABLE SYSTEMS HNDBK 

L66 ACCOUNTS PAYABLE SYSTEMS HANDBOOK 

L66 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK 
L66 ACCOUNTS RECEIVABLE SYSTEM HANDBOGK 


APPLICATIGNS-MGT SCIENCE, MATH/ENG 


SERIES 6000 BMD STATISTICAL PROGRAMS REF MNL 

66/6000 SIMSCRIPT REF MNL 

66/6000 SIMSCRIPT REF MNL 

66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 1 
600/6000TIME-SHARING APPLICATIONS LIBRARY GUIDE VOL 1 ADD B 
66/6000 TIME-SHARING APPL LIBRARY GD V.1 

66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 2 

66/6000 TIME-SHARING APPL LIBRARY GD V.2 STATISTICS 

66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 3 MGMT SC1 
66/6000 TIME-SHARING APPL LIBRARY GD V.3 MGMT SCI 

66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 4 

66/6000 TIME-SHARING APPL LIBRARY GD V.INV 

66/6000 CONCORDANCE GENERATOR PROGRAM FUNCTIANAL DESC 

LEVEL 66 GENERAL PURPOSE SIMULATOR SYSTEM/66 GPSS/66 REF MN 
66/6000 AUTOMATED DYNAMIC ANALYZER FUNCTIONAL DESCRIPTIGN 
66/6000 PROJECT MGMT & CONTROL PMCS/66 SYSTEM HNDBK 

LEVEL 66 MPS - CFMS IMPLEMENTATION GUIDE 

L66 MPS - CFMS IMPLEMENTATION GUIDE ADD A 
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DD42-01B 
DD42-01C 
DD43-00 
DD43-00A 
DG40-00 
DG40-00A 
DGS3-01 
DGS3-O1A 
DG79-00 
DH63-00 
DH73-00 
DJ28~-00 
DL75-00 


AN32 
AN32A 
AN32B 
DAS1 
DB30 
DB46 
DESO 
DES} 
DE8&4 
DE85 


DD86& 
DE3O 


CC26 
OFSO 
DLO7 
DLO7A 
DL20 


DJ5O 


DG6i 
DG6I1A 
DG61B 
DGG61C 
DG61D 
DG62 
DGOG2A 
DG62B 
DGE3 
DO63A 
De64 
DG64A 


BPS2 
BP99 
BPSsc 
DA43 
DA43B 
DA43C 
DA44 
DA44B 
DA45 
DA45E 
DA46 
DA46B 
DBS6 
DC34 
DC94 
DDSe 
DD67 
DDG7A 
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SERIES 60 LEVEL 66 
APPLICATIGNS-MGT SCIENCE, MATH/ENG 


66/6000 APL/66 USERS GUIDE DD78 1 REF. 13.34 
L66 ASTRA II RESOURCE ALLOCATIGN PROGRAM REF MNI DE12 i¢) REF, 15,34 
L66 NUMERICAL CONTROL/66 SYST HNDBK DGO8 e) REF. 10.12 
L66 MATHEMATICAL FROGRAMMING SYSTEMS (MPS) USER GUIDE DG10 fe) REF. 25.27 
L66 MATHEMATICAL PROGRAMMING SYSTEMS (MPS) USER GUIDE DG10A ie) REF, oo 
L66 PMCS PROJECT MGMT + CONTROL/66 POCKET GUIDE DG44 1 REF. 5.89 
L66 PMCS/G6 INTERACTIVE INPUT & REPORTING USER SUIDE DJOS 1 REF, 26.08 
L66 PMCS/66 INTERACTIVE INPUT POCKET GUIDE DJO4 ie) REF. 5.13 
MISCELLANEGUS APPLICATIONS 
L66 HONEYEDIT USERS GUIDE AW44 Q REF. 2.26 
66/6000 3270 GRTS MAPPING MODULE USERS GUIDE AYO9-00 i?) REF. 2,05 
LEVEL 66 TOTAL REFERENCE MANUAL DE28 ie) REF. 12.40 
SITE PREPARATION 
LEVELS 66&68 SITE PREPARATION MANUAL DC79 3 REF. 11,09 
LEVELS 66&68 SITE PREPARATIGN MANUAL ADDENDA DC79A 3 REF, .00 
GENERAL ISSUES 
L6+66 FORMS SPECS/DHUO800/9800 + 234 DOCUMENT HNDLRS AY29 1 REF. 4.81 
DPS & 
HARDWARE 
L66/68/DPS 8 MSU0500/0501 MASS STORAGE UNIT GPERATIGN AYOS 1 REF. 2.60 
SOFTWARE - ENTIRE GPERATING SYSTEM 
66/6000 GCOS TDS USER GD SR4 DC39-02 2 REF. 23.75 
66/6000 TDS USER GD TD410/TD4.0VM DC39-02A 2 REF. 00 
66/6000 TDS SITE MANUAL TD4.0/TD4, OVM Dc40-04 4 REF. 25.00 
66/6000 TRANSACTION DRIVEN SYSTEM REF MNL TDS 2 BDC42-01 1 REF. 16.12 
66/6000 TRANSACTIGN DRIVEN SYSTEM REF MNL TOS 3 ADD 2 Dbc42-01B 1 REF. .00 
66/6000 TRANSACTION DRIVEN SYSTEM REF MNL TDS 4 ADD $3 Dc42-01C 1 REF. .00 
66/6000 TRANSACTION DRIVEN SYSTEM REF MNL (TDS) 0c42-01D 1 REF. .00 
66/DPS8 DM-IV TRANSACTIGN PROC SITE MNL TA2.0/TA2. OVM DF45-02 2 REF. 16.64 
DPSS GCOS8 GS PROGRAMMER MESSAGES + ABORT CODES 1000 DH12-00 0 REF. 16,60 
DPS8 GCOS8 OS SYSTEM GPERATGOR MESSAGES 1000 DH13-00 ie) REF. 16.50 
DPS8 GCUSS 6S MASTER MGDE ENTRY SPERATIONS DH16-00 Oo REF. 10.30 
DPSS GCOSS GPERATING SYSTEM - SYSTEM STARTUP DH18-00 0 REF. 23.55 
DPS& GCOSS GS SYSTEM OPERATING TECHNIQUES SRO100 DH20-00 ie) REF. 28.70 
DPS8 GCOS8 OS ACCOUNTING SR1000 DH22-00 1°) REF. 20,06 
DPS8 BCOSS8OS 1/6 PROGRAMMING DH23-00 Q REF. 16.20 
DPS8 GCOSS OS TIME SHARING SYSTEM REFERENCE MNL DH24-00 0 REF. 47.12 
SOF TWARE-PROGRAM PREPARATION/MAINT 
DPS8 ASSEMBLY INSTRUCTIONS MNL DHO3-00 Q REF. 45.15 
66DPS & DPSS PASCAL/66 USER GUIDE DL96-00 fe) REF. 4.30 
SOFTWARE-DATA CONTROL 
DPS8& BCOSS GS JOB CONTROL LANGUAGE SR1000 DH17-00 ie) REF. 25.76 
DPS& GCOSS OS FILE MGMT SUPERVISOR SR1000 DH19-00 ie) REF. 26.50 
SOFTWARE-UTILITY FUNCTIONS 
DPS& GCOS8 OS UNIFIED FILE ACCESS SYSTEM DHO?7~-900 Q REF. 30.08 
SITE PREPARATION 
DPS8 SITE PREP MANUAL DL64-00 ie) REF. 9.86 
SERIES 60 LEVEL 68 (MULTICS) 
HAROWARE 
MULTICS VIRTUAL MEMORY AG9S5 Le} INST 11,44 
L68 MULTICS PROCESSOR MNL AL39-01 1 REF. 23.98 
L68 MULTICS PROCESSOR MANUAL AL39-O1A 1 REF. .00 
LEVELS 64,66,68 MTU0400/0800/0600 GPERATIGN AM46 2 REF. 2.20 
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SERIES 60 LEVEL. 6&8 (MULTICS) 
HARDWARE 


SERIES 60 MSU0400 MASS STGRAGE UNIT GPERATIGN 

SERIES 60 CRUOS00/1050 CARD READER OPERATION 

SERIES 6O PRU1200/1600 PRINTER GPERATIGON 

S60 CCUQ400 CARD READER/PUNCH & CPU0120 CARD PUNCH GP 
LEVELS 66 & 68 MSU0402/0451 
68 PRU1100 PRINTER GPERATION 


LEVELS 66 & 


GPERATI 


GN 


L.66/68/DPS 8 MSUO0500/0501 MASS STORAGE UNIT GPERATION 
66/0PS,68/DPS&DFS8 DATANET6641/51/61/78 OPERATIGN MNL 


L.64/66/68 CRUO3O1/0501 
64/66/60 CRUO301/0501 


LEVELS 66868 MTUO0610 MAGNETIC TAPE 


SOF TWARE 


MULTICS VIRTUAL MEMORY 


GUIDE TO MULTICS WORDPRG 
68 MULTICS PROGRAMMERS MANUAL - 


L68 
L6S 
L6& 
L68 
L68 
L6& 
L6& 
L68 
L6S& 
L68 
L68 
L6a 
L638 
L6S 
L6és 
L68 
L68 
L6é8 
L6és 
Les 
L68 
L6& 
L68 
L68 
L638 
L68 
L6& 
L6& 
L68 
L68 
L68 
L68 
L68 
L68 
L68 
L68 


L638 
L68 
L68 
L68 
L68 
L6& 
L68 
L68 
L68 
L68 
Léa 
L68 
L68 
L68 


L68 
L6& 
L6s& 
L68s 
L68 
L68 
L68 
L68 
L68 
L68 


ENTIRE OPERATING SYSTEM 


INTR 


MULTICS PROGRAMMERS MANNUAL 8.0 


MPM MULTICS 
MPM MULTICS 
MPM MULTICS 


MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 
MUTICS 

PL/1 
PL/1 
PL/I 


MPM 
MPM 
MPM 
MPM 
MPM 
MPM 
MPM 
MPM 


MPM 


CARD READER OPERATION REF MNL 
CARO REAGER GPERATION REF MNL 


UNIT OPERATION 


ODUCTIGN 


PROGRAMMERS MANUAL REF GD 7.06 
PROGRAMMERS MANUAL REF GD 8.0 
PROGRAMMERS MANUAL REF GO 6.0 


COMMANDS 
COMMANDS 
COMMANDS 
COMMANDS 
COMMANDS 
COMMANDS 


AND 
AND 
AND 
AND 
AND 
AND 


ACTIVE 
ACTIVE 
ACTIVE 
ACTIVE 
ACTIVE 
ACTIVE 


SUBROUTINE SR6.0 
SUBROUTINES SR7.0 ADD 1 


~ SUBROUTINES 8.0 
LANGUAGE SPECIFICATION SR5.0 

LANGUAGE SPECIFICATIGN SR6.0 ADD 1 
LANGUAGE SPECIFICATION SR7.0 ADD 2 


FUNCTIONS 
FUNCTIONS 
FUNCTIGNS 
FUNCTIGNS 
FUNCTIONS 
FUNCTIONS 


OOnNNY® UO 
ooo0o00c°o 
> 


PL/1 LANGUAGE SPECIFICATION SR8&.0 ADDS 
PL/1 LANGUAGE SPECIFICATION SR8.0 ADD 4 
MAM SYSTEM ADMINISTRATOR 
MAM SYSTEM ADMINISTRATOR 


MAM SYSTEM ADMINISTRATOR 


MAM SYSTEM ADMINISTRATOR 
MAM SYSTEM ADMINISTRATOR 8. 
ADMINISTRATORS MANUAL - 
ADMINISTRATGRS MANUAL - 
ADMINISTRATORS MANUAL - 
ADMINISTRATORS MANUAL - 
MPM - SUBSYSTEM WRITERS 
MPM - SUBSYSTEM WRITERS 
- SUBSYSTEM WRITERS 
INTRODUCTORY USERS GUIDE SRG. 
GPERATORS HANDBOOK SRS. 
GPERATGRS HANDBOOK SR6. 
GPERATORS HANDBOOK SR7. 
GPERATGRS HANDBOSK 8.0 
OPERATORS HANDBOGK 8.0 
LEVEL 68 MULTICS BASIC 
6COS ENVIRONMENT SIMULATGR 7.0 
GUIDE T& MULICS MANUALS 8.0 
MULTICS SYSTEM METERING 7.0 
MULTICS USER RING INPUT/GUTPUT 
MULTICS CARRY FACILITY 7.0 
MULTICS CARRY FACILITY 7.0 ADD 1 

STANDARDS SYSTEM DESIGNERS NOTEBOOK 8.0 
MULTICS COMMUNICATIONS SYSTEM 7.0 

MULTICS HARDWARE DIAGNOSTIC AIDS 6.0 
MULTICS HARDWARE DIAGNOSTIC AIDS 6.0 ADD 1 
MULTICS GRAPHICS SYSTEM 8.0 
MAM REGISTRATION + ACCOUNTING ADMINISTRATOR 4.0 


MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 
MULTICS 


MAM REGISTRATIGN + ACCOUNTING ADMINISTRATOR 7.0 ADD 1 


MPM 


SRS5.Q 
SR5.0 
SR6.0 
SR7.06 
8.0 


ADD 1 
ADD 2 
ADD 3 


PROJECT 4.0 
PROJECT 60.0 ADD 1 
PROJECT 7.0 ADD 2 
PROJECT 8.0 ADD 3 
6D 7.0 

GD 8.0 

GD 8.0 

oO 

0) 


0 ADD 1 
0 ADD 2 


SYSTEM SDN 


MAM REGISTRATION + ACCOUNTING ADMINISTRATOR 9.0 
LEVEL 68 MULTICS DFAST SUBSYSTEM USERS GUIDE SRS, 1 
MULTICS FAST SUBSYSTEM REF MNL 8.0 

MULTICS FAST SUBSYSTEM REF MNL 8.0 

COMMANDS & ACTIVE FUNCTIGNS POCKET GUIDE 3.1 
MULTICS POCKET GD COMMANDS & ACTIVE FUNCTIONS 8.0 


MULTICS 


RELATIGNAL 
MULTICS RELATIGNAL 
MPM PERIPHERAL I/0 8. 
MPM PERIPHERAL 1I/0 8. 


fe) 


DATA STORE REF MNL 
DATA STORE REF MNL 8.1 
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AGS5 
DJ18 
AGS0-01 
AGS0-02 
AG91 -02 
AGS1-02A 
AG91-02B 
AG92-02 
AG92-02A 
AG92-02B 
AG92-02C 
AG92-03 
AG92-03A 
AGS3-02 
AGS3-02A 
AGSS-02B 
AG94-02 
AG94-02A 
AG94-02B 
AGS4-02C 
AGS4-02D 
AKSO-01 
AKSO-O1A 
AK50-01B 
AK50-01C 
AK50-01D 
AK51-01 
AK51-O1A4 
AK51-01B 
AKS1-01C 
AK92-02 
AK92~-02A 
AK92 -02B 
AL40-01 
AM81-01 
AM81-O1A4 
AM81-01B 
AM81-01C 
AM81-01D 
AM82~-00 
ANOS -01 
ANS5SO-02 
AN52-01 
AN57-00 
AN76-01 
AN76-0O1A 
AN8&2-00 
AN85-01 
AR97-01 
AR97-O1A 
AS40-01 
AS68-00 
AS68-00A 
AS68-00B 
ATS9-00 
AU25-01 
AU25-O1A 
AW17-00 
AW17-01 
AW53-01 
AW53-03 
AX49-01 
AX49-01A 
AX4$-01B 
AZ03-01 
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R 
ORDER E FUNC - PRICE 
TITLE NG, Vv TION 
SERIES 60 LEVEL 68 (MULTICS) 
SOFTWARE ENTIRE GPERATING SYSTEM 
L68 MULTICS LOGICAL INQUIRY UPDATE SYSEM REF MNL AZ49-00 Q REF 3.52 
L68 LOGICAL INQUIRY AND UPDATE SYSTEM REF MNL 8,1 AZ49-02 2 REF 4.85 
L68 MULTICS WORDPRO REF GD 7.0 AZ98-01 1 REF 11.00 
L683 MULTICS WORDPRO REF GD 8.0 ADDENDA AZ9B-O1A 1 REF »90 
L68 MULTICS BULK INPUT/GUTPUT 7.0 CC34-01 1 REF 7,26 
L68 MULTICS BULK INPUT/GUTPUT 8.0 CCO34-O1A 1 REF .90 
L68 MULTICS BULK INPUT/GUTPUT 8.0 CC34-01B 1 REF tole) 
L68 MULTICS FORTRAN USERS GUIDE 7.0 CcC70-00 0 REF 7.92 
LG& MULTICS FORTRAN USERS GUIDE 8-0 CC70-01 1 REF 7,92 
L6& MAM RESGURCE CONTROL 8.0 CC74~-00 ) REF , 4.29 
L68 MAM RESGURCE CONTROL 8.0 CC74-00A fe) REF .00 
L68 MAM COMMUNICATIONS REF MNL 7-0 CC75-00 fe) REF , 2,36 
L6& MAM COMMUNICATIONS REF MNL 8,0 CC75-00A te) REF 00 
L68 MPM - CGOMMUNICATIGNS 176 SR7.0 cc92-00 fe) REF 6.60 
L68 MPM-COMMONICATIGNS 1/0 8.0 CC922-00A Q REF 90 
L68 MULTICS TRANSACTIGNAL PROCESSING REF MNL 7.0 ccg6-01 e) REF 5.28 
L68 REMOTE BATCH FACILITY MULTICS 7.0 T@& L6& MOD4N0 0110 CG18-900 ) REF 4.07 
L68 QEDX TEXT EDITOR USER GUIDE 7.0A CG40-00 fe) REF 7,70 
L68& NEW USER'S INTRODUCTION T& MULTICS PART 1 CH24-00 fe) REF 6.16 
L6& NEW USER'S INTRODUCTION TO MULTICS- PART II CH25-00 fe) REF 5.06 
L68 EMACS TEXT EDITOR USERS' GUIDE 8.0 CH27-00 8) REF 13,20 
L68 EMACS EXTENSIGN WRITERS GUIDE 8.0 CJ&S2-00 ) REF 5.95 
L68 MULTICS PPS UTILITY MANUAL MR8,0 CJ97-00 ) REF 3.08 
L68 INTRODUCTIGN TO PROGRAMMING GN MULTICS 8.0 CP65~00 fe) REF 6.15 
SOF TWARE-PROGGRAM PREPARATIGN/MAINT 
L68 MULTICS APL. PRELIMINARY EDITGN 7.0 AK95-01 1 REF. 8.36 
L68 MULTICS APL &.0 AK95-O1A 1 REF 00 
L68 MULTICS PL/I REF MNL 4.0 AM83-00 fe) REF. 32.56 
L68 MULTICS PL/I REF MNL 7.0 ADD 1 AM8&3-00A 0) REF mele) 
L68 MULTICS ALM ASSEMBLER SON AN63-00 ce) REF 2,20 
L68 MESSAGE SEGMENT FACILITY SDN 2.0 AN69-00 6) REF 4,29 
L6&8 MULTICS COBOL USERS GD 6.0 AS43-01 1 REF 7.26 
L68 MULTICS COBOL USER GUIDE 7.0B AS43-O01A 1 REF .O0 
L68 MULTICS COBCL USER GUIDE 7,0 AS43-01B 1 REF .90 
L68 MULTICS COBG@L USER GUIDE 6.0 AS43-01C 1 REF. mole) 
L68 MULTICS COBCGL USER GUIDE 8.0 AS43-01D 1 REF 00 
L68 MULTICS COBGL REF MNL SRS.0 AS44-01 1 REF 17.16 
L6é8 MULTICS COBGL REF MNL 6.0 AS44-01A 1 REF. 00 
L6é8 MULTICS COBOL REF MNL 7.0 AS44-01B 1 REF 90 
L68 MULTICS COBOL REF MNL 7.0 AS44-01C 1 REF 00 
L68 MULTICS COBG&L REF MNL 7.0B AS44-01D 1 REF 00 
L6é8 MULTICS COBGL REF MNL 8,0 AS44-01E 1 REF 00 
L68 MULTICS FORTRAN REF MNL 8.0 ATS8-02 2 REF, 9.68 
L68 MULTICS FORTRAN REF MNL &.0 AT58-02A 2 REF 00 
L68 MULTICS REPORT PROGRAM GENERATOR REF MNL MSR 6.0 cc69-00 0 REF. 9,90 
SOF TWARE-UTILITY FUNCTIONS 
L68 MULTICS GN-LINE TEST + DIAGNOSTICS REF MNL 6.90 AU77-01 1 REF, 4.07 
L68 MULTICS ONLINE TEST + DIAGNOSTICS REF MNL 7.0 AU77-02 2 REF 4.07 
L68 MULTICS SORT MERGE SR4.0 AW32-00 ) REF 2.97 
SITE PREPARATION 
LEVELS 66868 SITE PREPARATIGN MANUAL DC79 3 REF. 11.09 
LEVELS 66868 SITE PREPARATIGN MANUAL ADDENDA DC79A 3 REF, 00 
COMMUNICATIONS TERMINALS + PROCESSORS 
HARDWARE 
765/775/765 VIP REFERENCE MANUAL AA19 1 REF 6.29 
7300 SERIES BANKING TELLER TERMINAL SYSTEMS BTT AK97 1 REF 11,85 
DATA COMMUNICATIGNS 7700/7705 SYSTEM REF MNL. AL29 2 REF 8.52 
MTS 7600 DATA COMMUNICATION PACKAGE AM25 2 REF 6.48 
MTS 7500 MULTIFUNCTION TERMINAL SYSTEM REFERENCE MANUAL. AN11 1 REF -4,06 
7300 SERIES BTT DATA CAPTURE CASSETTE UNIT AN23 re) REF 5.17 
MTS 76500 GPERATORS GUIDE AN48 1 REF 11.67 
VIP 7760 SUBSYSTEM USER'S REFERENCE MANUAL AT45 e) REF 20.88 
VIP 7760 GPERATIONS DATA COMMUNICATIGNS AU24 1 REF. 8.08 
DATA COMMUNICATIONS VIP7700R/7705R REF MNL. AW10 1 REF 7.77 
LG2 VIP 7700 DATA COLLECTION SYSTEM USERS GUIDE AW67 -00 fe) REF. 1.25 
L6 DST 6/500 DISTRIBUTED SYSTEMS TERMINAL AW85 0 REF, 19,77 
DATA COMMUNICATIONS VIP 7100/7105 GPERATION REF MNL AW92 1 REF, 2.21 
DATA COMMUNICATION VIP 7200/7205 GPERATION AX31 1 REF. 4.13 


AB81 


R 
ORDER E FUNC ~ PRICE 
TITLE NG. Vv TIGN 
COMMUNICATIONS TERMINALS + PROCESSORS 
HARDWARE 
DST6/500 DISTRIBUTED SYSTEM TERMINAL OPERATOR REF CARD AX92 e) REF. 18 
DST6/S00 DISTRIBUTED SYSTEM TERMINAL FORM + TABLE REF CARD AY13 ce) REF. 18 
PRU1001/2 TWU1001/2 TELEPRINTER TERMINALS GPERATION AZ26 1 REF . 2.28 
PRU1003/5 & TWU1003/5 TELEPRINTER TERMINAL GPERATION AZ27 te) REF. 3,19 
PRU1901 TWU1901 SYNCHRONOUS PRINTER TERMINAL GPERATIGN Az29 ¢) REF. 4.11 
VIP7800 USER'S REF MNL 71010760-200 Cc60 1 REF. 22.09 
SOFTWARE - ENTIRE GPERATING SYSTEM 
DATANET 700 RNP TYPE RCP701/702 OPERATORS GUIDE ANO3-00 ce) REF, 11,50 
7300 SERIES BTT STANDARD TRANSACTION PROGRAM AN10-00 ie) REF. 17,05 
DATANET 700 RNP SYSTEM STARTUP & GPERATIGN ©0400 AU55-00 fe) REF. 18,54 
DATANET 700 RNP SYSTEM GENERATION 0400 AUSG-00 fe) REF 28,42 
SOF TWARE-PROGRAM PREPARATIGN/MAINT 
MTS 7500 EASAL 2 USERS GUIDE D6S AM20-02 2 REF, 5.17 
66/6000 HOST-RESIDENT SOFTWARE SYSTEM 3/71 RNPO400 AW84-00 ce) REF, 5.17 
SOFTWARE-DATA CONTROL 
DATANET 700 RNP RCP707 SYSTEM STARTUP/GPERATIGN SR320 AMOS -01 1 REF 30.36 
DATANET 700 RNP 707 CGONFIGURATIGN SRO320 AP12-01 1 REF 17.41 
DATANET 700 RNP REMOTE TERMINAL CONCENTRATIGN GOP GD 0400 AU54-00 ce) REF 9,63 
DATANET 700 RNP COMMUNICATIGNS 0400 AU57-00 fe) REF 12,41 
L62 VIP 7700 DATA COLLECTION SYSTEM USERS GUIDE AWS7-00 fe) REF 1.25 
SERIES 6O DST 6/500 GPERATORS GUIDE SRO100 AX20-00 fe) REF 5.98 
SOF TWARE-UTILITY FUNCTIONS 
MTS 7500 PAP TEXT PROCESSING SYSTEM USERS GUIDE AM22-01 1 REF. 7.77 
MTS 7500 PAP TEXT PROCESSING SYSTEM USERS GUIDE ADD 1 AM22-01A 1 REF. mele) 
USER REF MNLS 
VIP7800 DISPLAY TERMINALS USER REF MNL 71010397-160 CHS2 te) REF. 37,61 
SITE PREPARATION 
VIP TERMINALS SITE PREPARATION MNL AX78 1 REF. 14.70 
VIPTERMINALS SITE PREPARATIGN MANUAL ADDENDA AX78A 1 REF. .00 
PAGE PRINTING SYSTEM 
HARDWARE 
PAGE PROCESSING SYSTEM DESK TGP SALES PRESENTATION CP29 fe) INST 50,00 
PAGE PROCESSING SYSTEM DESK TOP SALES PRESENTATION CP29A ce) INST 00 
PAGE PRINTING SYSTEM GPERATIGN AR46 2 REF. 20.12 
PPS OPERATORS QUICK REFERENCE GUIDE AY63 1 REF. 4,65 
VTS7720 TERMINALS USER'S GUIDE CHS7 fe) REF, 7,44 
PPS I] SYSTEMS GPERATIGN MANUAL CPO5-00 6) REF. 18,23 
SOFTWARE - ENTIRE OPERATING SYSTEM 
PAGE PRINTING SYSTEM GS AND DOS SUPPORT FOR PPS AR86-02 2 REF. 8,02 
PPS + PPS II OS + DOS SUPPORT AR&6-03 3 REF, 7,07 
PAGE PRINTING SYSTEM LEVEL 66 GCOS SUPPORT AT16-00 ce) REF, 6.91 
PAGE PRINTING SYSTEM 6S/2000 SUPPORT SRO6O1 AY82-00 ce) REF , 7.77 
PPS BURROUGHS SUPPORT SR3.2 CC30-00 ce) REF. 3,65 
PPS CONTROL LANGUAGE + CONTROL BLOCK REF MNL cD87-00 fe) REF , 5,45 
PPS & PPS II CONTROL LANGUAGE AND CONTROL BLOCK MNL CD87-01 1 REF. 7.27 
SOFTWARE -OPERATIGNS CONTROL 
PPS 11 PAGE PROCESSING SYSTEM COMMANDS REF CARD CR17-00 fe) REF. -40 
SITE PREPARATION 
PAGE PRINTING SYSTEM INSTALLATION PLANNING AR53 2 REF. 8,02 
PPS INSTALLATION PLANNING AR5S3A 2 REF. .00 
PPS II SITE PREPARATION MANUAL CJ81 ¢) REF, 10.27 
PPS [1 SITE PREPARATION MANUAL CJUBIA ce) REF. OO 
GENERAL ISSUES 
PAGE PRINTING SYSTEM FORMAT CYLINDER DESIGN GUIDE AN39 3 REF. 3,32 
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ORDER E FUNC - PRICE 
TITLE NG. V TION 
SERIES 2000 
HARDWARE 
2000 MODELS 2040-2070 PROGRAMMERS REFERENCE MANUAL AG28 e) REF. 30.60 
SERIES 200/2000 204D/1A/3A/SA MAGNETIC TAPE UNITS AJ22 fe] REF. 8,52 
SERIES 2000 204F-1/-3/-5 MAGNETIC TAPE UNITS AJ23 0 REF. 8.14 
200/2000 TYPE 220-8 VISUAL INFORMATION CONTROL CONSOLE AJ77 0 REF. 6,10 
2000 TYPE 204B-200/300/400 7 TRACK MAG TAPE SUBSYSTEM AJ97 0 REF. 4.81 
2000 TYPE 204B-200/300/400 7 TRACK MAG TAPE SUBSYSTEM ADD 1 AJS7A fe) REF. .00 
SERIES 2000 MODELS 2020/2030/2030A PROGRAMMERS REFERENCE MNL AL79 0 REF. 30,12 
SERIES 2000 MODEL 2020/2030/2030A PROGRAMMERS REFERENCE MNL AL79A ¢) REF. .00 
2000/2000 281-2B/285-2B COMMUNICATION CONTROL AND ADAPTER BA38 Le) REF, 4.25 
SERIES 200/2000 214-1 CARD PUNCH Bco3 e) REF. 3.14 
SERIES 200 214-2 CARD READER/PUNCH BCcOo4 ie) REF. 3.32 
200/2000 MAGNETIC TAPE UNITS 204B-1 THROUGH-9 BC38 fe) REF. 5.17 
SERIES 200 223 AND 223-2 CARD READERS BC39 ) REF. 3.88 
SERIES 200/2000 DIRECT-ACCESS DEVICES AND CONTROLS BC45 1 REF, 16,30 
SERIES 200 222-7 PRINTER AND CONTROL BJ23 e) REF. 4,39 
SERIES 200 281-2BSC CONTROL + 285-2BSC ADAPTER BY43 fe) REF. 6.66 
SERIES 200 286-6/7 MMMC COMMUNICATION CONTROL CA35 e) REF, 6.15 
200/0 234-13/714 MICR READER-SORTER GPERATIGN MNL cC72 fe] REF, 9.84 
200/2000 234-0 MICR READER-SORTER OPERATORS MANUAL pcos fe) REF. 2.78 
SOFTWARE - ENTIRE GPERATING SYSTEM 
200/0 &S/2000 CONCEPTS & CHARACTERISTICS SRO501 AH21-04 4 REF. 10.74 
200/0 &S/2000 SYSTEM GENERATION GUIDE SRO501 AH22-04 4 REF. 28,67 
200/0 0S/2000 SYSTEM GENERATIGN GD SROSO2 ADD 1 AH22-04A 4. REF. .0O0 
200/06 8S/2000 SPERATORS GUIDE SROSO1 AH24-04 4 REF. 42.33 
200/0 08/2000 OPERATORS GUIDE SROGO2 ADD! AH24-04A 4 REF. 00 
200/0 88/2000 INDEX GF CONSOLE MESSAGES SRO50O1 AH28-04 4 REF. 6.66 
200/70 68/2000 INDEX OF CONSGLE MESSAGES SROS0O2 ADD 1 AH25-04A4 4 REF. .00 
200/0 6S/2000 DATANET 2000 COMMUNICATIONS PROCESSING AH27-02 fe] REF. 16.48 
200/0 GS/2000 DATANET 2000 COMMUNICATIONS PROCESSING SRO401 AH27-02A ) REF. 00 
200/0 GS/2000 DATANET 2000 COMMUNICATIONS PROCESSING SRO5O1 AH27 -02B 2 REF. 90 
200/0 O6S/2000 286 COMMUNICATIGNS PROCESSING SRO4O1 AH28-00 fe) REF. 15.19 
200/0 68/2000 INPUT/GUTPUT PROCESSING SRO2OO AH32-01 1 REF. 14.20 
200/0 GS/2000 INPUT/GUTPUT PROCESSING SRO2Z210 ADDD 1 AH32-01A 1 REF. 00 
200/0 68/2000 INPUT/GUTPUT PROCESSING SRO301 ADD 2 AH32-01B 1 REF. 00 
200/0 68/2000 INPUT/GUTPUT PROCESSING SRO401 ADD 3 AH32-01C 1 REF. 00 
200/0 68/2000 INPUT/GUTPUT PROCESSING SROSO1 ADD 4 AH32-01D 1 REF. 00 
200/0 GS/2000 INPUT/GUTPUT PROCESSING SROSOZ2 ADD 5 AH32-01E 1 REF. ,00 
200/0 OS2000 SYSTEM FILES SRO401 AH33-03 ce) REF. 11,85 
200/0 6S2000 SYSTEM FILES SROSO1 ADD 1 AH33-03A 3 REF. 00 
200/0 OS2000 SYSTEM FILES SROSO02 ADD 2 : AH33-03B .e) REF. 00 
200/0 0S$/2000 DATANET 2000 REMOTE DEVICE SRO401 AH40-03 3 REF. 18.81 
200/0 GS/2000 DATANET 2000 REMOTE DEVICE SROSO1 ADD 1 AH40-03A ) REF. »90 
200/0 0S/2000 DATANET 2000 REMOTE DEVICE SROSO1 ADD 2 AH40-03B 3 REF. 00 
200/0 0S/2000 DATANET 2000 REMOTE DEVICE SROSO2 ADD 3 AH40-03C 3 REF. .90 
200/0 6S$2000 281 COMMUNICATIONS PROCESSING 0501 AH66-01 1 REF. 13.73 
L64 200 PROGRAM MGDE USER GD 400 AQ21-01 1 REF. 8.18 
2000/2000 MOD 1 MSR GPERATING PROCEDURES BC98 ie) REF. 16.69 
2007/2000 MOD 4 GPERATORS GUIDE BF27 fe) REF. 29.05 
20072000 MOD 4 SYSTEM GENERATION BJO9-00 0 REF. 31.14 
200/2000 MOD 4 SYSTEM GENERATION ADD 1 BJO9-O0A fe) REF. 00 
SOF TWARE-PROGRAM PREPARATIGN/MAINT 
200/2000 RPG PROGRAMMING LANGUAGE MSR/2000 AND MOD 1 (MSR) AB15 fe) REF. 17.30 
200/2000 MOD 1 MSR KA SORT MANUAL AD31 fe) REF. 12.11 
200/0 6S/2000 FORTRAN COMPILER SROSO1 AH29-01 1 REF, 21,51 
200/0 OS/2000 FORTRAN COMPILER SRO401 ADD 1 AH29-01A 1 REF. 00 
200/0 6S/2000 ANS COBOL COMPILER SROSO1 AH30-01 1 REF. 29.67 
200/0 GS/2000 ANS COBOL COMPILER SROS502 ADD 6 AH30-01F 1 REF. 00 
200/0 06S/2000 EASYCGDER SUBSYSTEM SRO401 AH31-01 1 REF. 20.08 
200/0 O0S/2000 EASYCODER SUBSYSTEM SROSO1 ADD 5 AH31 -O1E 1 REF. .00 
L64 200/0 CONVERSION GD 0300 AQ04-00 fe} REF. 23.75 
200/2000 MOD 1 MSR PROGRAM DEVELOPMENT SUBSYSTEM Bc95-02 2 REF. 21.17 
20072000 MOD 1 MSR COBSL COMPILER C BD6O0-00 fe) REF. 12.35 
2007/2000 MOD 4 ASSEMBLER BF30 ce) REF. 17.41 
200/2000 MOD 4 ASSEMBLER ADD 3 BF30C Le) REF. . 00 
200/2000 MOD 4 ASSEMBLER AOD 4 BFSOD fe) REF. .00 
SERIES 200/2000 MOD 4 EASYCODER BF33 ce) REF. 18.81 
SERIES 200/2000 MOD 4 EASYCODER ADD 1 BF33A oO REF. -00 
SERIES 200/2000 MOD 4 EASYCODER ADD 2 BF33B .¢) REF. 00 
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TITLE NG, Vv 
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SERIES 2500 
SOF TWARE-PROGRAM PREPARATIGN/MAINT 


SERIES 200/2000 MOD 4 EASYCODER ADD 3 BF33C 8) REF. 00 
200/2000 MOD 1 MSR COBGL COMPILER AMERICAN NATIONAL STANDARD BH64 2 REF. 25.03 
SERIES 200/2000 MOD 4 ANSI COBOL COMPILER BJ50 fe) REF. 26,94 
SGFTWARE-DATA CONTROL 
200/2000 MOD 1 MSR/TR SINGLE-CHANNEL COMMUNICATIONS [76 AE43~-02 2 REF. 11.49 
200/0 @S2000 DATA BASE SUBSYSTEM AH26-00 ¢) REF, 19.72 
200/0 GS2000 DATA BASE SUBSYSTEM ADD 1 AH26-00A fe) REF. ele) 
200/0 85/2000 DISK DATA MANAGEMENT SROSO1 AH34-02 2 REF. 13.52 
200/0 0S/2000 DISK DATA MGMT SROSO2 ADD 1 AH34 -02A 2 REF. 00 
200/0 GS/2Z2000 DISK & MAG TAPE CONVENTIONS SRO4O1 AH35-00 .e) REF. 11.49 
200/0 GS/2000 DISK & MAG TAPE CONVENTIONS SROSO1 ADD 5 AH35 -O0E fe) REF. .00 
200/60 GS/2000 DISK & MAG TAPE CONVENTIGNS SROSO2 ADD 6 AH35 - OOF 0 REF. .90 
200/0 @$/2000 EASYWRITER SUBSYSTEM SROS3O1 AH38-01 1 REF. 19,20 
200/0 GS/2000 EASYWRITER SUBSYSTEM SRO401 ADD 1 AH38-O1A 1 REF ,Q0 
200/0 GS$/2000 EASYWRITER ELEMENTARY QUERY SROSO1 AH33-01 0 REF 5.92 
200/0 GS/2000 EASYWRITER ELEMENTARY QUERY SRO401 ADD 1 AHS9-01A ¢) REF .00 
TRANSACTIGN PROCESSING/2000 USERS GUIDE AS52-00 fe) REF 8.46 
PAGE PRINTING SYSTEM 03/2000 SUPPORT SROSO1 AY82-00 0 REF 7.77 
SOF TWARE-GPERATIGNS CONTROL 
200/0 GS/2000 SUPERVISGRY COMPONENTS SROSO1 AH23-03 3 REF, 27.31 
200/0 GS/2000 SUPERVISGRY COMPONENTS SRO502 ADD 1 AH23-03A 3 REF. tol) 
2000/2000 MUD 1 MSR SUPERVISGR BC94 Le) REF. 9,26 
2000/2000 MOD 4 COMMUNICATIGNS DEVICE HANDLER GUIDE BHO8 0) REF, 13,70 
2000/2000 MOD 4 CEMMUNICATIGNS DEVICE HANDLER GUIDE ADD 1 BHOSA fe) REF. oo 
SOF TWARE-UTILITY FUNCTIGNS 
200/0 GS/2000 SORT PROGRAMS SRO50O1 AH36-01 1 REF. 12.35 
200/0 0S/2000 SERT PROGRAMS SRO502 ADD 6 AHS36-01F 1 REF. oo 
200/00 GS/2000 UTILITY PROGRAMS SROSOi AH37-04 4 REF, 21.01 
200/0 OS/2000 UTILITY PROGRAMS SROSO2 ADD 1 AH37-O04A 4 REF. 00 
LEVEL 66 GM66 IMPORT/EXPORT UTILITY USERS GUIDE AU74-01 1 REF. 11,47 
PAGE PRINTING SYSTEM 6S/2006 SUPPORT SRO501 AY82-00 6) REF. 7.77 
200/2000 MOD 1 MSR UTILITY RGUTINES BC97-01 1 REF, 20, 82 
200/2000 MOD 4 UTILITY PROGRAMS BF28 1 REF, 21.73 
200/2000 MOD 4 UTILITY PROGRAMS ADD i BF26A 1 REF, oo 
200/2000 MOD 4 SORT PROGRAMS BF5S6 0 REF. 11,12 
200/2000 MOD 4 SORT PROGRAMS ADD 1 BFSGA ce) REF. tole) 
200/2000 MOD 4 SORT PROGRAMS ADD 2 BFS6B Le) REF. oo 
APPLICATIONS -MANUFACTURI NG 
200/2000 INVENTORY MANAGEMENT SYSTEM 2000 HANDBOOK IMS 2000 AL78 2 REF 32.14 
200/2000 PSC/2000 SYSTEM HANDBOOK AP77 0) REF. 32.16 
LEVEL 64 200/2000 IMS/2000 EXTENDED HANDBOOK AWS 1 ce) REF. 39,05 
APPLICATIGNS-BANKING AND FINANCE 
200/2000/6000 MICRCOM COMMUNICATIONS SUBSYSTEM IMPL GUIDE AR13 2 REF, 5.94 
MICR ENTRY AND DATA COLLECTIGN PROGRAMS IMPLEMENTATION GUIDE BDO ce) REF. 17,05 
200/2000 BANKING MICRCGOM + TRANSIT SYSTEMS HNDBOGK DJ27 0 REF 11,59 
APPLICATIGNS-EDUCATION 
LEVEL 64 SCRIBE STUDENT SCHEDULING SYSTEM HANDBOOK AR35 ) REF . 40,17 
LEVEL 64 SCRIBE STUDENT SCHEDULING SYSTEMS HANDBOGK ADD 1 AR35A fe) REF 0Q 
LEVEL 64 SCRIBE SYSTEM HANDBOOK AS11 .e) REF. 35,37 
APPLICATIGNS-DISTRIBUTIGN 
200/2000 VEHICLE SCHEDULING SYSTEM IMPLEMENTATIGN GUIDE AG20 Le) REF. 20.01 
200/2000 SALES GRDER PROCESSING DISK FUNCTIGNAL DESCRIPTION DASO te) REF. 3,70 
APPLICATIONS-FINANCIAL MANAGEMENT SYS. 
200/2000 GENERAL LEDGER F DISK IMPLEMENTATION GUIDE AG72 fe) REF. 15.94 
MISCELLANEGUS APPLICATIONS 
200/2000 COMPUTER SCHEDULING SYSTEM HANDBOOK AR5S7 ) REF. 11,85 
200/2000 TOTAL INTERACTIVE QUERY LANGUAGE (1QL) AU19 0 REF. 7.32 
SITE PREPARATIGN 
$2000 SITE PREPARATION MANUAL AH45 1 REF. 30,03 
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SERIES 2006 
SITE PREPARATIGN 


$2000 SITE PREPARATIGN MANUAL ADD 1 AH45A 1 REF. . 00 


XEROX DATA SYSTEMS 


HARDWARE 
goo9gso0 SIGMA 7 COMPUTER REF MNL XG46 fe) REF. 8.03 
900976 CARD READER REF. X62 fe] REF. 1.87 
900977C 7320/7322/7323 9-TRACK MAG TAPE SYSTEM REF XG69 fe) REF. 1.76 
900979 SIGMA RAD REF XG71 fe) REF, 1,98 
900980 SIGMA HI-SPEED RAD REF XG72 A REF. 1.21 
900981 SIGMA COC EQUIP REF XG73 ce) REF. 2,20 
900982 SIGMA MP KEYBD DISP REF XG74 fe] REF. 1.43 
900985 SIGMA PT 176 REF XG75 te) REF. 1,32 
901014 SIGMA LINE PRINTER REF XHO7 D REF. 1.98 
901047 STAND-ALONE SYS GPS REF XH32 B REF. 3.52 
901053 STAND-ALGNE SYS OPS REF $7 XH39 Cc REF. 2.53 
9015570 EXTENDED PERFORMANCE RAD STORAGE SYSTEM REF XK192 Le) REF. 1.87 
901567 CARD PUNCH REF. 100 CPM XK26 A REF. 1.98 
901582 SIGMA 3 REF XK52 D REF. 4,40 
901596) $2/3 REF CARD XK56 D REF. 1,44 
901600 SIGMA PERIPH SWITCH EQUIP REF XK58 A REF. 1.43 
g901601B MOO.7450 X-BUFFEREO LINE PRINTER REF XK59 Le) REF. 1.98 
901602 REMGTE TERMINAL REF FOR SIGMAS XK6O fe) REF. 3.30 
901672A KEYBOARD PRINTERS (ASR,KSR) REF MNL XL18 A REF. 1.98 
901701 COMM KEYBRD PRINTER REF FOR SIGMAS XL44 ie) REF, 1.43 
901733C SIGMA 9 REF MNL XL52 Cc REF. 11.00 
901960B XDS530 COMPUTER REF MNL XM70 B REF. 5.94 
901S60B-1 XDS530 COMPUTER ADDENDA XM70A B REF. 00 
903014A MODEL 7605 PROC ORIENTED COMM EQUIP REF XP86 A REF. 1.87 
903022 8451 LINE PRINTER XP91 A REF. 2.09 
903023 KEYBGARD/PRINTERS 4191-4194 REF MNL XP92 A REF . 2,64 
903024 CART. DISK CTLR XPS3 ) REF . 24.42 
903054B 530/S2 3 AVAILABILITY FEATURES REF MNL. XQ15 B REF. 6.16 
$03054B-1 530/S2 3 AVAILABILITY FEATURES REF MNL HOO ADD 1 XQ15A oO REF, 00 
903077 S50 REF XQ32 A REF, 10,45 
2903094 3461 LP REF xQ49 fe) REF. 3.19 
903085A LINE PRINTER MODELS 3463/74/5/6 REF MNL XQ50 A REF. 2.86 
9030927 7463 LP REF XQ51 A REF. 2,86 
903137A DISK STORAGE SYSTEM REF MNL xQ80 ) REI. 2,53 
903137A-1 DISK STGRAGE SYSTEM REF MNL ADD 1 XQ80A A REF. 00 
SOFTWARE - ENTIRE GPERATING SYSTEM 
900959 SIGMA 5S REF XG56 F REF, 6.82 
gSO00959F SIGMA 5 REF ADD XG56A F REF . .O0 
901555H RT BATCH MONITOR GPERATIGNS REF MNL SR-HOO XK18 ) REF. 2.97 
901674H CP-V SYST MGMTT DOO XL21 H REF. 6.32 
901674H-1 CP-V SYST MGMT ESO ADD 1 XL21A ce) REF. 00 
901674H-2 CP-V SYSTEM MANAGEMENT REF. Foo XL21B fe) REF. .00 
901675H CP-V GPERATIONS XL23 fe] REF. 8.14 
9016754-1 CP-V GPERATIONS EGO ADD 1 XL23A e) REF. 00 
901675H-2 CP-V OPERATIGNS REFERENCE Foo XL23B 8) REF. .00 
901692) CP-V TIME-SHARING USERS GUIDE $7 XL34 D REF, 7,48 
901692D-1 CP-V TIME-SHARING USERS GUIDE S7 ADD 1 XL34A 6) REF. .00 
@01692D-2 CP-V TIME SHARING USERS GUIDE SRCOO XL34B ie) REF. .00 
901692D-3 CP-V TIME-SHARING USERS GUIDE S7 ADD 3 XL34C D REF. »00 
901692D-4 CP-V TIME-SHARING USERS GUIDE $7 ADD 4 XL34D ce) REF. .00 
9017138 SIGMA 6 REF MNL XL47 ie) REF. 8.25 
9717663 S$ 6-9 GENERAL PURPOSE DISCRETE SIMULATOR coo XL82 fe) REF . 14.63 
901764H CP-V BATCH PROCESSING XL89 fe) REF. 13.86 
901764H-1 CP-V BATCH PROCESSING REF, FOO XL8B9A ce) REF. .00 
901785 RBM USERS GUIDE S2/3 XL96 A REF. 6.21 
901785 RBM USERS GUIDE S2/3 ADD 1 XL95A A REF. ,00 
903026C CP-V REMOTE PROCESSING XP94 c REF. 3.85 
903026C-1 CP-V REMOTE PROCESSING EOO ADD 1 XP94A fe) REF. 00 
903026C-2 CP-V REMOTE PROCESSING FOO ADD 2 XP94B fe) REF. »00 
9030360 RT BATCH MONITOR SYSTEM MANAGEMENT REF MNL SR-HOO XP97 0 REF. 3.52 
903076B S60 COMPUTER REF MNL XQ31 B REF. 12.65 
g03080c CP-V XEROX S60/SIGMA 6/7/93 COMMON INDEX (D66) XQ35 ie) REF . 3.85 
903085) CP-R FOR REAL-TIME REF MNL XQ40 D REF. 19.80 
903085D-1 CP-R REALT-IME BATCH/PROC REF E00 VERSION XQ40A fe) REF. mele) 
903086) S60/S9 CP-R GPERATIGNS REF MNL XQ41 1 REF. 3.52 
903086D-1 550/S9 CP-R OPERATIONS REF MNLSR EOO ADD 1 XQ41A ce) REF. 90 
@03086C CONTROL PROGRAM FOR REAL-TIME XQ43 fe) REF. 23.43 
903112A EP-V TRANSACTION PROCESSING BOG XQ61 A REF. 12.65 
903112A CP-V TRANSACTION PROCESSING Boo XQ61A 0 REF. .00 
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XEROX DATA SYSTEMS 
SOFTWARE - ENTIRE SPERATING SYSTEM 


903112A-1 
903112A-3 
903112A~-4 
903113B 

903113B-1 
903113B-2 
903131 C 
903139 

901153 

901153F-1 


CP-V TRANSATIGN PROCESSING CO& ADD 1 
CP~-V TRANSACTION PROCESSING EGO ADD 3 
CP-V TRANSACTION PROC REF. FOO 

CP-V SYSTEMS PROGRAMMING D&G 

CP-V SYSTEM PROGRMMING EO&O ADDENDA 
CP-V SYSTEM PROGRAMMING FOOADD 

CP-V POCKET GUIDE DOO 
XEROX ELLA POCKET GUIDE 

RBM SYS TECH 2/3 

RBM SYSTEM TECH 2/3 ADD 1 SR HOO 


SOF TWARE-PROGRAM PREPARATION/MAINT 


900906 
900807H 
900907H-1 
9009526 
900S56F 
900866 
9010510 
901052F 
901500) 
901501G 
301505 
901524 
901529 
901530 
9015466 
901568 
901577 
901624 
301654C 
3016778 
901742 
901744B 
901787 
901780A 
901806C 
901807 
901835 
901851Cc 
901873A 
901888C 
901931C 
9019998 
903000¢ 
903005 
903090B 
9031144 
901143E 
9O03200A 
903200A~-1 
903200A-2 
9032004-3 
903200A-4 
903201B 
903201B~-1 
903201B-2 
903132A 


SIGMA 5/7 MATH ROUTINES TECH 

CP-V TIME-SHARING REF MNL EGO 

CP-V TIME-SHARRNG REF MNL FOO ADDENDA 
S5/92 META-SYMBOL LANGUAGE OP REF MNL 
550/560 S5-9 EXTENDED FORTRAN IV LANGUAGE REF MNL 
SIGMA 5/7 COMPUTER XTRND FORTRAN IV 
SYMBGL LANG + OPS REF MNL 530 + SIGMA 2/3 
EXTENDED SYMBOL LANGUAGE OP REF MNL 
SIGMA 5/9 ANS COBOL FOR BPM/CP-5 

S6/9 ANS COBOL FOR BPM/CP-V GPS REF MNL. 
SIG &-8 NUM,SU.PKG TECH 

EXT FORT LIB TECH S$5/7 

SIGMA 7 REF CARD 
SYMBOLS+CODES REF CARD 

S5B-9 BASIC LANGUAGE/GPERATIONS REF -MNL 
SIGMA MOC EQUIP REF 
SIGMA 5/7 BTM TS REF 
SIGMA 5 REF CARD 

SIGMA/5/9 FLAG REF MNL 
S 5-9 FORTRAN DEBUG PACKAGE (FDP) REF MNL 
CROSS ASSEMBLER REFERENCE MANUAL 

FORTRAN DEBUG PACKAGE REF CARD 
SIG 3 SORT REF 
S 5-9 LANGUAGE AND OPERATIONS REF MNL 
630/S/2/3 FORTRAN 4 REF MNL 

FORT IV OPS SIG 3 

FORTRAN LIB TECH 

580 S6/7/9 TEXT LANGUAGE/GPS REF MNL 

EASY LANGUAGE OPS ADN REF MNL S6/7/9 
EXTENDED FORTRAN IV REF CARD 
S6/7/9+560 APL LANGUAGE/OPERATIONS REF MNL 
SIGMA 5-9 RPG REF MNL 
S8/2 ASSY PROG LNG/OPS REF MNL 

RPG SORT AID CARD 
X63/ ANS COBGL(RBM)LANGUAGE/OPS REF 
SIGMA 5/9 EXTENDED FORTRAN IV 
§50/660/S5-9 EXTENDED FORTRAN IV GPERATIONS REF ML 


CP-V ANS 
CP-V ANS 
CP-V ANS 
CP-V ANS 


FORTRAN 
FORTRAN 
FORTRAN 
FORTRAN 


REF MNL 


LANGUAGE AOS ADD 1 
LANGUAGE BOO ADD 2 
LANGUAGE E@O ADD 3 


CP-V ANS FORTRAN LANGUAGE REF. FOO 

CP-V ANS FORTRAN GPERATIONS 

CP-VANS FORTRAN GPERATIGNS EOO ADD 1 

CP-V ANS FORTRAN OPERATIONS REF. FOO 

SPL LANGUAGE AND OPERATIONS FOR CP-V REF MNL 


SOFTWARE-DATA CONTROL 


901037J 
901610C 
9019965D 
901895D-2 
901995D-3 
903012C 
903012C-2 
903087C 
903087C-1 


530 + S2/3 RBM REAL-TIME BATCH PROC REF MNL SRHOO 
SIGMW 5/7 MANAGE REF MNL 

CP-V DATA BASE TECH 

CP-V DATA BASE TECH ADD 2 

CP-V DATA BASE TECH FOG ADD 

860/S6/7/9 EDMS REF MNL 

EDMS REF MAN ADD 2 

$9+550 CP-R USERS GUIDE 

X550/S9 CP-R REAL TIME BATCH PROC,USERS GUIDE 


SOFTWARE -OPERATIGONS CONTROL 


903066 
903066B -1 
903110C 
903110C-1 
903111B 


IDP REF 560 + SIGNA 6/7/98 SRBOO 

X860/S86/7/9 1DP LANGUAGE/OPERATIONS REF 

X8650/S9 CONTROL PROGRAM FOR REAL-TIME AVAIL. REF 
CP-R AVAILABILITY REF MNL ADD 1 

530 SATELLITE PROC TECH MNL 
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XQ61B 
XQ61C 
XQ61D 
XQ63~-00 
XQ63-00A 
XQ63 -00B 
XQ77 
xQ82 
X$10 
XS10A 


x614 
XG15 
XG15A 
X648 
XG54 
XG60 
XH34 
XH36 
XJ78 
XJ80 
XJ87 
XKO4 
XKO8 
XKOS 
XK14 
XK27 
XK36 
XK82 
XLOS 
XL26 
XL62 
XL64 
xMO2 
XMO6 
XM12 
XM13 
XxM15 
XM23 
XM29 
XM46 
XxM351 
XN19 
XP78 
XP80 
XQ45 
XQ65 
XSO8 
XU03 
XUOSA 
XUOS3B 
XUOSC 
XUO3D 
XU04 
XU04A 
XU04B 
XU18 


XH24 
XK6Q 
XN15 
XN15B 
XN16C 
XP82 
XP82B 
XxQ42 
XQ42A 


XQ27 
XQ27A 
XQ59 
XQ59A 
xQ60 
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ORDER E FUNC - PRICE 
TITLE NO. Vv TION 
XEROX DATA SYSTEMS 
SOFTWARE-UTILITY FUNCTIONS 
903060A SIGMA 7/9 ANS COBOL REF MNL XQ22 ce) REF. 2.20 
90119SH $60/S5-9 SORT MERGE (CP-V/BPM) REF MNL XS37 fe] REF. 4.29 
APPLICATIGONS-MGT SCIENCE, MATH/ENG 
901608C FUNCTIGNAL MATH PROG SYST S5-8 REF MNL XK67 c REF, 6.49 
CATALOGS 
COMPUTER SUPPLIES CATALOG FOR XEROX SYSTEMS cJ50 fe) REF. .00 
CcP-6 
SOFTWARE - ENTIRE GPERATING SYSTEM 
L66 CP-G CONCEPTS & FACILITIES SR1 CE26-00 fe) REF. 6.50 
L66 CP-6 CONCEPSTS + FACILITIES BOO CE26-01 1 REF. 9.24 
L66 CP-6 TEXT REF MNL SR1 CE27-00 0 REF, 6.50 
L66 CP-6 IDP REF MNL AOO CE30-00 fe] REF, 2.50 
L66 CP-6 BASIC REF MNL SR1 CE32-00 fe) REF. 8,00 
L66 CP-6 MONITOR SERVICES REF MNL SR1 CE33-00 fe) REF, 13.00 
L66 CP-G SPERATIGNS REF MNL SR1 CE34-00 fe) REF, 10,78 
L66 CP-6 1-0-S/I1: REF MNL SR1 CE35-00 fe) REF, 6.00 
L66 CP-6 1-D-S/II DATA BASE ADM SR1 CE36-00 fe) REF, 14.75 
L66 CP-6 APL REF MNL SRi CE38-00 6) REF. 15,40 
L66 CP-6 DELTA REF MNL SR1 CE39-00 fe) REF. 10,50 
L66 CP-G PROGRAMMERS REF MNL SR1 CE40-00 0 REF. 17,05 
L66 CP-6 SYSTEM SUPPORT REF MNL SR1 CE41-00 e) REF. 15.50 
L66 CP-6 POCKET GUIDE Ad0O CE42-00 ) REF, 4.60 
L66 CP-~6 COMMON INDEX SR1 (A00) CE43-00 fe) REF. 5.28 
L66 CP-G PRIMER AOO CE45-00 REF, 3.30 
SOFTWARE -PROGRAM PREPARATIGN/MAINT 
L66 CP-6 COBOL REF MNL SR1 CE29-00 fe) REF, 23.00 
L66 CP-G FORTRAN REF MNL SR1 CE31-00 ie) REF. 18.50 
SOFTWARE-UTILITY FUNCTIGNS 
L66 CP-6 SORT & MERGE SR1 CE28-00 fe) REF. 6.00 
L66 CP-G6 RPG II REF MNL SRI CE37-00 fe) REF. 10,12 
L66 CP-6 COBOL PROGRAMMER BUIDE SR 1 CE46-00 fe) REF. 23,60 
L66 CP-6 FORTRAN PROGRAMMER GUIDE SR 1 (A000) CE47-00 fe) REF. 17,50 
SERVICES 
APPLICATIGNS-8ANKING AND FINANCE 
DATANETWORK HABIT SYSTEM USERS GUIDE DG57-00 fe) REF. 8.83 
APPLICATIGONS-FINANCIAL MANAGEMENT SYS. 
DATANETWORK BANK ANALYSIS REPORTING SYSTEM USERS GUIDE AWS7 fe] REF. 7,54 
DATANETWGRK CASH ANALYSIS REPGRTING (CAR) SYST USED GD DG56 fe) REF. 6.63 
DATANETWORK HABIT SYSTEM USERS GUIDE DG57-00 fe) REF. 8.83 
APPLICATIGNS-MGT SCIENCE, MATH/ENG 
SERIES 6000 COGO COORDINATE GEOMETRY REFERENCE MANUAL AH94 1 REF. 6.84 
SERIES 6000 COGO COORDINATE GEOMETRY REFERENCE MANUAL ADD 1 AHS4A 1 REF. 00 
66/6000 COGO-COGROINATE GEOMETRY REF MNL ADD 2 AH94B 1 REF. 00 
CATALOGS 
DATANETWORK SERVICES PRICE CATALOG CB76 3 REF, 1.30 
SUPPLIES 
COMPUTER SUPPLIES CATALOG AND PRICE LIST BY62 6 REF. .00 
COMPUTER SUPPLIES CATALOG FOR XEROX SYSTEMS CJ5O fe) REF. .00 
GENERAL ISSUES 
PAGE PRINTING SYSTEM FORMAT CYLINDER DESIGN GUIDE AN39 3 REF. 3.32 
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ORDER E FUNC - PRICE 
TITLE NG. Vv TIGN 
SERIES 200 - SMALL 
HARDWARE 
BASIC GPERATING TECHNIQUES SERIES 200 EQUIP PI TEXT SUPP BCc84 OQ INST 13.70 
SERIES 200 MODEL 105 EQUIPMENT GPERATORS MANUAL AA35 te) REF. 10.00 
200 PROGRAMMERS REF MNL (MODELS 200-4200 BA85 1 REF. 26.33 
SERIES 200 EQUIPMENT GPERATORS MANUAL MODELS 120/120-6/125 BB47 i?) REF. 11.12 
SERIES 200/2000 214-1 CARD PUNCH BCO3 0 REF. 3.14 
SERIES 200 204B-11/16/21/22 MAGNETIC TAPE UNITS BC37 ie) REF. 4.25 
200/72000 MAGNETIC TAPE UNITS 204B-1 THROUGH-9 BC3& te) REF. 5.17 
SERIES 200 204B-17/16/23/24 MAGNETIC TAPE UNIT BF40 ie) REF. 3.50 
SERIES 200 MODELS 115-115/2 PROGRAMMERS REFERENCE MANUAL BJO1 te) REF. 21.87 
SERIES 200 MODEL 115 EQUIPMENT GPERATORS MANUAL BJ51 i?) REF. 13.91 
SERIES 200 204B-1/3/75 MAGNETIC TAPE UNIT BKO2 f@) REF. 9.26 
200/0 234-13/14 MICR READER-SORTER GPERATIGN MNL cc72 0 REF. 9.84 
SOFTWARE - ENTIRE OPERATING SYSTEM 
SERIES 200 MGD I MSR FOR THE SMALL SYSTEM AD33 fe) REF. 18.77 
L64 200 PROGRAM MODE USER GD 400 AQ21-01 1 REF. 8.18 
200/2000 MOD 1 MSR GPERATING PROCEDURES BCSs8 @} REF. 16.69 
SERIES 200 MGD 1 MSR DISK LIBERATION SYSTEM BD52 ie] REF. 21.51 
MOD 1 MSR MASS STORAGE SYSTEM GENERATIGN INSTRUCTION BE43 1 REF. 4.44 
SOF TWARE-PROGRAM PREPARATION/MAINT 
200/2000 RPG PROGRAMMING LANGUAGE MSR/2000 AND-MGD 1 (MSR) AB15 ie) REF. 17.30 
SERIES 200 MGD I MSR RPG POCKET GUIDE ADi7 1 REF. 2.39 
SERIES 200 MGD 1 TR COBOL COMPILERS D AND H BA4O fe) REF. 14.83 
200/2000 MOD 1 MSR PROGRAM DEVELGPMENT SUBSYSTEM BC95-02 2 REF . 21,17 
200/2000 MGD 1 MSR COBOL COMPILER C BD60-00 1? ] REF. 12.35 
SERIES 200 MOD 1 TR GR MSR COBOL COMPILERS F AND I BD78 ie) REF. 23.35 
200/2000 MOD 1 MSR COBOL COMPILER AMERICAN NATIONAL STANDARD BH64 2 REF. 25,03 
2200/2000 MOD 1 MSR FORTRAN COMPILER F DISK BH82 1 REF. 23.48 
SGFTWARE-DATA CONTROL 
200/2000 MOD 1 MSR/TR SiNGLE-CHANNEL COMMUNICATIONS 1/6 AE43-02 2 REF. 11.49 
SERIES 200 MOD 1 MSR DATA MANAGEMENT SUBSYSTEM BC96 1 REF. 21.01 
SERIES 200 DISK LIBERATION SYSTEM DATA MANAGEMENT BDS3 Oo REF. 11,85 
SOF TWARE-OGPERATIGNS CONTROL 
200/2000 MOD 1 MSR SUPERVISOR BCco4 re) REF. 9.26 
SOF TWARE-UTILITY FUNCTIONS 
SERIES 200 MGD 1 MSR DISK-CARD UTILITIES SUBSYSTEM AD32 fe) REF. 5.92 
SERIES 200 TAPE HANDLING ROUTINE B AND C BA10 ie) REF. 7.96 
200/2000 MOD 1 MSR UTILITY ROUTINES BC97-01 1 REF. 20,82 
SOF TWARE-MANAGEMENT SCIENCE MATH/ENG 
SERIES 200 MGD 1 TR LINEAR PROGRAMMING SYSTEM H BB72 0 REF. 6.76 
SERIES 200 MOD 1 TR GENERAL-PURPOSE SIMULATOR K BD9S5 fe) REF. 21.37 
APPLICATIGNS-BANKING AND FINANCE 
200/2000/6000 MICRCOM COMMUNICATIONS SUBSYSTEM IMPL GUIDE AR13 2 REF. 5.94 
200/2000 BANKING MICRCOM + TRANSIT SYSTEMS HNDBOGK DJ27 te) REF. 11.59 
SITE PREPARATION 
SERIES 200 SITE PREPARATION MANUAL BA16 fe) REF, 19.65 
SERIES 200 SITE PREPARATION MANUAL ADD 1 BA16A 0 REF, 00 
SERIES 200 - MEDIUM 
HARDWARE 
SERIES 200 236 HIGH-SPEED DGCUMENT READER-SORTER AD54 0) REF. 6.84 
SERIES 2000/2000 204D/1A/3A/5A MAGNETIC TAPE UNITS AJ22 ie) REF, 8,52 
200/2000 TYPE 220-8 VISUAL INFORMATIGN CONTROL CONSOLE AJ77 fe) REF, 6.10 
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_ HARDWARE 


SERIES 200 - MEDIUM 


2000/2000 281-2B/285-2B COMMUNICATIGN CONTROL, AND ADAPTER 
200 PROGRAMMERS REF MNL. (MODELS 200-4200 

SERIES 200 214-2 CARD READER/PUNCH 

SERIES 200 CONTROL PANELS AND CONSOLES MODEL 200 TO 4200 


200/2000 MAGNETIC TAPE UNITS 204B-1 


THROUGH -9 


SERIES 200 223 AND 223-2 CARD READERS 

SERIES 200/2000 DIRECT-ACCESS DEVICES AND CONTROLS 
SERIES 200 222~7 PRINTER AND CONTROL 

SERIES 200 204D-1/3/5 MAGNETIC TAPE UNIT 

SERIES 200 281-2BSC CONTROL + 285-2BSC ADAPTER 
SERIES 200 286-6/7 MMMC COMMUNICATION CONTROL 
200/0 234-13/14 MICR READER-SORTER OPERATION MNL 
200/2000 234-0 MICR READER-SORTER SPERATORS MANUAL 


SOFTWARE - ENTIRE GPERATING SYSTEM 


200/0 
200/70 
200/0 
200/70 
200/70 
200/0 
200/0 
200/70 
200/0 
200/0 
200/70 
200/0 
200/0 
200/0 
200/70 
200/0 
200/0 
200/06 
200/0 
200/0 
200/0 
200/0 
200/0 
200/0 
200/70 


OS/2000 
63/2000 
OS/2000 
03/2000 
QS/2000 
0S/2000 
0S/2000 
a$/2000 
G&S$/2000 
GS/2000 
©S/2000 
eS/2000 
0S /2000 
G$/2000 
OS/2000 
6S/2000 
0S/2000 


CONCEPTS & CHARACTERISTICS SROSO1 

SYSTEM GENERATIGN GUIDE SRO501 

SYSTEM GENERATIGN GD SROSO2 ADD 1 

GPERATGRS GUIDE SROSO1 

CPERATGRS GUIDE SROSO2 ADD! 

INDEX GF CONSOLE MESSAGES SROSO1 

INDEX GF CONSOLE MESSAGES SRO5SO2 ADD 1 
DATANET 2000 COMMUNICATIONS PROCESSING © 
DATANET 2000 COMMUNICATIONS PROCESSING SRO4O1 
DATANET 2000 CGMMUNICATIGNS PROCESSING SRO5O1 
286 COMMUNICATIONS PROCESSING SRO4O1 
INPUT/GUTPUT PROCESSING SRO2CG 

INPUT/GUTPUT PROCESSING SRO210 ADDD 1 
INPUT/GUTPUT PROCESSING SROS3SO1 ADD 2 
INPUT/GUTPUT PROCESSING SRO401 ADD 3 
INPUT/GUTPUT PROCESSING SRO5O1 ADD 4 
INPUT/GUTPUT PROCESSING SRO502 ADD 5 


GS2000 SYSTEM FILES SRO401 


©S2000 SYSTEM FILES SRO501 


ADD 1 


O0S2000 SYSTEM FILES SRO502 ADD 2 


e&s/2000 
03/2000 
oS/2000 
oS/2000 


DATANET 2000 REMOTE DEVICE SRO401 

DATANET 2000 REMOTE DEVICE SRO501 ADD 1 
DATANET 2000 REMOTE DEVICE SROSO1 ADD 2 
DATANET 2000 REMOTE DEVICE SROS50z2 ADD 3 


©8S2000 281 COMMUNICATIGNS PROCESSING 0501 
L64 200 PROGRAM MODE USER GD 400 

200/2000 MOD 4 GPERATORS GUIDE 

200/2000 MGD 4 SYSTEM GENERATION 

200/2000 MOD 4 SYSTEM GENERATIGN ADD 1 


SOFTWARE-PROGRAM PREPARATIGN/MAINT © 


200/0 
200/0 
200/0 
200/0 
200/0 
200/0 


6$/72000 
8S/2000 
GS/2000 
O6$/2000 
OS/2000 
O$/2000 


FORTRAN COMPILER SRO301 

FORTRAN COMPILER SRO4O1 ADD 1 
ANS COBOL COMPILER SROS5O1 

ANS COBOL COMPILER SRO502 ADD 6 
EASYCODER SUBSYSTEM SRO401 
EASYCGDER SUBSYSTEM SROSO1 ADD 5 


2000/2000 MGD 4 ASSEMBLER 

200/2000 MOD 4 ASSEMBLER ADD 3 
200/2000 MOD 4 ASSEMBLER ADD 4 
200/2000 MOD 4 EASYCODER 
200/2000 MOD 4 EASYCODER ADD 1 
20072000 MOD 4 EASYCODER ADD 2 
200/2000 MOD 4 EASYCODER ADD 3 


SERIES 
SERIES 
SERIES 
SERIES 
SERIES 
SERIES 


200 8S/200 ANS 1 
200/2000 MOD 4 ANS! 


COBOL COMPILER 
COBOL COMPILER 


SOFTWARE-DATA CONTROL 


SERIES 200 6S/200 MASS STORAGE DATA MANAGEMENT 
OS2000 DATA BASE SUBSYSTEM 
OS2000 DATA BASE SUBSYSTEM ADD 1 


200/0 
200/0 
200/0 
200/0 
200/0 
200/0 
200/0 
200/70 
200/0 
200/0 
200/0 


0$/2000 
OS/2000 
O$/2000 
O0S/2000 
6S/72000 
0$/2000 
OS/2000 
GS/72000 
68/2000 


DISK DATA MANAGEMENT SROSO1 

DISK DATA MGMT SROSO2 ADD 1 

DISK & MAG TAPE CONVENTIONS SRO4O1 

DISK & MAG TAPE CONVENTIONS SROSO1 ADD & 
DISK & MAG TAPE CONVENTIONS SROSO2 ADD 6 
EASYWRITER SUBSYSTEM SRO3O1 

EASYWRITER SUBSYSTEM SRO4Q1 ADD 1 
EASYWRITER ELEMENTARY QUERY SROSO1 
EASYWRITER ELEMENTARY QUERY SRO401 ADD 1 


SOFTWARE-GPERATIONS CONTROL 


200/0 OS/20U0 SUPERVISORY COMPGNENTS SRO5O1 
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AH21-04 
AH22-04 
AH22-04A 
AH24-04 
AH24-04A 
AH25 -04 
AH25-04A 
AH27-02 
AH27-02A 
AH27-02B 
AH28-00 
AH32-01 
AH32-O1A 
AH32-01B 
AH32-01C 
AH32-01D 
AHS32-01E 
AHS33-03 
AH33-03A 
AH33 -03B 
AH40-03 
AH40-03A 
AH40-03B 
AH40-03C 
AH66-01 
AQ21-01 
BF27 
BJO9-00 
BJO9~-00A 


AH29-01 
AH29-O1A 
AH30-01 
AH30-01F 
AH31-01 
AH31-O1E 
BF30 
BF30C 
BF30D 
BF33 
BFS33A 
BF33B 
BF33C 
BJ45 
BJ5O 


AB34 
AH26-00 
AH26-00A 
AH34-02 
AH34 -O02A 
AH35-00 
AH35 -O0E 
AH35 - OOF 
AH38-01 
AH38-O1A 
AH39-01 
AH39-O1A 


AH23-03 


oeooo0o00-0o000-0 
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ABS! 


SERIES 200 - MEDIUM 


SOFTWARE -GPERATIONS CONTROL 


200/060 O6S/2000 SUPERVISORY COMPONENTS SROSO2 ADD 1 
200/2000 MOD 1 MSR SUPERVISOR 

200/2000 MOD 4 COMMUNICATIGNS DEVICE HANDLER GUIDE 
2000/2000 M&D 4 COMMUNICATIONS DEVICE HANDLER GUIDE ADD 1 


SOF TWARE-UTILITY FUNCTIGNS 


200/2000 MOD 1 MSR KA SORT MANUAL 

SERIES 200 MGD 1 MSR DISK-CARD UTILITIES SUBSYSTEM 
200/0 O6S/2000 SGRT PROGRAMS SRO5O1 

200/0 6S/2000 SORT PROGRAMS SROSO2 ADD 6 

200/0 6S/2000 UTILITY PROGRAMS SROSO1 

200/0 08/2000 UTILITY PROGRAMS SROSO2 ADD 1 
LEVEL 66 GMG66 IMPORT/EXPORT UTILITY USERS GUIDE 
200/2000 MOD 4 UTILITY PROGRAMS 

200/2000 MOD 4 UTILITY PROGRAMS ADD 1 

2000/2000 MOD 4 SORT PROGRAMS 

2000/2000 MOD 4 SORT PROGRAMS ADD 1 

200/2000 MOD 4 SORT PROGRAMS ADD 2 


APPLICATIGNS-MANUFACTURI NG 


200/2000 INVENTORY MANAGEMENT SYSTEM 2000 HANDBOOK IMS 2000 
LEVEL 64 200/2000 IMS/2000 EXTENDED HANDBOOK 


APPLICATIGNS-BANKING AND FINANCE 


MICR ENTRY AND DATA COLLECTION PROGRAMS IMPLEMENTATION GUIDE 
200/2000 BANKING MICRCOM + TRANSIT SYSTEMS HNOBOOK 


APPLICATIGNS-EDUCATION 
LEVEL 64 SCRIBE STUDENT SCHEDULING SYSTEM HANDBOOK 
LEVEL 64 SCRIBE STUDENT SCHEDULING SYSTEMS HANDBOOK ADD 1 
LEVEL 64 SCRIBE SYSTEM HANDBOOK 
APPLICATIONS-DISTRIBUTION 


200/2000 VEHICLE SCHEDULING SYSTEM IMPLEMENTATIGN GUIDE 
200/2000 SALES ORDER PROCESSING DISK FUNCTIONAL DESCRIPTION 


APPLICATIGONS-FINANCIAL MANAGEMENT SYS. 
200/2000 GENERAL LEDGER F DISK IMPLEMENTATIGN GUIDE 
MISCELLANEGUS APPLICATIONS 


200/2000 COMPUTER SCHEDULING SYSTEM HANDBOOK 
200/2000 TOTAL INTERACTIVE QUERY LANGUAGE (IQL) 


SITE PREPARATION 


SERIES 200 SITE PREPARATION MANUAL 
SERIES 200 SITE PREPARATION MANUAL ADD 1 


SERIES 200 - LARGE 


HARDWARE 
SERIES 200 8220 VISUAL INFORMATION CONTROL CONSOLE 
200/2000 MAGNETIC TAPE UNITS 204B-1 THROUGH-9 
SERIES 200 MODEL 8200 WORD PROCESSOR PROGRAMMERS REF MANUAL 
SERIES 200 MODEL 8200 CHARACTER PROCESSOR PROGRAMMERS REF MA 
SERIES 200 204D-1/3/5 MAGNETIC TAPE UNIT 
200/0 234-13/14 MICR READER-SORTER OPERATION MNL 
APPLICATIONS -MANUFACTURI NG 
200/2000 PSC/2000 SYSTEM HANDBOOK 
APPLICATIGNS-BANKING AND FINANCE 
200/2000 BANKING MICRCOM + TRANSIT SYSTEMS HNDBOOK 
SITE PREPARATION 


SERIES 200 SITE PREPARATION MANUAL 
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AH23-03A4 
BC94 
BHO8 
BHOSA 


AD31 
AD32 
AH36-01 
AH36-O01F 
AH37-04 
AH37-04A 
AU74-01 
BF28 
BF28A 
BFS6 
BFS6A 
BF56B 


AL78 
AWS 1 


BDOS 
DJ27 


AR35 
ARS5SA 
AS11 


AG20 
DAO 


AG72 


AR5S7 
AU19 


BAI6 
BA16GA 


AJ78 
BC38 
BH78 
BH80O 
BKO2 
CC72 


AP77 


DJ27 


BAI6 
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ORDER E FUNC - PRICE 
TITLE NS, Vv TION 
SERIES 200 - LARGE 
SITE PREPARATION 
SERIES 200 SITE PREPARATION MANUAL ADD 1 BAI6A 36 REF. .00 
SERIES 700 
HARDWARE 
SYSTEM 700 PROGRAMMERS REFERENCE MANUAL AC72 3 REF. 14.45 
SYSTEM 700 PROGRAMMERS REFERENCE CARD AD34 2 REF. 72 
SYSTEM 700 TYPE S520 LINE PRINTER PROGRAMMING MANUAL AESO e) REF. 2.79 
700 TELEPRINTER/PAPER TAPE 1/6 DEVICES PROGRAMMING MANUAL AE92 1 REF. 5.17 
SYSTEM 700 REMGVABLE DISK SUBSYSTEMS AGO3 1 REF. 4.81 
SYSTEM 700 5121/5122/5123 CARD READER PROGRAMMING MANUAL AGO4 1 REF. 3.32 
SYSTEM 700 5140 CARD READER/PUNCH PROGRAMMING MANUAL AGOS ie) REF. 4.06 
SYSTEM 700 4021 MAGNETIC TAPE SUBSYSTEM PROGRAMMING MANUAL AGO7 9) REF. 3,32 
SYSTEM 700 LO-SPEED MULTILINE CONTROLLER PROGRAMMING MANUAL AG69 19) REF, 5.92 
SYSTEM 700 6322 UNIVERSAL MULTILINE CONTROL PROG MNL AG70 0 REF. 13.83 
SYSTEM 700 6312 SYNCHRONOUS SINGLE-LINE CONTROLLER AG71 1 REF. 2.78 
SYSTEM 700 6313 CODE CONVENTIGN PROGRAMMING MANUAL AG73 0 REF, 2.57 
SYSTEM 700 REAL-TIME INTERFACE PROGRAMMING MANUAL AHO1t fe) REF 6.66 
$700 4150 9-TRACK MAG TAPE SUBSYSTEM PROG MNL AJ15 ce) REF. 3.88 
SYSTEM 700 GSAIR FUNCTIGNAL CHARACTERISTICS AP90 fe) REF. 2.57 
SYSTEM 700 5151 AND 5152 CARD READERS AR41 6) REF. 2.96 
SOFTWARE - ENTIRE GPERATING SYSTEM 
OS/700 GPERATGRS GUIDE SRO310 AGi4 3 REF. 15.38 
OS/700 SYSTEM GENERATION SRO310 AK35 3 REF, 28.03 
OS/700 SYSTEM GENERATION SRO3S3O ADD 1 AK35A 3 REF, oo 
SYSTEM 700 SENSOR-BASED SYSTEM MODULES SRO2G1 AN24 6) REF. 8.70 
SYSTEM 700 DEVICE DRIVERS FOR STAND-ALGNE PROGRAMS AR14 fe) REF, 15.76 
O6S/700 GNLINE UTILITY PROGRAMS SRO310 AR2O te) REF. 23.74 
OS/700 GNLINE UTILITY PROGRAMS SROS30 + 0400 RNP AR20A Le) REF oo 
L6G OS/700 EXECUTIVE SRO310 AR22 e) REF, 23.46 
L6 6S/700 EXECUTIVE SRO330 BNPO400 ADD 1 AR22A e) REF. oo 
08/700 FILE MANAGEMENT SRO310 AR23 fe) REF. 19.84 
LEVEL 6 / 03/700 COMMUNICATIONS AR24 fe) REF, 10.00 
SYSTEM 700 GP-16 USERS GUIDE sSROSsOoQ YY78 0 REF. 16.12 
SGFTWARE-PROGRAM FPREPARATION/MAI NT 
L6 68/700 LINK-700 LINKAGE EDITOR SRO33O AGO8 2 REF. 7.41 
LEVEL 6 / 6S/700 FORTRAN MATH LIBRARY AG16 fe] REF. 20.58 
L6 6S/700 DAP-700 MACRO ASSEMBLER SROS3O AG17 1 REF. 17.79 
LEVEL 6/SYSTEM 700 OS/700 FORTRAN SRO310 AHS3 fe) REF. 14.20 
SYSTEM 700 HOST-RESIDENT SOFTWARE SYSTEM AKO1 fe] REF, 10.37 
SOF TWARE-DATA CONTROL 
O0S/700 BINARY SYNCHRONSUS COMMUNICATIONS LOADER AJ75 ce) REF. 4.81 
SYSTEM 700 GP-16 BOS-COMPATIBLE FILE HANDLING PACKAGE Y2Z49 fe) REF. 6,84 
SOF TWARE-GPERATIGONS CONTROL 
OS/700 BINARY SYNCHRONOUS COMMUNICATIONS LOADER AJ75 fe) REF. 4.81 
$700 MULTIFUNCTIGN HASP SYSTEM OPERATGRSGUIDE SR100 AS70 1 REF. 5.98 
SYSTEM 700 GP-16 CARTRIOGE AND DISK UNIT DRIVERS YX35 fe) REF, 2.96 
SYSTEM 700 GP-16 CASSETTE AND MAGNETIC TAPE DRIVERS YX36 fe) REF. 5.56 
SYSTEM 700 OP-16 LINE PRINTER DRIVERS YX37 ie) REF. 2.39 
SYSTEM 700 GP-16 PAPER TAPE READER/PUNCH DRIVERS. YX38 ce) REF. 2.78 
SYSTEM 700-G6P-16 ASR33/35 DRIVER YX39 fe] REF. 2.78 
SYSTEM 700 GP-16 DISPLAY LINE PROCEDURE MODULE SRO30O YX40 ce) REF. 4.44 
SYSTEM 700 GP-16 CARD READER/PUNCH DRIVERS YX41 6) REF. 5.36 
SYSTEM 700 GP-16 BASIC COMMGNICATIGNS SOFTWARE YX42 ce) REF. 10.74 
SYSTEM 700 OP-16 GENERAL LINE PROCEDURES YX43 ie) REF. 7.96 
SYSTEM 700 GP-16 COMMUNICATIONS HARDWARE DRIVERS YX44 Le) REF. 7.41 
SYSTEM 700 OP-16 INTER COMPUTER COMMUNICATIGNS UNIT DRIVER Y252 ie REF. 2.78 
SOF TWARE-UTILITY FUNCTIONS 
L6 68/700 STAND-ALONE UTILITY PROGRAMS SRO400 AR21 1 REF, 23.74 
SYSTEM 700 VERIFICATIGN SERVICE LIBRARY BYO8 2 REF. 9.26 
SYSTEM 700 OP-16 UTILITY PROGRAMS Y250 Q REF. 7.96 
SITE PREPARATION 
SYSTEM 700 SITE PREPARATION MANUAL AG13 2 REF. 28.81 
SYSTEM 700 SITE PREPARATION MANUAL ADD 1 AG13A 2 REF. .00 


2-029 ABS! 


R 
ORDER E FUNC - PRICE 
Vv TION 


SERIES 700 
SITE PREPARATION 
SYSTEM 700 SITE PREPARATION MANUAL ADD 2 AG13B 2 REF. 00 


SERIES 1640 
SOFTWARE - ENTIRE OPERATING SYSTEM 
SERIES 1640 MINI MANUAL BT99 fe) REF, 4.81 


SOF TWARE-MANAGEMENT SCIENCE MATH/ENG 


SERIES 1640 MATRICES AND POLYNOMIALS BU21 fe) REF, 13,16 
SERIES 1640 FUNCTION EVALUATION BU25 fe) REF. 3.88 
SERIES 600 
HARDWARE 
600/6000 DATANET 355 FRONT-END NETWORK PROCESSOR BSO3 1 REF, 6,29 
6000/6000 PTR 300/301 HIGH-SPEED PRINTER SUBSYSTEMS BS20 2 REF. 7,04 
SOFTWARE - ENTIRE GPERATING SYSTEM 
SERIES 6000/6000 DARTMOUTH TIME-SHARING SYSTEM MANUAL ALS5S 1 INST 2,08 
600/6000 GCOS CONTROL CARDS AND ABORT CODES POCKET GUIDE BJ69 2 REF, 4.68 
600 GCOS ROLLCALL CORE ALLOC + GPERATOR INTRFC SMD 8.0 BR21 1 REF. 21.63 
600/6000 GCOS TIME-SHARING TERMINAL/BATCH INTERFACE 8/F BRE 1 REF. 7.41 
600/6000 DATANET 355 SIMULATOR REFERENCE MANUAL 7/E BW23 1 REF, 4.63 
600/6000 DSS 180 DISK STORAGE SUBSYSTEM STARTUP PROCEDURE 8F DA11 .e) REF, 8.34 
600/6000 GCOS TOTAL GNLINE TEST SYSTEM TOLTS 8/F DA49 0 REF. 16.30 
600/6000 GCOS TOLTS TOTAL ONLINE TEST SYSTEM TEST PAGES 8/F DA73 1 REF. 33.87 
600/6000 REMOTE TERMINAL SYSTEM GRTS 8/F DA79 .e) REF, 14.20 
600/6000 GCOS TRANSACTION PROCESSING USERS GUIDE 8/F DA82 1 REF. 7.04 
SERIES 600/6000 SERVICE ROUTINES 8/F DAS7 0 REF. 10.37 
SOF TWARE-PROGRAM PREPARATION/MAINT 
SERIES 600/6000 FORTRAN 8/F BJG7 1 REF. 20,75 
SERIES 600/6000 COBOL POCKET GUIDE 6/D BJ68-01 1 REF. 4.10 
SERIES 600/6000 GMAP MACRO ASSEMBLER PROGRAM 8/F BN86 2 REF, 33.87 
SERIES 600/6000 TIME-SHARING BASIC 8/F BR36 1 REF, 13.59 
SERIES 600/6000 TIME-SHARING FORTRAN 7/7E BR70 1 REF. 16.69 
600/6000 FORTRAN SUBROUTINE LIBRARIES 8/F BR95 1 REF, 17.23 
SERIES 6600/6000 JOVIAL MANUAL 7/E BSOS 1 REF. 13.70 
600/6000 JOVIAL MANUAL 8&F ADD i BSOGA 1 REF, 00 
SERIES 600/6000 COBOL REFERENCE MANUAL 6/D BSO8 1 REF. 20.33 
SERIES 600/6000 COBOL USERS GUIDE 6/D BSO9 fe) REF. 28,42 
SERIES 600/6000 ALGOL 7/E BS11 ) REF. 19.65 
SOF TWARE-DATA CONTROL 
SERIES 600/6000 FILE SYSTEM 6/D BR38 fe) REF. 11.12 
SERIES 600/6000 TIME-SHARING TEXT EDITOR 8/F BR40 1 REF. 8.03 
600/6000 INTERGRATED DATA STORE I-0-S 7/E BR69Q 1 REF. 25.21 
SERIES 6000/6000 DATABASIC LANGUAGE MANUAL DAOS e) REF. 11.48 
600/68000 DATABASIC LOAD/UNLGAD SYSTEM DAOS 1 REF. 7.77 
600/6000 INDEXED SEQUENTIAL PROCESSOR 8/F DA37 1 REF, 12.78 
600/6000 MULTI-ACCESS 1-D-S IMPLEMENTATION GUIDE 7/E DA8O ce) REF. 5.17 
600/6000 TEXT EDITOR QUICK REFERENCE GUIDE 4/B DB42-00 0 REF. 9.75 
SOFTWARE-OPERATIONS CONTROL 
6000/6000 REMOTE ENTRY STAIGN PROGRAM/S360 8/F DB85-00 O- => REF, 4.99 
SOF TWARE-UTILITY FUNCTIONS 
600/6000 DEBUG AND TRACE ROUTINES 6/D DB20 fe) REF, 12.23 
APPLICATIONS -MANUFACTURI NG 
600/6000 ANC-APT PUNCHED PAPER TAPE REFERENCE MANUAL DB31 19) REF. 11.30 
SERIES 6000 
HARDWARE 
6800/6000 DATANET 355 FRONT-END NETWORK PROCESSOR BSOS 1 REF , 6,29 
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ORDER E FUNC- PRICE 
TITLE NS. Vv TIGN 
SERIES 6000 
HARDWARE 
6000/6000 PTR 300/301 HIGH-SPEED PRINTER SUBSYSTEMS BS20 2 REF, 7.04 
SERIES 6000 EQUIPMENT GPERATGRS MANUAL DA33 1 REF. 11.49 
SERIES 6Q0G MTSS500 MAGNETIC TAPE SUBSYSTEM DB28 6) REF . 7.04 
SERIES 6000 MTSSOO MAGNETIC TAPE SUBSYSTEM ADD 1 DB28A fe) REF. -90 
6000 DSS196/190B DISK STGRAGE SUBSYSTEM REF MANUAL DB37 3 REF, 6.29 
6000 DSS190/190B DISK STORAGE SUBSYSTEM REF MANUAL DB37A 3 REF. .00 
SOFTWARE - ENTIRE GPERATING SYSTEM 
SERIES 600/6000 DARTMSUTH TIME-SHARING SYSTEM MANUAL AL55 1 INST 2.08 
66/6000 SYST MANAGEMENT GD: SOFTWARE INSTAL + MAINT DE62 1 INST 8.92 
66/6000 SITE TECHNIQUES GUIDE: JOB MANAGEMENT DE63 fe) INST 9.42 
66/6000 SITE TECHNIQUES GUIDE: JOB MANAGEMENT DEG3A e) INST .Q00 
66/6000 SITE TECHNIQUES GUIDE: FILE MANAGEMENT DE64-01 1 INST 9,95 
66/6000 SITE TECHNIQUES GUIDE:SYSTEM AVAILABILITY DE65 e) INST 8.89 
66/6000 SITE TECHNIQUES GUIDE: SYSTEM AVAILABILITY DEG5A 0 INST . 00 
66/6000 GCOS USER'S GUIDE: BATCH PROCESSING DE67 fe) INST 13.34 
SERIES 6000 GCGS SYSTEM STARTUP + GPERATION RELEASE F DAON6-02 2 REF. 21.40 
6000 GCOS ERRGR ANALYSIS + LOGGING SYSTEM HEALS SR/F DBS50-02 2 REF, 7.04 
66/6000 GCOS 1/6 PROGRAMMING 2H DB82-00 oO REF, 17.79 
66/6000 GCOS 1/0 PROGRAMMING 2H ADD 1 DB82-00A 6) REF, oo 
66/6000 GCOS 1/6 PROGRAMMING 3! ADD 2 DB8&2-00B fe) REF. oo 
66/6000 GCOS I/0 PROGRAMMING 4J ADD 3 DB82-600C fe) REF. tole) 
66/6000 1/0 PROGRAMMING 482 + DPS1,2 DB82-01 1 REF, 19.50 
66/6000 TOS USER GD SR1 DC393-01 1 REF. 8.54 
66/6000 TDS USER GD SR3 ADD 1 DC398-O1A 0 REF. oo 
66/6000 GCOS TOS USER GD SR4 DC39-02 2 REF. 23.75 
66/6000 TDS USER GD TD410/TD4.0VM DC39-02A 2 REF. jee) 
66/6000 TOS SITE MNL SRS Dc40-02 2 REF. 22.71 
66/6000 TRANSACTON DRIVEN SYSTEM SITE MNL TDS 4 DC40-03 3 REF, 26.43 
66/6000 TDS SITE MANUAL TD4.0/TD4,.0VM DC40-04 4 REF, 25.00 
66/6000 GCOS TDS TRANSACTION DRIVEN SYSTEM LIBRARIAN DC41-00 Q REF. 4.25 
66/6000 GCOS TDS TRANSACTION DRIVEN SYSTEM LIBRARIAN ADD 1 DC41-00A e) REF . 00 
66/6000 TRANSACTIGN DRIVEN SYSTEM REF MNL TDS 2 DC42-01 1 REF. 16.12 
66/6000 TRANSACTION DRIVEN SYSTEM REF MNL TDS 3 ADD 2 DC42-01B 1 REF, oo 
66/6000 TRANSACTIGN DRIVEN SYSTEM REF MNL TDS 4 ADD 3 DC42-01C 1 REF. 00 
66/6000 TRANSACTION DRIVEN SYSTEM REF MNL (TDS) De42-01D 1 REF . a0 
66/6000 ERRGR MESSAGES + ABORT CODES 2H DC97-00 0 REF, 16.26 
66/6000 GCOS ERRGR MESSAGES AND ABORT CODES 31 BCc97-01 1 REF. 24.32 
66/6000 GCOS ERROR MESSAGES & ABORT CODES 4S2,DPS1.2 DC97-O1A 1 REF. vere) 
66/6000 GCOS PROGRAM RECOVERY/RESTART 2/H DC9$8-00 fe) REF. 13,34 
66/6000 GCOS PROGRAM RECOVERY/RESTART 3/I ADD 1 DC98-00A 8) REF. 00 
66/6000 GCOS PROGRAM RECOVERY/RESTART 4S2+DPS1,.2 DC98~-O0B 0) REF, 00 
66/6000 GCOS GRTS/355/6600 STARTUP PROCEDURE 2H DDOS-00 oO REF, 11.12 
66/6000 GCOS GRTS/355/6600 STARTUP PROCEDURE 2H ADD 1 DDO5-00A 8) REF. oo 
66/6000 GCOS GRTS/355/6600 STARTUP PROCEDURE 31 ADD 2 DDOS -0oB oO REF. oo 
66/6000 SYSTEM CONSOLE MESSAGES 2H DD13-01 1 REF, 20.68 
66/6000 GCOS SYSTEM CONSOLE MESSAGES 3/1 DD13-62 2 REF. 26.67 
66/6000 GCOS SYSTEM CONSGLE MESSAGES 4J ADD 1 DD13-02A 2 REF. Lele) 
66/6000 GCOS SYSTEM CONSGLE MESSAGES 4S/JS DD13-02B 2 REF. oo 
66/6000 SYSTEM CONSOLE MESSAGES 4S82/JS2 DD13-03 3 REF, 27.45 
66/6000 SYSTEM TABLES 1G DD14-00 0 REF, 28.62 
66/6000 SYSTEM TABLES 2H ADD 1 DD14-00A 0 REF. vole) 
66/6000 GCOS SYSTEM TABLES 3/1 DD14-Q1 1 REF. 39.86 
66/6000 GCOS SYSTEM TABLES 4J ADD 1 DD14-O1A 1 REF. Lele) 
66/6000 GCOS SYSTEM TABLES 4J ADD 2 DD14-01B 1 REF. 00 
66/6000 GCOS SYSTEM TABLES 4S/JS DD14-01C 1 REF, oo 
66/6000 GCOS SYSTEM TABLES 4S2 + DPS1.2 DD14-01D 1 REF. 00 
66/6000 COMPREHENSIVE INDEX FOR SOFTWARE REF MNL DD15-01 1 REF, 26.85 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 2H DD17-00 0 REF. 11.85 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 2H ADD 1 DD17-O00A oO REF. oo 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 3I ADD 2 DD17-00B o REF. Lote) 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 4J ADD 3 DDB17-00C ie) REF. fete] 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF SR4S/DP51+JS BD17-00D fe) REF. 00 
66/6000 GCOS GENERAL COMP OP SUPERVISOR 2H DD19-00 ie) REF . 18.16 
66/6000 GCOS GENERAL COMP OP SUPERVISOR 31 ADD 2 DD19-00B Qa REF. - O00 
66/6000 GCOS GENERAL COMP OP SUPERVISOR 4J ADD 3 DD19-00C GQ REF. .00 
66/6000 GCOS GENERAL COMP GP SUPERVISOR 4S/JS BDB18-00D ie) REF. - 00 
66/6000 GCOS GENERAL COMP OP SUPERVISOR 4S2+DPS1-2 DD19-O00E a REF. 00 
66/6000 TSS TERMINAL/BATCH INTERFACE 2H DD21-00 o REF, 6.31 
66/6000 TSS TERMINAL/BATCH INTERFACE SI ADD 2 DD21 -OOB i¢] REF. ,00 
66/6000 TSS TERMINAL/BATCH INTERFACE 4J ADD 3 Db21-00C o REF. .00 
66/6000 TSS GENERAL INFO MNL iG DD22-00 oO REF. 9.57 
66/6000 TSS GENERAL INFO MNL 2H ADD 1 DD22-00A ie) REF, .00 
66/6000 TSS GENERAL INFO MNL 2H ADD 2 DD22-00B oO REF 00 
66/6000 TSS GENERAL INFO MNL 3/1 DD22-01 1 REF 13.70 
66/6000 TSS GENERAL INFO MNL 4J DD22-01A 1 REF. 00 
66/6000 TSS GENERAL INFO MNL 4$+DPS1 JS DD22-01B 1 REF .00 
66/6000 TSS GENERAL INFO MNL 4S2 + DPS1.2 JS2 DD22-01C 1 REF 00 
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SERIES 6000 . 
SOFTWARE - ENTIRE OPERATING SYSTEM 


65/6000 TSS POCKET GUIDE 4J DD28-00 ce) REF. 3.45 
66/6000 SYSTEM LIBRARY EDITOR 2/H DD30-00 fe) REF. 5.20 
65/6000 SYSTEM LIBRARY EDITOR 4S2 & DPS1.2 DD30-00A 6) REF, 00 
66/6000 GCOS CONTROL CARDS REF MNL 2H DD31-00 fe) REF, 22,25 
66/6000 GCOS CONTROL CARDS REF MNL 31 ADD 2 DO31-00B fe) REF. fele) 
66/6000 GCOS CONTRSL CARDS REF MNL 4J ADDS DDS1-00C 0 REF . 00 
66/6000 GCOS CONTROL CARDS REF MNL 4JS1 DD31-O00D ) REF. 00 
66/6000 GCOS CONTROL CARDS REF MNL 4S2 & DPS1.2 DD31-O0E 0) REF , oo 
66/6000 SYSTEM STARTUP 2H DD33-01 1 REF . 17.82 
66/6000 GCOS SYSTEM STARTUP 3/1 DD33-02 2 REF. 22.82 
66/6000 GCOS SYSTEM STARTUP 4J DD33-02A4 2 REF. .00 
66/6000 GCOS SYSTEM STARTUP 4S,DPS1/JS DD33-03 3 REF. 21.86 
6000 DSS180 DISK STORAGE SUBSYSTEM STARTUP PROCEDURES SR H DD34-00 fe) REF. 7.41 
66/6000 GCOS TOLTS TOTAL ONLINE TEST SYSTEM 1G DDB39-00 fe) REF. 13.91 
66/6000 GCOS TOLTS TOTAL ONLINE TEST SYSTEM 2/H ADDI1 DD39-00A ce) REF, .00 
66/6000 GCOS TOLTS TOTAL GNLINE TEST SYSTEM 3/1 ADD 2 DD39-00B e) REF. ,00 
66/6000 GCOS TOLTS TOTAL ONLINE TEST SYSTEM 4J ADD 3 DD39-00C ce) REF, .00 
66/6000 GCOS REMOTE TERMINAL SUPERVISGR GRTS 2/H DD40-00 fe) REF. 14,09 
66/6000 GCOS REMOTE TERMINAL SUPERVISOR GRTS 2H ADD 1 DD40-00A fe) REF, .00 
66/6000 GCOS REMOTE TERMINAL SUPERVISOR GRTS 3I ADD 2 DD40-00B Le) REF, ,00 
66/6000 TRANSACTIGN PROCESSING SYSTEM USER GD 1G DD41-00 fe) REF, 5.61 
66/6000 TRANSACTION PROCESSING SYSTEM USER GD 2H ADD 1 DD41-00A fe) REF, 90 
66/6000 TRANSACTIGN PROCESSING SYSTEM USERS GUIDE 3/1 DD41-01 1 REF. 10,35 
66/6000 TRANSACTION PROCESSING SYSTEM USERS GD 4J ADD 1 DD41-O1A 1 REF, 00 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 1G DD44-00 fe) REF. 8.52 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 2H ADD 1 DD44-00A e) REF, 00 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST $I ADD 2 DD44-00B ¢) REF. role) 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 4J ADD 3 DD44-00¢ fe) REF, 00 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 4S/DPS1 JS DD44-00D fe) REF. oo 
66/6000 NETWORK PROCESSING SUPERVISOR 2H DD48-01 1 REF, 26,29 
66/6000 NETWORK PROCESSING SUPERVISOR NT1 ADD 1 DD48-O1A 1 REF. 00 
66/6000 NETWORK PROCESSING SUPERVISOR NT2 ADD 2 DD48-01B 1 REF. mele) 
66/6000 NPS NETWORK PROCESSING SUPERVISOR NT3 DD46-02 2 REF. 25.97 
66/6000 GCOS TOLTS TOTAL ONLINE TEST PAGES 2H DD49~-00 fe) REF. 36.09 
66/6000 GCOS TOLTS TOTAL ONLINE TEST PAGEG 2H ADD! DD49-00A ) REF. 00 
66/6000 GCOS TOLTS TOTAL GNLINE TEST PAGES 3I ADD 2 DD49-00B e) REF. -00 
66/6000 GCOS TOLTS TOTAL ONLINE TEST PAGES 4J ADD 3 DD49-00C fe) REF, ,00 
66/6000 SYSTEM GPERATIGN TECHNIQUES 2H DD50-00 ce) REF, 15.18 
66/6000 GCOS SYSTEM OPERATION TECHNIQUES 3/1 DDS50-01 1 REF . 18, 86 
66/6000 GCOS SYSTEM GPERATION TECHIQUES 4J DDS50-O1A 1 REF, 00 
66/6060 GCOS SYSTEM GPERATIGN TECHNIQUES 4S, DPS1/JS DDS50-02 2 REF, 28.55 
66/6000 NPS STARTUP 1G DD51-00 ce) REF. 12.21 
66/6000 NPS STARTUP 2H DDS1-01 1 REF . 18.70 
66/6000 NPS STARTUP NT-1 DDS1-O1A 1 REF. 00 
66/6000 NPS STARTUP SRNT-2 DO51-02 2 REF. 17,05 
66/6000 NPS STARTUP SRNT-3 ADD 1 DDS1-02A 2 REF . O00 
66/6000 GCOS SYSTEM SPERATIGN SHARED MASS STORAGE 31 DD97-00 0 REF. 4.06 
66/6000 GCOS SYSTEM OPERATION SHARED MASS STORAGE 4J ADD 1 DD97-00A 6) REF . 00 
66/6000GCOS SYSTEM GPERATION SHARED MASS STORAGE 4S2 DD97-O0OB ce) REF, 00 
66/6000 GCOS NPS TABLES SR NT-2 DE34-01 1 REF. 20.70 
66/6000 GCOS NPS TABLES SR NT-3 ADD 1 DES4-O1A 1 REF. 00 
66/6000 NPS MICRO-OGPS PROGRAMMING DE35-00 fe) REF. 24.42 
66/6000 NPS MICRO-GPS PROGRAMMING SRNT-2 ADD-1 DE35-00A fe) REF. 00 
66/6000 NPS MICRG-GPS PROGRAMMING SRNT-3 ADD 2 DE35 -00B te) REF. »00 
66/6000 COEXISTENT 1-D-S/I1I COBOL-74 PROGRAMMERS GUIDE DES7-00 fe) REF, 8.52 
LEVEL 66 SYSTEM SOFTWARE OVERVIEW DE61-00 fe) REF, 6.66 
66/6000 INTERACTIVE SYST USER 6D DE68-00 0 REF. 4.06 
66/6000 INTERACTIVE SYST USER GD ADD 1 DE66-00A Le) REF. 00 
66/6000 GCOS NPS ERROR MESSAGES SRNT1-E DE75-00 ce) REF , 10.37 
66/6000 GCOS NPS ERROR MESSAGES SR NT-2 ADD 1 DE75-00A ce) REF, .00 
66/6000 GCOS NPS ERROR MESSAGES SR NT-3 ADD 2 DE75-00B Le) REF. ele) 
66/6000 GCOS NPS CONFIGURATION EXAMPLES SRNT1-E DE76-00 ce) REF. 14.27 
86/6000 GCOS NPS CONFIGURATION EXAMPLES SRNT-2 ADD 1 DE76-00A Le) REF, , 00 
86/6000 GCOS NPS CONFIGURATION EXAMPLES SRNT-3 ADD 2 DE76-00B fe) REF, -00 
36/6000 GCOS APPLICATIONS GUIDELINES FOR NPS SRNT1-E DE77-00 Le) REF, 8.14 
86/6000 GCOS APPLICATIONS GUIDELINES FOR NPS SR NT-2 ADD 1 DE77-00A Le] REF, 00 
86/8000 RESOURCE COLLECTION & PLOT RECAP RM2.0/3.0 DF43-01 1 REF, 4,06 
66 DM-IV TRANSACTION PROCESSOR SITE MNL TA1.0 DF45-00 ce) REF, 21,39 
66/6000 GRTSII STARTUP PROCEDURE SRSG~i DG14-00 0 REF. 14.81 
66/6000 GRTSII STARTUP PROCEDURE SRSG-1,.2 DG14-0Q0A fe) REF, .00 
66/6000 GRTS II TERMINAL USER GD SRSG-1 DG15-00 fe) REF , 8.52 
86/6000 GRTS I1 TERMINAL USER GD SG1.2 DG15-00A 0 REF. 00 
86/6000 SYSTEM GPERATOR'S GUIDE DH79-00 fe) REF, 8.82 
86/6000 CONTROL CARDS POCKET GUIDE 4J DH95-00 fe) REF . 9.60 
86/6000 TIME SHARING SYSTEM REF MNL 452,DPS81,2,JS2 DJ31-00 0 REF 49.48 
86/6000 COLLECTION + PLOT OF SYST USAGE LEVELS MNL DKO2-00 fe) REF 5.52 
SOF TWARE-PROGRAM PREPARATIGN/MAINT 
86/8000 HOST-RESIDENT SOFTWARE SYSTEM 3/1 RNPO40O0 AW84-00 ce) REF. - 3.17 
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GRDER E FUNC- PRICE 
TITLE NS, Vv TIGN 
SERIES 6000 
SOF TWARE-PROGRAM PREPARATION/MAINT 
SERIES 600/6000 CGBGL POCKET GUIDE 6/D BJ68-01 1 REF. 4.10 
66/6000 FORTRAN 2/H DDO2-00 0 REF 23.81 
66/6000 FORTRAN 31 DDO2-00B ie) REF 00 
66/6000 MACRO ASSEMBLER PROGRAM (GMAP) 2H DDO8-00 fe) REF 35,03 
66/6000 MACRG ASSEMBLER PROGRAM (GMAP) 2H ADD 1 DDO8-O00A fe) REF .90 
66/6000 MACRO ASSEMBLER PROGRAM (GMAP) 31 ADD 2 DDO&6-O00B fe) REF 00 
66/6000 MACRG ASSEMBLER PROGRAM (GMAP) 4J ADD 3 DDOS-00Cc fe) REF. 90 
66/6000 MACRO ASSEMBLER PROGRAM (GMAP) 4JS & DPS1 O0DbOs-OOoD ce) REF ,00 
66/6000 MACRO ASSEMBLER PROGRAM (GMAP) 43S1 DDO&8-O00E ce) REF. ,00 
66/6000 GCOS TIME SHARING BASIC 2H DD16-00 fe) REF 18.31 
66/6000 GCOS TIME SHARING BASIC 4J ADD 1 DD16-00A fe) REF .00 
66/6000 FORTRAN SUBROUTINE LIBRARIES 2/H DD20-00 ce) REF 17.79 
66/6000 FORTRAN SUBROUTINE LIBRARIES 3I ADD 1 DD20-00A fe) REF 90 
66/6000 JOVIAL 2/H DD23-00 fe) REF 12.41 
66/6000 COBOL REFERENCE MANUAL 2/H DD25-00 ce) REF 26.02 
66/6000 COBOL REFERENCE MANUAL 3/1 ADD 1 DD28-00A 0 REF .00 
66/6000 COBOL USER GUIDE 2H DD26-00 fe) REF 28.72 
66/6000 COBOL USER GUIDE 31 ADD 1 DD26-00A fe) REF ,00 
66/6000 COBOL USER GUIDE 4J ADD 2 DD26-00B 0 REF. 00 
66/6000 ALGOL 3/1 DD27-00 fe) REF 17.41 
66/6000 GMAP POCKET GUIDE SR4S/JS DD29-00 fe) REF 8.82 
66/6000 SYSTEMS STARTUP 482,DPS$1.2 DD33-03A 3 REF. .00 
66/6000 GCOS SYSTEM OPERATION TECHNIQUES 4S82,DPS1.2 DDS50-02A 2 REF .00 
66/6000 FORTRAN POCKET GUIDE 2/H DD82-00 0 REF. 4,06 
66/6000 STANDARD COBOL-68 REF MNL 3/1 DE17-00 Le) REF. 26.03 
66/6000 STANDARD COBOGL-68 USERS GUIDE 3/1 DE18-00 0 REF 35.85 
66/6000 STANDARD COBOL-68 USERS GUIDE 4J ADD 1 DE18-0O0A fe) REF ,00 
66/6000 TSS TEX SR WP1.0 DF72-00 fe) REF 14.81 
66/6000 FORTRAN REFERENCE MNL FT1.0 DG75-00 ie) REF 29.47 
66/6000 FORTRAN REFERENCE MNL FT2.0 DG75-00A @) REF. .00 
66/6000 1-D-S COEXISTENCE TO 1-D-S/11I CONVERSION RF1.90 DGSg-00 ie) REF 4.80 
66/6000 TRANSACTION PROCESSING EXECUTIVE-I1 SITE MANUAL DH74-00 Le) REF 22.47 
66/6000 TRANSACTION PROCESSING EXECUTIVE-IT SITE MANUAL DH74-00A ie) REF, 00 
66/6000 TPE-II1 REFERENCE MANUAL TE1.0 DH75-00 fe) REF. 8.29 
66/6000 TPE-II REFERENCE MNL TE2.0 DH75-00A 0 REF. .00 
66/6000 TSS TXLIB SRWL1.0 DJO6-00 fe) REF, 2.63 
SOFTWARE-DATA CONTROL 
66/6000 GENRATION DATA SETS CONTROL SYSTEM USERS GUIDE AX50 -00 ie) REF. 1.59 
600/6000 MULTI-ACCESS 1-D-S IMPLEMENTATION GUIDE 7/E DA80 fe) REF 5.17 
600/6000 TEXT EDITOR QUICK REFERENCE GUIDE 4/B DB42-00 ie) REF, 9.75 
66/6000 I-D-S/] PROGRAMMERS GUIDE 2H DC52-00 fe) REF. 12,97 
66/6000 1-D~-S/1I PROGRAMMERS GUIDE 2H DCS2-00A 0) REF .00 
66/6000 1-0-S/I PROGRAMMERS GUIDE 3! DCS2-00B fe) REF. 00 
66/6000 1-D-S/I USER GUIDE 2H DCS3-00 fe) REF. 24,09 
66/6000 1-D-S/I USER GUIDE 2H ADD 1 DC53-00A Q REF. .00 
66/6000 1-D-S/I USER GUIDE 31 ADD2 DCS3-00B ce) REF, 00 
66/6000 MDQS/I1 USER GD SRMDG.O DC80-01 1 REF 33.66 
66/6000 MDQS/I1 USERS GD SRMT1.0 DC80-02 2 REF 32.39 
66/6000 MDQS/I1T USERS GD SRMT2.0 DC80-02A 2 REF »00 
66/6000 GCOS MDGS DATA BASE ADM GD DC81-00 0 REF 19.34 
66/6000 GCOS BULK MEDIA CONVERSION 2H DD11-00 ie) REF 7,4) 
66/6000 GCOS BULK MEMIA CONVERSION 31 ADD 2 BD11-0O0B 0 REF 00 
66/6000 GCOS BULK MEDIA CONVERSION 3I ADD 3 DD11-00C e) REF 00 
66/6000 GCOS BULK MEDIA CONVERSION 4S2 + DPS1.2 DD11-00D fe) REF .00 
66/6000 TIME SHARING TEXT EDITOR 27H BD18-00 ce) REF 9.26 
66/6000 TIME SHARING TEXT EDITOR 3/1 ADD 1 DD18-O0A fe) REF 00 
66/6000 TIME SHARING TEXT EDITOR 4J ADD 2 DD18-00B fe] REF 00 
66/6000 INDEXED SEQUENTIAL PROCESSOR 2/H DD38-00 fe] REF 12.97 
66/6000 INDEXED SEQUENTIAL PROCESSOR ADD 1 2/H DD38-O00A ie) REF 00 
66/6000 FILE MGMT SUPERVISGR 16 DD48-00 ce) REF. 17.27 
66/6000 FILE MGMT SUPERVISOR 2H ADD 1 DD45-00A ie) REF, .00 
66/6000 FILE MANAGEMENT SUPERVISOR 31 DD45-01 1 REF. 23.74 
66/6000 FILE MANAGEMENT SUPERVISOR 4J ADD 1 DD45-O1A 1 REF. .00 
66/6000 FILE MANAGEMENT SUPERVISOR 4S JS DD45-02 2 REF. 28.42 
66/6000 FILE MANAGMENT SUPERVISOR 482 + DPP1-2 DD458-02A 2 REF 00 
66/6000 1-D-S DATA QUERY SYSTEM USERS GUIDE 2/H DD46-00 ce) REF 5.92 
66/6000 1-D-S DATA QUERY SYSTEM USERS GUIDE 3/1 ADD 1 DD46-00A ie) REF. .90 
66/6000 1-D-S DATA QUERY SYSTEM INSTALLATION 2/H DD47-00 0 REF 7.04 
66/6000 I1-D-S DATA QUERY SYSTEM INSTALLATION 3/I ADD 1 DD47-00A 6) REF. .00 
66/6000 MDQS/IV MGMT DATA QUERY SYSTEM/IV USERS GD DD92-02 2 REF. 36.38 
66/6000 MDQS/IV MGMT DATA QUERY SYSTEM/IV USERS GD DD92-02A 2 REF. » 00 
66/6000 MDGS/IV MGMT DATA QUERY SYST ADM GD DD$2-02B 2 REF. -00 
66/6000 MDGS ADM GD MD3.0 + MD490 DD94-01 1 REF. 29.64 
66/6000 MDGS ADMINISTRATORS GUIDE MT1.0 + MF1.0 DD94-02 2 REF. 37.20 
66/6000 MDQS ADMINISTRATORS GUIDE MT1.0 + MF1,0 ADENDA DDS4-02A 2 REF .00 
66/6000 MDGS ADMINISTRATORS GUIDE MT1.1 + MF1.1 ADENDA DD94 -02B 2 REF. 00 
66/6000 MDGS ADMINISTRATORS GUIDE MT2.0 + MF2.0 ADENDA DD94 -02C 2 REF. 90 
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TITLE No Vv TION 
a ee TPS Se an Sa eS SP ee at eres ie ees Ne Siar ee re ee ee 
SERIES 6000 p 
SCF TWARE-DATA CONTROL oe 
66/6000 DATABASIC SYSTEM LANGUAGE MANUAL 2/H DD95-00 fe) REF. 11.12 
66/6000 DATABASIC LOAD UNLOAD’ SYSTEM 2H | DDS6-00 fe) REF. 6.66 
66/6000 PL/I USER GD 1.0 tee es DEO4-00 9) REF. 24.20 
66/6000 PL/I USERS GUIDE SR2.Q Wut “= DE04-01 1 REF, 27.19 
66/6000 PL/I REF MNL SRPIL1.0 * DEO5-00 ) REF. 40.38 
66/6000 PL/I REF MNL SRPL2.0 ADD 1 DEO5-00A Oo REF. 00 
66/6000 DOCUMENT ENTRY SUBSYSTEM HNDBK SR DE 1.0 DEO7-00 ) REF, 18.85 
66/6000 DOCUMENT ENTRY SUBSYSTEM HNDBK DE3.0 ADD 2 DEO7-00B oO REF, rele) 
L66/6000 COEXISTENT I-D-S/II DATA BASE ADMINISTRATORS GUIDE DES8-00 fe) REF. 21.84 
66/6000 COEXISTENT INTERACTIVE I-D-S/I1I DE59-00 9) REF. 6.29 
66/6000 COEXISTENT INTERACTIVE I-D-S/II SR €11-1 ADD 1 DE59-00A oO REF, .00 
66/6000 COEXISTENT 1-D~S OVERVIEW 3/1 DE60-00 fe) REF, 4.06 
66/6000 I-D-S/1-DD SYSTEM HANDBOOK DJ11-900 fe) REF 9.20 
66/6000 I1-0-S/I1-DD SYSTEM ONLINE USER GD DJ12-00 fe) REF 4.44 
SOF TWARE-GPERATIONS CONTROL 
66/6000 3270 GRTS MODULE USERS GUIDE AW56-01 1 REF, 1.28 
600/6000 REMGTE ENTRY STAION PROGRAM/360 8/F DB85-00 ) REF. 4,99 
66/6000 DATANET 355/6600 MACRO ASSEMBLER PROGRAM 2/H DDO1-00 ) REF, 25.07 
66/6000 GENERAL LOADER 2H DD10-00 fe) REF. 8.52 
86/6000 GENERAL LGADER 2H ADD 1 DD10-00A oO REF. rere) 
86/6000 GENERAL LGADER 31 ADD 2 DD10-00B oO REF. rere) 
66/6000 GENERAL L@ADER 4J ADD 3 DD10-00c oO REF. 00 
66/6000 GENERAL LOADER SR4S2 + DPS1.2 DD10-00D oO REF. 00 
66/6000 DATANET 355/6600 SIMULATOR 2/H DD32-00 ) REF, 4.44 
66/6000 DATANET 355/6600 RELOCATABLE LOADER 2/H DD35-00 fe) REF. 5.56 
SOF TWARE-UTILITY FUNCTIONS 
66/6000 MASS STORAGE UTILITY PACKAGE USER GD 31-& 4J CB87-01 1 REF. 2.51 
66/6000 MASS STORAGE UTILITY PACKAGE USER GD 31 & 4J ADD 1 CB87-01A 1 REF. 00 
66/6000 UNIFIED FILE ACCESS SYSTEM 2H DC89-00 re) REF, 13.20 
66/6000 UNIFIED FILE ACCESS SYSTEM 31 DC89-01 1 REF. 24.69 
66/6000 UNIFIED FILE ACCESS SYSTEM 4J DC89-01A 1 REF. 00 
66/6000 UNIFIED FILE ACCESS SYSTEM 4JS1 DC89-02 2 REF. 29.81 
66/6000 UNIFIED FILE ACCESS SYSTEM 4JS2 &PDS1 DC89-03 3 REF. 35.31 
66/6000 SOURCE AND OBJECT LIBRARY EDITOR 2/H DDO6-00 re) REF, 21.73 
66/6000 SOURCE AND OBJECT LIBRARY EDITOR 4J ADD 1 DDOG-COA oO REF. 00 
66/6000 SOURCE AND OBJECT LIBRARY EDITOR 4$2&DPS1.2 DDO6-00B OO REF. 00 
66/6000 FILE & RECORD CONTROL 2H DDO7-00 fe) REF. 17.39 
66/6000 FILE + RECORD CONTROL 2H ADD 1 DDO7-O00A oO REF, 00 
66/6000 FILE + RECORD CONTROL 31 ADD 2 DDO7-00B oO REF. 00 
66/6000 FILE + RECORD CONTROL 4J ADD 3 DDO7-00c 86—O REF. 00 
66/6000 FILE & RECORD CONTROL 452 & DPS1.2 DDO7-01 1 REF. 20.60 
66/6000 SORT/MERGE 2/H DDOg-00 fe) REF, 10.01 
66/6000 SORT MERGE 3/1 ADD 1 DDO9-00A OO REF, .00 
66/6000 GCOS UTILITY 2H DD12-00 fe) REF. 7.41 
66/6000 GCOS SUMMARY EDIT PROGRAM 2H DD24-00 9) REF. 7.43 
66/6000 GCOS SUMMARY EDIT PROGRAM 31 ADD 2 DD24-00B Oo REF, ,00 
66/6000 GCOS SUMMARY EDIT PROGRAM 4J ADD 3 DD24-00C Oo REF, .00 
66/6000 SUMMARY EDIT PROGRAM 4$3/DPS1.3/JS3 DD24-01 1 REF, 11.53 
66/6000 SERVICE ROUTINES 2H DD42-01 1 REF, 11.55 
66/6000 SERVICE ROUTINES 31 ADD 1 DD42-01A 1 REF. .00 
66/6000 SERVICE ROUTINES 4J ADD 2 DD42-01B 1 REF. rere) 
66/6000 SERVICE ROUTINES 4S2 + DPS1.2 DD42-01C 1 REF. fore) 
66/6000 GCOS DEBUG AND TRACE ROUTINES 2H DD43-00 9) REF, 11.12 
66/6000 GCOS DEBUG AND TRACE ROUTINES 31 ADD 1 DD43-00A 0 REF, oo 
66/6000 DEBUG SUPPORT SYSTEM DS$2.0 D@53-01 1 REF. 7.54 
66/6000 DEBUG SUPPORT SYSTEM DS2.0 DGS3-O1A 1 REF. 00 
66/6000 FILE GENERATION UTILITY SR FG1.0 D@79-00 9) REF. 3.88 
66/6000 COBOL 74/UFAS DEBUGGING TECHNIQUES DH73-00 fe) REF. 44.67 
66/6000 UNIFIED FILE ACCESS SYST (UFAS) USER GDE DJ286-00 fe) REF, 14,55 
66/6000 FILE SYSTEM UTILITY PACKAGE SRFM1-0 DL75-00 fe) REF. 4.78 
APPLICATIONS -MANUFACTURI NG 
600/6000 ANC-APT PUNCHED PAPER TAPE REFERENCE MANUAL DB31 9) REF, 11.30 
L66 APT/66 PART PROGRAMMING POCKET GUIDE DE85S fe) REF. 3.50 
APPLICATIONS-BANKING AND FINANCE 
200/2000/6000 MICRCOM COMMUNICATIONS SUBSYSTEM IMPL GUIDE AR13 2 REF. 5.94 
66/6000 BANK INFO SYST NETWORK (BISNET) ADMIN GUIDE DDs6 re) REF. 10.81 
66/6000 CHECK PROOF/TRANSIT SUBSYSTEM SYSTEM HANDBOOK DE3O 2 REF 23.42 
APPLICATIONS-EDUCATION 
L66 SCRIBE STUDENT SCHEDULING SYST HANDBOOK MNL DLO? 0 REF. 18.05 
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SERIES $000 
APPLICATIONS -EBUCATI ON 


L66 SCRIBE STUDENT SHEDULING SYST HANDBOOK DLLOZA Qa REF, .O0 


APPLIGATIGNS-MGT SCIENCE, MATH/ENG 


SERIES 6000 COGO COORDINATE GEOMETRY REFERENCE MANUAL AH94 1 REF. 6,84 
SERIES 6000 COGO COURDINATE GEOMETRY REFERENCE MANUAL ADD 1 AHS4A 1 REF . 00 
66/6000 COUGO-COGRDINATE GEGMETRY REF MNL ADD 2 AH94B 1 REF. .O00 
SERIES 6000 BMD STATISTICAL PROGRAMS REF MN. BP82 2 REF. 7.41 
66/6000 SIMSCRIPT REF MNL BPes ) REF. 19.89 
66/6000 SIMSCRIPT REF MNL BPgsc Q REF, .O0 
66/6000 TIME-SHARING APPL LIBRARY GUIDE VGL 1 DA43 ie) REF . 12.72 
600/6000TIME-SHARING APPLICATIGNS LIBRARY GUIDE VOL 1 ADD B DA4SB 0) REF. . 00 
66/6000 TIME-SHARING APPL LIBRARY GD V,1 DA43C Le) REF, .00 
66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 2 DA44 1 REF, 19,84 
66/6000 TIME-SHARING APPL LIBRARY GD V.2 STATISTICS DA44B 1 REF. QO 
66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 3 MGMT SC1 DA4S5 2 REF, 24.01 
66/6000 TIME-SHARING APPL LIBRARY GD V.3 MGMT SCI DA45E 2 REF, .00 
66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 4 DA46 1 REF. 11.42 
66/6000 TIME-SHARING APPL LIBRARY GD V.INV DA46B 1 REF. 00 
66/6000 CONCORDANCE GENERATOR PROGRAM FUNCTIANAL. DESC DB96 2 REF. 3.10 
LEVEL GG GENERAL PURPOSE SIMULATOR SYSTEM/66 GPSS/66 REF MN DC34 1 REF, 21,57 
66/6000 AUTOMATED DYNAMIC ANALYZER FUNCTIONAL DESCRIPTIGN bce4 8) REF, 10.56 
66/6000 PROJECT MGMT & CONTRGL PMCS/66 SYSTEM HNDBK DDSg 2 REF. 20.60 
66/6000 APL/66 USERS GUIDE DD78& 1 REF. 13.34 
L66 ASTRA II RESCIURCE ALLOCATIGN PROGRAM REF MNL. DE12 ) REF. 15.34 
L66 PMCS PROJECT MGMT + CONTROL/66 POCKET GUIDE DG44 1 REF. 5.89 
L6é6 PMCS/66 INTERACTIVE INPUT & REPORTING USER GUIDE DJO3 1 REF. 26.08 
MISCELLANEGUS APPLICATIONS 
66/6000 $270 GRTS MAPPING MODULE USERS GUIDE AYOS-00 0 REF. 2.05 
SITE PREPARATIGN 
LEVELS 66868 SITE PREPARATION MANUAL DC79 3 REF. 11,09 
LEVELS 66868 SITE PREPARATIGN MANUAL ADDENDA DC79A 3 REF, mole) 
SERIES 100 
SOFTWARE - ENTIRE GPERATING SYSTEM 
L64 SERIES 100 PROGRAM MODE GPERATIG GUIDE 0300 AQ02-00 fe) REF, 13.47 
L64 100 PROGRAM MODE GPERATGRS GUIDE 0400 ADD 1 AQ02-00A fe) REF. .90 
SOFTWARE-PROGRAM PREPARATION/MAINT 
L64 GCOS SERIES 100 COBOL TRANSLATOR SRO300 AQ70-00 6) REF. 5.98 
SOFTWARE-UTILITY FUNCTIONS 
L64 GXOS SERIES 100 FILE TRANSLATOR SRO3OO AQ26-00 ce) REF. 11.85 
L64 GCOS SERIES 100 FILE TRANSLATOR O400 ADD 1 AQ26-00A ¢) REF, .00 
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765/775/785 VIP REFERENCE MANUAL 

SERIES 200 MODEL 105 EQUIPMENT GSPERATGRS MANUAL 
200/2000 RPG PROGRAMMING LANGUAGE MSR/2000 AND MCD 1 (MSR) 
SERIES 200 65/200 MASS STGRAGE DATA MANAGEMENT 

L61 ACCOUNTS RECEIVABLE SYSTEM 61 1MPL GUIDE 

L61 ACCGUNTS RECEIVABLE SYSTEM 61 IMPL GUIDE ADD 1 

L61 ACCOUNTS PAYABLE SYSTEM (SK) IMPL GUIDE 

L61 ACCOUNTS PAYABLE SYSTEM (SK) IMPL GUIDE ADD 1 

L61 GENERAL LEDGER SYSTEM IMPLEMENTATION GUIDE 

L61 GENERAL LEDGER SYSTEM IMPLEMENTATION GUIDE ADD 1 
SYSTEM 700 PROGRAMMERS REFERENCE MANUAL 

SERIES 200 MOD I MSR RPG POCKET GUIDE 

200/2000 MOD 1 MSR KA SORT MANUAL 

SERIES 200 MOD 1 MSR DISK-CARD UTILITIES SUBSYSTEM 
SERIES 200 M&D I MSR FOR THE SMALL SYSTEM 

SYSTEM 700 PROGRAMMERS REFERENCE CARD 

SERIES 200 236 HIGH-SPEED ODGCUMENT READER-SGRTER 
2000/2000 MOD 1 MSR/TR SINGLE-CHANNEL COMMUNICATIONS 1/76 
SYSTEM 700 TYPE 5520 LINE PRINTER PROGRAMMING MANUAL 
700 TELEPRINTER/PAPER TAPE 1/76 DEVICES PROGRAMMING MANUAL 
SYSTEM 700 REMOVABLE DISK SUBSYSTEMS 

SYSTEM 700 5121/5122/5123 CARD READER PROGRAMMING MANUAL 
SYSTEM 700 5140 CARD READER/PUNCH PROGRAMMING MANUAL 
SYSTEM 700 4021 MAGNETIC TAPE SUBSYSTEM PROGRAMMING MANUAL 
L6 6S/700 LINK-700 LINKAGE EDITOR SRO33O 

SYSTEM 7600 SITE PREPARATION MANUAL 

SYSTEM 700 SITE PREPARATIGN MANUAL ADO 1 

SYSTEM 700 SITE PREPARATION MANUAL ADD 2 

GS/700 GPERATORS GUIDE SRO3TO 

LEVEL 6 / GS/700. FORTRAN MATH LIBRARY 

L6 68/700 DAP-700 MACRO ASSEMBLER SRO330 

200/2000 VEHICLE SCHEDULING SYSTEM IMPLEMENTATIGN GUIDE 
2000 MODELS 2040-2070 PROGRAMMERS REFERENCE MANUAL 
SYSTEM 700 LO-SPEED MULTILINE CONTROLLER PROGRAMMING MANUAL 
SYSTEM 700 6322 UNIVERSAL MULTILLNE CONTROL PROG MNL 
SYSTEM 700 6312 SYNCHRONOUS SINGLE-LINE CONTROLLER 
200/2000 GENERAL LEDGER F DISK IMBLEMENTATIGN GUIDE 
SYSTEM 700 6313 CODE CONVENTION PROGRAMMING MANUAL 

68 MULTICS PROGRAMMERS MANUAL- INTRODUCTIGN 

L68 MULTICS PROGRAMMERS MANNUAL. 8, 0_ 

L68 MPM MULTICS PROGRAMMERS MANUAL. REF GD 7.0 

L68 MPM MULTICS PROGRAMMERS MANUAL. REF GD 8.0 

L668 MPM MULTICS PROGRAMMERS MANUAL REF GO 8.0 

L68 MULTICS MPM COMMANDS AND ACTIVE FUNCTIONS 5.0 

L68 MULTICS MPM COMMANDS AND ACTIVE FUNCTIONS 6.0 

L68 MULTICS MPM COMMANDS AND ACTIVE FUNCTIONS 7.0 

L68 MULTICS MPM COMMANDS AND ACTI FUNCTIONS 7.04 

L68 MULTICS MPM COMMANDS AND ACTIVE FUNCTIONS 8,0 

L68 MULTICS MPM COMMANDS AND ACTIVE. —EUNCTIONS 8,0 

L68 MULTICS MPM SUBROUTINE SR6.0 . ,%~ 

L68 MULTICS MPM SUBROUTINES SR7.0 ADD. ae 

L68 MUTICS MPM - SUBROUTINES 8.0 

L68 PL/1 LANGUAGE SPECIFICATION SRB.0.\= 

L68 PL/1 LANGUAGE SPECIFICATION SRG.O ADD 1 

L68 PL/I LANGUAGE SPECIFICATION SR7.0 ADD 2 

L68 PL/1 LANGUAGE SPECIFICATIGN SR8&.0 ADD3 

L68 PL/1 LANGUAGE SPECIFICATION SR&.0 ADD 4 

MULTICS VIRTUAL MEMORY 

SYSTEM 700 REAL-TIME INTERFACE PROGRAMMING MANUAL. 

200/0 OS/2000 CONCEPTS & CHARACTERISTICS SROSO1 

200/0 6$/2000 SYSTEM GENERATION GUIDE SRO50O1 

200/0 0S/2000G SYSTEM GENERATIGN GD SROSO2 ADD 1 


3-001 


AG73 
AGSO0-01 
AGS0-02 
AG91-02 
AG91-02A 
AG91-02B 
AG92-02 
AG92-02A 
AG92-02B 
AG92-02C 
AG92-03 
AG92-03A 
AG93-02 
AG93-02A 
AG93-02B 
AG94-02 
AG94-02A 
AG94-02B 
AG94-02C 
AG94-02D 
AG95 
AHO} 
AH21-04 
AH22-04 
AH22-04A 
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Numerical Title and Price List 


FUNC- PRICE 
TION 

REF, 6.29 
REF. 10.00 
REF. 17.30 
REF. 12.23 
REF. 14.83 
REF. .00 
REF. 9.68 
REF. .00 
REF. 9.26 
REF. mele) 
REF. 14.45 
REF. 2.39 
REF. 12.11 
REF. 5.92 
REF, 18.77 
REF. 72 
REF. 6.84 
REF. 11.49 
REF. 2.79 
REF. 5.17 
REF. 4,81 
REF. 3,32 
REF. 4.06 
REF. 3.32 
REF, 7.41 
REF. 28.81 
REF. .00 
REF. 00 
REF. 15.38 
REF. 20.58 
REF. 17.79 
REF. 20.01 
REF. 30.60 
REF. 5,92 
REF. 18,83 
REF. 2.78 
REF. 15,94 
REF. 2.57 
REF. 3.63 
REF. 3.85 
REF. 14.08 
REF. oo 
REF. 00 
REF. 30.47 
REF. ‘ ,00 
REF, 00 
REF, ele) 
REF, 47.08 
REF. ele) 
REF. 15.84 
REF. 00 
REF. ele) 
REF. 14,52 
REF. 00 
REF. 00 
REF. 00 
REF. 00 
INST 11.44 
REF. 6.66 
REF. 10.74 
REF. 28.67 
REF. ole) 


R 
ORDER E FUNC - PRICE 
TITLE NG. Vv TIGN 
MARKETING PUBLICATIONS 
200/0 6S/2000 SUPERVISSRY COMPONENTS SRO5SO1 AH23-03 3 REF. 27.31 
200/0 GS/2000 SUPERVISORY COMPONENTS SRO502 ADD 1 AH23-03A 3 REF. 00 
200/0 6S/2000 GPERATORS GUIDE SROSO!1 AH24-04 4 REF. 42.33 
200/0 0S/2000 GPERATORS GUIDE SROS502 ADD! AH24-04A 4 REF. 00 
200/0 G6S/20C60 INDEX GF CONSGLE MESSAGES SRO501 AH25-04 4 REF. 6.66 
200/0 O$/2000 INDEX GF CONSOLE MESSAGES SROSO2 ADD 1 AM25-O4A 4 REF , .60 
200/0 GS2000 DATA BASE SUBSYSTEM AH26-00 G REF, 19.72 
200/6 8S2000 DATA BASE SUBSYSTEM ADD 1 AH26-00A fe) REF. .Q0 
200/060 GS/2000 DATANET 2000 COMMUNICATIGNS PROCESSING AH27-02 6) REF. 16.48 
200/0 GS/20060 DATANET 2000 COMMUNICATIONS PROCESSING SRO401 AH27~-02A Le) REF. a0 
200/70 GS/200G DATANET 2000 COMMUNICATIGNS PROCESSING SRO5SO1 AH27-02B 2 REF. ao 
200/0 88/2000 286 COMMUNICATIONS PROCESSING SRO4O1 AH28-00 fe) REF, 15.19 
200/0 GS/2000 FURTRAN COMPILER SRO301 AH29-01 1 REF. 21.51 
200/0 68/2000 FGRTRAN COMPILER SRO401 ADD 1 AH29-01A 1 REF , .90 
200/0 8S/2000 ANS COBOL COMPILER SROSO1 AH30-01 1 REF , 29.67 
200/0 6S/2000 ANS COBGL COMPILER SROSO2 ADD 6 AH30-01F 1 REF . .00 
200/0 GS/2000 EASYCODER SUBSYSTEM SRO401 AH31-01 1 REF. 20.08 
200/0 68/2000 EASYCODER SUBSYSTEM SROSO1 ADD 5 AH31-O1E€ 1 REF, 00 
200/0 6S/2000 INPUT/GUTPUT PROCESSING SRO2ZOO AH32-01 1 REF. 14.20 
200/0 OS/2000 INPUT/SUTPUT PROCESSING SRO21Q ADDD 1 AH32-01A 1 REF. 00 
200/0 O6S/2000 INPUT/GUTPUT PROCESSING SROSO1 ADD 2 AH32-01B 1 REF. oo 
200/0 8S/2000 INPUT/SUTPUT PROCESSING SRO401 ADD 3 AH32-01C 1 REF. 00 
200/0 GS/2000 INPUT/GUTPUT PROCESSING SROSO1 AOD 4 AH32-01D 1 REF. oo 
200/0 8S/2000 INPUT/GUTPUT PROCESSING SROSO2 ADD 5 AH32-01E 1 REF, 00 
200/0 G6S2000 SYSTEM FILES SRO0401 AH33-03 fe) REF. 11.85 
200/0 GS2G00 SYSTEM FILES SRO50O1 ADD 1 AH33-03A 3 REF, 00 
200/0 0S2000 SYSTEM FILES SROS02 ADD 2 AH33-03B e) REF. 00 
200/0 6S/2000 DISK DATA MANAGEMENT SRO501 AH34 -02 2 REF. 13.52 
200/0 08/2000 DISK DATA MGMT SROSO2 ADD 1 AH34-02A 2 REF. Qo 
200/70 6S/2000 DISK & MAG TAPE CONVENTIONS SRO401 AH35-00 fe) REF, 11.49 
200/06 8S/2000 DISK & MAG TAPE CONVENTIGNS SRO50O1 ADD 5 AH35 -Q0E fe] REF. 00 
200/0 8S/2000 DISK & MAG TAPE CONVENTIGNS SROSO2 ADD 6 AH35 - OOF Le) REF. 00 
200/0 €S/2000 SGRT PROGRAMS SROSO1 AH36-01 1 REF. 12,35 
200/0 6S/2000 SORT PROGRAMS SROSO2 ADD 6 AH36-0O1F 1 REF. 00 
200/0 GS/2000 UTILITY PROGRAMS SRO5O1 AH37-04 4 REF, 21.01 
200/0 GS/2000 UTILITY PROGRAMS SRO502 ADD 1 AH37-04A4 4 REF, a0 
200/0 OS$/2000 EASYWRITER SUBSYSTEM SRO301 AH38-01 1 REF, 19.20 
200/0 GS/2000 EASYWRITER SUBSYSTEM SRO40i ADD 1 AHSB-O1A 1 REF, ele) 
200/0 6S/2000 EASYWRITER ELEMENTARY QUERY SFO301 AH38-01 0 REF. $.92 
200/0 OS/2000 EASYWRITER ELEMENTARY QUERY SRO401 ADD 1 AH39-O1A ¢) REF. lee) 
200/0 GS/2000 DATANET 2000 REMOTE DEVICE SRO401 AH40-03 3 REF, 18.81 
200/0 GS/2000 DATANET 2000 REMOTE DEVICE SROS501 ADD 1 AH40-03A ce) REF, 00 
200/0 OS/2000 DATANET 2000 REMOTE DEVICE SROSO1 ADD 2 AH40-03B 3 REF. 00 
200/0 0S/2000 DATANET 2000 REMOTE DEVICE SRO502 ADD 3 AH40-03C 3 REF. ole] 
$2000 SITE PREPARATION MANUAL AH45 1 REF. 30.03 
$2000 SITE PREPARATION MANUAL ADD 1 AH45A 1 REF. .00 
L66 USER GUIDE T& 200/70 COMPATIBILITY MODE GN L6&6 (CM66) AH63-00 e) REF. 9.26 
200/0 9S2000 281 COMMUNICATIGNS PROCESSING 0501 AH66-01 1 REF. 13.73 
SERIES 6000 COGG COORDINATE GEOMETRY REFERENCE MANUAL AHS4 1 REF. 6.384 
SERIES 6000 COG@ COGRDINATE GEOMETRY REFERENCE MANUAL ADD 1 AHS4A 1 REF. .00 
66/6000 COGO-COGRDINATE GEOMETRY REF MNL ADD 2 AHS4B 1 REF. ,00 
LEVEL 6/SYSTEM 700 6S/700 FORTRAN SRO310 AHS fe) REF. 14.20 
$700 4150 9-TRACK MAG TAPE SUBSYSTEM PROG MNL AJ15 fe) REF. 3.88 
SERIES 200/2000 204D/1A/3A/5A MAGNETIC TAPE UNITS AJ22 6) REF. 8.52 
SERIES 2000 204F-1/-3/-5 MAGNETIC TAPE UNITS AJ23 te) REF. 8.14 
LEVEL 61 MODEL 61/58 GUIDE TO DATA COMMUNICATIONS AJ36 2 REF, 12.85 
GS/700 BINARY SYNCHRONGUS COMMUNICATIONS LOADER AJ75 ) REF. 4.81 
2000/2000 TYPE 220-8 VISUAL INFORMATION CONTROL CONSOLE AJ77 0 REF. 6.10 
SERIES 200 8220 VISUAL INFORMATION CONTROL CONSOLE AJ78 fe) REF. 7.77 
2000 TYPE 294B-200/300/400 7 TRACK MAG TAPE SUBSYSTEM AJ97 i.e) REF, 4.81 
2000 TYPE 204B-200/300/400 7 TRACK MAG TAPE SUBSYSTEM ADD 1 AJS7A ce) REF. .00 
SYSTEM 700 HOST-RESIDENT SOFTWARE SYSTEM AKO1 ce) REF, 10.37 
OS/700 SYSTEM GENERATIGN SRO310 AK35 3 REF. 28.03 
OS/700 SYSTEM GENERATIGN SRO330 ADD 1 AK35A 3 REF. .00 
L68 MAM SYSTEM ADMINISTRATOR SRS5.O AKS0-01 1 REF. 16.72 
L6& MAM SYSTEM ADMINISTRATOR SRS5.O ADD 1 AKSO-O1A 1 REF. .00 
L68 MAM SYSTEM ADMINISTRATOR SR6.O ADD 2 AK50-01B 1 REF. ' 
L6& MAM SYSTEM ADMINISTRATOR SR7.0 ADD 3 AKSO0-o01C 1 REF. »00 
L68 MAM SYSTEM ADMINISTRATOR 8.0 AK50-01D 1 REF. .00 
L68 MULTICS ADMINISTRATORS MANUAL - PROJECT 4.0 AK51-01 1 REF. 4.40 
L68 MULTICS ADMINISTRATORS MANUAL - PROJECT 60.0 ADD 1 AK51-O1A 1 REF, »00 
L68 MULTICS ADMINISTRATORS MANUAL - PROJECT 7.0 ADD 2 AK51-01B 1 REF. oo 
L68 MULTICS ADMINISTRATORS MANUAL - PROJECT 8.0 ADD 3 AK51-01C 1 REF, oo 
L68 MULTICS MPM - SUBSYSTEM WRITERS GD 7.0 AK92-02 2 REF . 22.22 
L68 MULTICS MPM - SUBSYSTEM WRITERS GD 8.0 AKS2-02A 2 REF 00 
L68 MULTICS MPM - SUBSYSTEM WRITERS GD 8.0 AK92-02B 2 REF 00 
L68 MULTICS APL PRELIMINARY EDITON 7.0 AK95-01 1 REF 8.36 
L68 MULTICS APL 8.0 AK95-O1A 1 REF 00 
7300 SERIES BANKING TELLER TERMINAL SYSTEMS BTT AK97 1 REF 11.85 
L62 GCOS CONCEPTS & CHARACTERISTICS SROSOO ALO02-03 3 REF 5.20 
L62 DATA MANAGEMENT 90600 AL10-04 ie) REF 5.88 
L62 GCOS SYSTEM CONTROL 0600 AL11-06 6 REF 16.69 
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L62 SYSTEM CONTROL 0610 

L62 OPERATORS GUIDE 0600 

L62 GPERATORS GUIDE 0610 

L62 ECGS RPG LANGUAGE REF MNL 0600 

L62 GCOS RPG USERS GUIDE SRO300 

L62 6C6S RPG USERS GUIDE o600 

L62 COBOL REF MNL OSo0 

L62 COBOL REF MNL O400 ADD 1 

L62 COBOL REF MNL O5S00 ADD 2 

L62 COBOL REF MNL 9600 ADD 3 

L62 COBOL USER'S GUIDE 0600 

LG2 DATA UTILITIES 0600 

L62 DATA UTILITIES 0610 

L62 DATA UTILITIES 0610 

L62 SORT/MERGE 0500 

L62 SORT/MERGE OS00 ADD 1 

L62 SORT/MERGE O600 ADD 2 

L62 IBM SYSTEM 3 CONVERSION GD 0400 

L62 IBM SYSTEM 3 CONVERSION GD OS00 ADD 1 

L62 IBM SYSTEM 3S CONVERSION GD O600 ADD 2 

L62 GCOS MESSAGE/RESPONSE 6600 

Lé2 GCOS MESSAGE RESPONSE 0610 ‘ 

DATA COMMUNICATIONS 7760/7705 SYSTEM REF MNL. 

L68 MULTICS PROCESSOR MNL 

LGS8 MULTICS PROCESSOR MANUAL 

L6S MULTICS INTRODUCTORY USERS GUIDE SR6.0 
SERIES 600/6000 DARTMOUTH TIME-SHARING SYSTEM MANUAL 
2000/2000 INVENTORY MANAGEMENT SYSTEM 2000 HANDBOSK IMS 2000 
SERIES 2000 MODELS 2020/2030/2030A PROGRAMMERS REFERENCE MNL 
SERIES 2000 MODEL 2020/2030/2030A PROGRAMMERS REFERENCE MNL 
LEVEL 62 FORTRAN REF MNL OS00 

LEVEL 62 FORTRAN REF MNL O600 ADD 1 

DATANET 700 RNP RCP707 SYSTEM STARTUP/GPERATION SR320 
LEVEL 62 SITE PREPARATICIN MANUAL 

L62 SITE PREPARATION MANUAL 

MTS 7500 EASAL 2 USERS GUIDE Bos 

MTS 7500 PAP TEXT PROCESSING SYSTEM USERS GUIDE 
MTS 7500 PAP TEXT PROCESSING SYSTEM USERS GUIDE ADD 1 
MTS 7500 DATA COMMUNICATIGN PACKAGE 

LEVELS 64,66,68 MTUO0400/0500/0600 GPERATIGN 
SERIES 60 MSU0400 MASS STORAGE UNIT GPERATICIN 
L638 MULTICS GPERATORS HANDBOSK SRE,O 

L68 MULTICS OPERATORS HANDBOOK SR6.O ADD 1 

L68 MULTICS GPERATGRS HANDBOOK SR7.0 ADD 2 

L68 MULTICS GPERATGRS HANDBOOK 6.0 

L6& MULTICS GPERATORS HANDBOOK 8.0 

LEVEL 68 MULTICS BASIC 

L68 MULTICS PL/I REF MNL 4.0 

L68 MULTICS PL/I REF MNL 7.0 ADD 1 

DATANET 700 RNP TYPE RCP701/702 GPERATORS GUIDE 
L68 BCcoS ENVIRONMENT SIMULATSR 7.0 

7300 SERIES BTT STANDARD TRANSACTION PROGRAM 

MTS 7500 MULTIFUNCTION TERMINAL SYSTEM REFERENCE MANUAL 
7300 SERIES BT DATA CAPTURE CASSETTE UNIT 
SYSTEM 700 SENSOR-BASED SYSTEM MODULES SRO201 
L66 PSC/SYSTEM HANDBOOK 

L66 PSC/SYSTEM HANDBOSK ADD 1 

L6G PSC/SYSTEM HANDBOOK 

SERIES 60 MSU0310 MASS STORAGE UNIT GPERATICIN 
$60 MSU0310 MASS STORAGE UNIT GPERATION 

LEVELS 62+64 PRUO400/0600/0600 PRINTER GPERATIGN 
SERIES 60 CRUOGOG/1050 CARD READER GPERATION 
PAGE PRINTING SYSTEM FORMAT CYLINDER DESIGN GUIDE 
MTS 7500 CIPERATORS GUIDE 

L68 GUIDE TO MULICS MANUALS 8,0 

L68 MULTICS SYSTEM METERING 7.0 

L68 MULTICS USER RING INPUT/SUTPUT SYSTEM SDN 
L68 MULTICS ALM ASSEMBLER SDN 

L68 MESSAGE SEGMENT FACILITY SDN 2.0 

L68 MULTICS CARRY FACILITY 7.0 

L68 MULTICS CARRY FACILITY 7.0 ADB 1 

L68 STANDARDS SYSTEM DESIGNERS NOTEBSOK 8.0 

L68 MULTICS COMMUNICATIGNS SYSTEM 7.0 

DATANET 700 RNP 707 CONFIGURATIGN SRO320 

LEVEL 61 61/60 CONCEPTS AND CHARACTERISTICS 
LEVEL 61 FUNCTIONAL CHARACTERISTICS 

LEVEL 61 FUNCTIGNAL CHARACTERISTICS ADD 1 

L6 ACCGUNTS RECEIVABLE SYSTEMS HANDBOOK 

L62 ACCOUNTS PAYABLE SYSTEM HANDBOOK 

L62 GENERAL LEDGER SYSTEM HANDBOOK 

200/2000 PSG/2000 SYSTEM HANDBGSK 

SERIES 60 PRU1200/1600 PRINTER SGPERATIGN 
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AL11-O6A 
AL12-05 
AL12-05A 
AL14-01 
AL15-00 
AL15-00B 
AL16-01 
ALI6-O1A 
AL16-01B 
AL16-01C 
AL17-04 
AL18-06 
AL18-0O6A 
AL18-06B 
AL19-02 
AL19-02A 
AL19-02B 
AL20-02 
AL20-02A 
AL20-02B 
AL27-05 
AL27-0O5A 
AL29 
AL39-01 
AL39-O1A 
AL40-01 
AL5S5 
AL78 
AL79 
AL79A 
AL$S2-02 
AL92-02A 
AMO5-01 
AM12 
AM12A 
AM20 -02 
AM22-01 
AM22-01A 
AM25 
AM46 
AM4& 
AM81~-01 
AM81-O1A 
AM81-01B 
AM81-01C 
AM81-010 
AM82-00 
AM83-00 
AM83-00A 
ANO3-00 
ANO5-01 
AN10-00 
AN11 
AN23 
AN24 
AN32 
AN32A 
AN32B 
ANS4 
AN3S4A 
ANS6G 
AN37 
AN39 
AN48 
AN50~-02 
ANS2-01 
AN57-00 
AN63-00 
AN6S-00 
AN76-01 
AN76-O1A 
AN82-00 
AN85-01 
AP12-01 
AP62 
AP&63 
AP63A 
AP74 
AP75 
AP76 
AP77 
AP88 
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R 
GRDER E FUNC - PRICE 
TITLE NG. Vv TIGN 
MARKETING PUBLICATIONS 

SYSTEM 700 SSAIR FUNCTIGNAL CHARACTERISTICS APSO ie) REF 2.57 
L64 SERIES 100 PROGRAM MODE GPERATIO GUIDE AQ02-00 fe) REF 13.47 
L64 100 PROGRAM MODE GPERATGRS GUIDE 0400 ADD 1 AQO2-O0A 0 REF .00 
L64 SERIES 100 CONVERSIGN GD 400 AQ03-00 ie) REF 8.18 
L64 200/0 CONVERSION GD 0300 AQO4-00 Q REF 23,75 
L64 360/370 CONVERSION GUIDE 400 AQ05-00 0 REF 4.05 
L64 360/370 CONVERSIGN GUIDE 400 AQO05 -00A ie) REF .00 
L64 SYSTEM MANAGEMENT GUIDE o4000 AQOY-01 1 REF. 12.15 
L64 SYSTEM MANAGEMENT GUIDE o4c00 AQOQS-O1A 1 REF. .O0 
L64 JOB CONTROL LANGUAGE REF MNL 0400 AQiO-02 2 REF. 18,20 
L64 JOB CONTROL LANGUAGE REF MNL 0400 ADD 1 AQ10-02A 2 REF. 00 
L64 JOB CONTROL LANGUAGE USER GUIDE 0400 AQ11~-01 1 REF . 16.30 
L64 SYSTEM GPERATIGN SPERATGR GUIDE SRO4do00 AQ13-01 1 REF. 18,88 
L64 SYSTEM SPERATIGN GPERATOR GUIDE 0460 ADD 1 AQI3-O1A 1 REF. .00 
L64 SYSTEM GPERATIGN SPERATOR GUIDE 0400 4Q13-01B 1 REF. GO 
L64 SYSTEM GPERATION CONSOLE MESSAGES S$RO0400 AQ14-01 1 ct 5.54 
L64 SYSTEM OPERATION GPERATOR STATION AQ17 ie) REF, 6.42 
L64 6COS GATA MANAGEMENT UTILITIES 0400 AQ20-02 2 REF 12.98 
L64 GCOS DATA MANAGEMENT UTILITIES 9400 ADD 1 AQ20-02A 2 REF »90 
L64 GCOS DATA MANAGEMENT UTILITIES 0400 AQ20-03 3 REF 13,02 
L64 200 PROGRAM MODE USER GD 406 AQ21-01 1 REF &.18 
L64 200 PROGRAM MODE OPERATOR GD 400 AQ22-01 1 REI 12.98 
L64 GXOS SERIES 100 FILE TRANSLATOR SRO3O00 AQ26-00 ie) REF 11,85 
L64 GCOS SERIES 100 FILE TRANSLATSGR 0400 ADE 1 AQ26-00A 8) REF .90 
L64 GCOS 200/0 FILE TRANSLATOR 0400 AQ27-01 1 REF 7.77 
L64 LIBRARY MAINTENANCE REF MNL 0400 AQ28-01 1 REF 14,47 
L64 LIBRARY MAINTENANCE REF MNL 400 AQ28-O1A 1 REF ,90 
L64 LIBRARY MAINTENANCE REF MNL 0400 AQ28-01B 1 REF 00 
L64 COMMUNICATIONS NETWORK CONTROL TERMINAL OPS 0400 AQ49-02. 2 REF 6,68 
L64 TERMINAL GPERATIGNS SRO400 AG50-01 1 REF 4.80 
L64 PROGRAM CHECKGUT FACILITY 0400 AQ52-01 1 REF 9.84 
L64 COMMUNICATIONS PROCESSING FACILITY 9400 AQ53-01 1 REF 26,04 
L64 COMMUNICATIGNS PROCESSING FACILITY 0400 ADD A AQS3S-O1A 1 REF mele) 
L64 TDS/64 SITE MANUAL 0400 AQ55-02 2 REF 6,42 
L64 TDS/64 USER GUIDE SRO400 AQS6-00 Q REF 20.77 
L64 TDS/64 USER GUIDE 0400 ADD 1 AQS6-00A ie) REF. 00 
L64 TDS/64 PROGRAMMERS REF MNL O406 AQ57-02 2 REF. 8.34 
L64 UNIT RECGRD DEVICES USER GUIDE 0400 AQS9-01 1 REF. 9.60 
L64 UNIT RECORD DEVICES USER GUIDE 0400 ADD 1 AQ5s-O1A 1 REF. .90 
L64 INTERACTIVE GPERATION FACILITY SRO400 AQ60-00 e) REF. 7.04 
L64 INTERACTIVE OPERATIGN FACILITY 0400 ADD1 AQ60-00A i¢} REF. .00 
L64 COBOL USER GUIDE 400 AQG3-01 1 REF. 21.386 
L64 COBGL USER GUIDE 0400 ADDENDA AQ63-O1A 1 REF. paete) 
L64 COBOL LANGUAGE REF MNL 0400 AQ64 -02 2 REF. 35.49 
L64 FORTRAN REF MNL SROSOO AQ65-00 0 REF. 15.19 
L64 FORTRAN REF MNL SRO400 ADD 1 AQ65 - O04 1 REF, .00 
L64 FORTRAN REF MNL 0400 ADD 2 AQ65 -008 ¢) REF. ,00 
L64 FORTRAN REF MNL 0400 ADD 3 AQG65-00C Q REF. »O0 
L64 FORTRAN REF MNL AQ65-00D .@) REF. .90 
L64 FORTRAN USER GUIDE SRO400 AQG6~-01 1 REF. 11,84 
L64 FORTRAN USER GUIDE 0400 ADD 1 AQ66-01A 1 REF. mele) 
L64 FORTRAN MATH LIBRARY SRO400 AQ67-01 1 REF. 4,80 
L64 FORTRAN MATH LIBRARY 0400 ADD 1 AQ67-O1A 1 REF. mete] 
L64 RPG REF MNL SROSOO AQ6&-00 ie) REF. 23,36 
L64 RPG REF MNL SRO400 ADD 1 AQ68-00A ie) REF. .0Q 
L64 RPG LANGUAGE REFERANCE MANUAL 0500 AQ68-01 1 REF. 25.00 
L64 RPG USER GD SRO300 AQ69-00 ie} REF. 29,67 
L64 RPG USER GD SRO400 ADD 1 AQ69~-00A i@) REF. .O00 
L64 GCOS SERIES 100 COBSL TRANSLATOR SRO30O AQ70-00 0 REF. 5.98 
L64 200/0 COBOL TG L64 COBOL TRANSLATOR 0400 AQ72-01 1 REF. 2.62 
L64 IBM SYST 360/370 T& L64 COBGL TRANSLATOR 400 AQ73-01 1 REF. 5.54 
L64 BAL TO COBOL TRANSLATGR 400 AQ76-00 ie) REF. 9.60 
L64 FILE TRANSLATOR 0400 AQ77-00 ie) REF. 9.26 
L64 FILE TRANSLATOR 0400 ADD 1 AQ77-O0A QO REF. 00 
L64 BFAS USER GUIDE SRO400 AQ82-01 1 REF. 17,05 
L64 BFAS USER GUIDE 0400 ADD 1 AQB2-O01A 1 REF, 00 
L64 HFAS USER GUIDE SRO400 AQ83-01 1 REF, 24.09 
L64 HFAS USER GUIDE 0400 ADD 1 AQ83-O1A 1 REF, -90 
L64 HFAS USER GUIDE 0400 AQ83-01B 1 REF. 00 
L64 UFAS USER GUIDE 0400 AQ84-01 1 REF, 12.06 
L64 UFAS USER GUIDE 0400 ADD 1 AQ84-O1A 1 REF. ,00 
L64 SORT/MERGE 0300 AQ85-00 0 REF. 10,67 
L64 SORT/MERGE 0400 AQ85-02 2 REF. 9.79 
L64 CATALOG MANAGEMENT 0400 AQ86-01 1 REF. 10.11 
L64 LIBRARY MAINTENANCE USER GD 400 AQ87-00 i¢} REF. 7.77 
L64 LIBRARY MAINTENANCE USER GD 0400 ADD 1 AQ87-O0A ie) REF. .00 
L64 [-O-S/11 USER GUIDE V6L |! 0400 AQ88-01 1 REF. 18.54 
L64 I[-D-S/II USER GUIDE PART |! 400 AQS8EB-O1A 1 REF. .00 
L64 1-D-S/II USER GD VOL 2 0400 AQ8S-01 1 REF. 24,04 
L64 I-D-S/II USER GUIDE VOL 2 400 AQBS-O1A 1 REF. ,00 
L64 COBOL POCKET GUIDE 0400 AQS0-01 1 REF. 2.56 
L64 GCOS SYSTEM SUMMARY POCKET GD 0400 AQ91-03 3 REF 3.08 
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MARKETING PUBLICATIGNS 


L64 GPERATORS REF CARD SRO400 

L64 RPG LISTING DECODER CARD 0400 

L64 FORTRAN LANGUAGE REFERENCE CARD 

L64 TELECQUMMUNICATIONS + TDS/64 O400-POCKET GUIDE 

L64 BCOoS IDS/I1 POCKET GD 0400 

L64 CHARACTER SET AND CODE - CONVERSION REF CARD 0400 
200/2000/6000 MICRCOM COMMUNICATIONS SUBSYSTEM IMPL GUIDE 
SYSTEM 700 DEVICE DRIVERS FOR STAND-ALONE PROGRAMS 
OS/700 ONLINE UTILITY PROGRAMS SRO310 

OS/700 GNLINE UTILITY PROGRAMS SRO330 + 0400 RNP 

L6 8S/700 STAND-ALGNE UTILITY PROGRAMS SRO400 

L& OS/700 EXECUTIVE SROS10 

L6 0S/700 EXECUTIVE SRO330 BNPO400 ADD 1 

OS/700 FILE MANAGEMENT SRO310 

LEVEL 6 / GS/700 COMMUNICATIONS 

LEVEL 64 SCRIBE STUDENT SCHEDULING SYSTEM HANDBOGK 
LEVEL 64 SCRIBE STUDENT SCHEDULING SYSTEMS HANDBO0K ADD 1 
SYSTEM 700 5151 AND 5152 CARD READERS 

PAGE PRINTING SYSTEM OPERATIGN 

PAGE PRINTING SYSTEM INSTALLATION PLANNING 

PPS INSTALLATION PLANNING 

200/2000 COMPUTER SCHEDULING SYSTEM HANDBOOK 

L61 GCOS TRANSACTION SYSTEM ANALYSTS GUIDE 

L61 COBOL-6& REF MNL 

LEVEL 61 GCOS SYSTEM CONTROL MANUAL 

LEVEL 61 GCOS MINICOBGL LANGUAGE REFERENCE MANUAL. 

L61 GCOS OPERATORS GUIDE 

L61 GCOS GPERATGRS GUIDE ADD A 

L62 PAYROLL SYSTEM HANDBOOK 

PAGE PRINTING SYSTEM GS AND DOS SUPPGRT FOR PPS 

PPS + PPS 11 6S + D&S SUPPORT 

L64 SERIES 100 COMPATIBILTY MODE CONCEPTS/CHARACTERISTICS 
L68& MULTICS HARDWARE DIAGNGSTIC AIDS 6,0 

L6& MULTICS HARDWARE DIAGNOSTIC AIDS 6.0 ADD 1 

LEVEL 64 SCRIBE SYSTEM HANDBOOK 

L6 MINICOMPUTER HNDBK MODEL 6/34,6/36,6/43 FF 

LEVEL 6 GCOS/BES SOFTWARE GVERVIEW SRO100 

LEVEL G GCOS/BES SOFTWARE GVERVIEW SRO110 ADD 1 

L6 GCOS/BES EXECUTIVE AND INPUT/GUTPUT SRO110 


LEVEL 6 
LEVEL 6 
LEVEL 6G 
LEVEL 6 
LEVEL 6 


GCOS/BES 
GCOS/BES 
GCOS/BES 
GCOS/BES 
GCOS/BES 


PROGRAM DEVELOPMENT TOOLS SRO100 
PROGRAM DEVELOPMENT TOGLS SRO110 ADD 1 
UTILITY PROGRAMS SRO100 

UTILITY PROGRAMS SRO110 ADD 1 

ASSEMBLY LANGUAGE SRO100 


L6 BCOS/BES FORTRAN SRO203 

L6 GCOS/BES FORTRAN SROZOS ADD 1 

LEVEL 6 GCOS/BES OPERATORS GUIDE SRO100 

LEVEL 6 GCOS/BES GPERATORS GUIDE SRO110 ADD 1 

LEVEL 6 GCOS/BES ONLINE APPLICATIGN SRO100 

LEVEL 6 GCOS/BES GNLINE APPLICATIGN SRO110 ADD 1 
L64 GCOS SYSTEM CONTROL SRO220 

L64 GCOS GPERATORS GUIDE SRO220 

LEVEL 62 CRUO306 CARD READER GPERATION 

L68 MULTICS GRAPHICS SYSTEM 8.0 

L68 MULTICS COBGL USERS GD 6.0 

L68 MULTICS COBOL USER GUIDE 7.0B 

L68 MULTICS COBGL. USER GUIDE 7,0 

L68 MULTICS COBOL USER GUIDE 6.0 

L68 MULTICS COBOL USER GUIDE 8.0 

L68 MULTICS COBGL REF MNL SR5,.0 

L68 MULTICS COBOL REF MNL 6.0 

L68 MULTICS COBOL REF MNL 7.0 

L68 MULTICS COBOL. REF MNL 7.0 

L68 MULTICS COBOL REF MNL 7.0B 

L68 MULTICS COBOL REF MNL 8.0 

TRANSACTIGN PROCESSING/2000 USERS GUIDE 

LEVEL 62 MSU0112/0113/0116 MASS STORAGE UNITS 

L68 MAM REGISTRATION + ACCOUNTING ADMINISTRATOR 4.0 
L68 MAM REGISTRATION + ACCOUNTING ADMINISTRATOR 7.0 ADD 1 
L68 MAM REGISTRATION + ACCOUNTING ADMINISTRATOR 9.0 
S700 MULTIFUNCTIGN HASP SYSTEM GPERATGRSGUIDE SR100 
PAGE PRINTING SYSTEM LEVEL 66 GCOS SUPPORT 

LEVEL 6 DISKETTES D1U9101/8102 GPERATORS CARD 

LEVEL 6 TELEPRINTERS TTU9101/9102 OPERATORS CARD 


LEVEL 6 LINE PRINTERS PRU9103/9104/9105/8106 OPERATGRS CARD 


LEVEL 6 SERIAL PRINTER PRU9101/9102 GPERATORS CARD 
LEVEL 6 MODEL 6/06 PROGRAMMERS REF MNL 

LEVEL 6 MODEL 6/06 PROGRAMMERS REF MNL ADD 1 

L64 GCOS ENTRY-LEVEL COMMUNICATION-PROC SROZ10 

L64 GCOS ENTRY-LEVEL COMMUNICATIGN-PROC SROZ10 ADD 1 
L64 GCOS ENTRY-LEVEL COMMUNICATION-PROC SROZZO ADD 2 


LEVEL 64 GCOS SERIES 100 COMPATIBILITY MODE GPERATORS GUIDE 
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AQg2-01 
AQ93-01 
AQ24-01 
AQ95-01 
AQ96-01 
AQ97-00 
AR13 
AR14 
AR2O 
AR2OA 
AR21 
AR22 
AR22A 
AR23 
AR24 
AR35 
ARSSA 
AR41 
AR46 
ARS53 
ARS3A 
ARS7 
AR58& 
ARGO 
ARS1 
ARG2 
ARGS 
AR63A 
AR80 
ARS86 -02 
AR86-03 
AR94-00 
AR97-01 
AR97-O1A 
AS11 
AS22 
AS27-00 
AS27-Q0A 
AS28-00 
AS29-00 
AS29-00A 
AS30-00 
AS30-00A 
AS31-01 
AS32-02 
AS32-02A 
AS33-00 
AS33-00A 
AS34-00 
AS34-O0A 
AS36-01 
AS37-02 
AS39 
AS40-01 
AS43-01 
AS43-O01A 
AS43-01B 
AS43-01C 
AS43-01D 
AS44-01 
AS44-O01A 
AS44-01B 
AS44-0O1C 
AS44-01D 
AS44-0O1E 
AS52-00 
AS65 
AS68-00 
AS68-00A 
AS68~-00B 
AS70 
AT16-00 
AT20 
AT21 
AT22 
AT23 
AT25 
AT25A 
AT28-00 
AT28-00A 
AT28-00B 
AT35-00 
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FUNC - PRICE 
TION 

REF. .73 
REF, 156 
REF. .56 
REF. 1.60 
REF. 1,25 
REF. .56 
REF. 5.94 
REF 15.76 
REF, 23.74 
REF. 00 
REF. 23.74 
REF. 23.46 
REF. 00 
REF. 19,84 
REF. 10,00 
REF. 40.17 
REF. 00 
REF. 2,96 
REF. 20.12 
REF. 8,02 
REF . .00 
REF, 11.85 
REF. 21.01 
REF. 12,35 
REF. 16.55 
REF. 8.72 
REF. 14,83 
REF. 00 
REF, 26.42 
REF. 8,02 
REF. 7.07 
REF. 3.32 
REF. 6.05 
REF. »90 
REF. 35.37 
REF. 11,93 
REF . 6,66 
REF. .00 
REF. 16,07 
REF. 9.39 
REF. .00 
REF. 8.92 
REF. ,Q0 
REF. 22,52 
REF, 25.33 
REF, .00 
REF. 17.90 
REF. .00 
REF. 6.88 
REF. ,00 
REF. 25.95 
REF. 38.81 
REF, 2.51 
REF. 14,96 
REF. 7.26 
REF. .00 
REF. 00 
REF. fete) 
REF. .00 
REF. 17.16 
REF, ,00 
REF. 00 
REF. 00 
REF. 00 
REF. .00 
REF. 8.46 
REF. 2.05 
REF. 4.95 
REF. » 90 
REF. 00 
REF. 5.98 
REF. 91 
REF. 18 
REF. 18 
REF. 36 
REF, 18 
REF. 16,55 
REF. 00 
REF. 13.70 
REF, ,00 
REF. .900 
REF. 24,01 


MARKETING PUBLICATIGNS 


LEVEL & GS/700 GPERATORS GUIDE SROS10 

L6 GS/700 SYSTEM GENERATIGN SROS310 

L6 OS/700 SYSTEM GENERATIGN SRO33O ADD 1 

LEVEL 62 CCU0S06/16006 MULTIFUNCTIGN UNITS GFERATION 

VIP 7760 SUBSYSTEM USER'S REFERENCE MANUAL 

S6G CCUO400 CARD READER/PUNCH & CPU0120 CARD PUNCH OP 

L68 MULTICS FORTRAN REF MNL 8.0 

L68 MULTICS FORTRAN REF MNL 8.0 

LEVEL 68 MULTICS DFAST SUBSYSTEM USERS GUIDE SR3.1 

LEVELS 66 & 68 MSU0402/0451 OPERATION 

LEVEL 6 CRT KEYBOARD CONSGLE DKU9101 GPERATGRS GUIDE 

LEVEL 6 KEYBOARD TYPEWRITER CONSOLE TWU9101 OPERATORS CARD 
LEVEL 6 COMMUNICATIONS HANDBOOK 

L& COMMUNICATIONS HANDBOOK 

L6 COMMUNICATIONS HANDBOOK 

LEVEL 61 MODEL 61/60 DATA COMMUNICATIONS 

200/2000 TOTAL INTERACTIVE QUERY LANGUAGE (IQL) 

VIP 7730 GPERATIGNS DATA COMMUNICATIONS 

L68 MULTICS FAST SUBSYSTEM REF MNL 8.0 

L68 MULTICS FAST SUBSYSTEM REF MNL 8.0 

LEVEL 6 MODE! 6/06 GPERATORS CARD 

L62 COMMUNICATIGNS SYSTEM/BASIC FOR TERMINALS 0600 

L62 6COS BSC1/2 COMMUNICATIGNS SYSTEM SRO500 

L62 GCOS BSC1/2 COMMUNICATIGNS SYSTEM 0600 ADD 1 

LEVEL 61 TO LEVEL 62 CONVERSION GUIDE SR O500 

L6 GCOS/BES2 COBGL 0200 

L6 B6COS/BES2 COBOL SRO2ZO03 ADD i 

LG GCOS/BES2 COBOL SRO210 ADD 2 

L6 GCOS/BES2 ASSEMBLY LANGUAGE 0200 

LS GCOS/BES2 ASSEMBLY LANGUAGE 0210 ADD 1 

L6 @COS/BES2 BASIC REF MNL SROZO0O 

L6 G6COS/BES2 BASIC REF MNL SRO2ZO3 ADD 1 

L6 GCOS/BES2 EXECUTIVE & 1/6 0200 

LS GCOS/BES2 EXECUTIVE & 1/6 0203 ADD 1 

L6 GCOS/BES2 EXECUTIVE & 1/6 0204 ADD 2 

L& 6COS/BES2 EXECUTIVE + 1/7& 210 ADD 3 

L6 GCOS/BES2 OPERATOR GD 0200 

L6 GCOS/BES2 GPERATGR GD 0201 ADD 
L6 GCOS/BES2 OPERATOR GD 0203 ADD 
L6 @COS/BES2 GPERATOR GD 0200 ADD 
L6 GCOS/BES2 SPERATOR GD 0210 ADD 


AQN— 


L& 
L6 
L6é 


GCOS/BES2 
GCcoS/BES2 
GCOS/BES2 


UTILITY 
UTILITY 
ETILITY 


PROGRAMS 
PROGRAMS 
PROGRAMS 


200 
203 
210 


ADD 1 
ADD 2 


LS GCOS/BES2 PROGRAM DEVELGPMENT TOOLS 200 

L6 GCOS/BES2 PROGRAM DEVELOPMENT TOGLS 203 ADD 1 

LS GCOS/BES2 PROGRAM DEVELOPMENT TOOLS 210 ADD 2 

LS GCOS/BES2 PLAN&BUILD AN GNLINE APPLICATIGN 203 

L6 GCOS/BES2 PLAN&BUILD AN GNLINE APPLICATIGN 204 ADD 1 
L6 GCOS/BES2 PLAN&BUILD AN GNLINE APPLICATIGN 210 ADD 2 
L& GCOS/BES2 SOFTWARE SVERVIEW & CONVENTIGNS 200 

Lé GCOS/BES2 SOFTWARE SVERVIEW & CONVENTIGNS 201 ADD 1 
L6 GCOS/BES2 SOFTWARE SVERVIEW & CONVENTIGNS 203 ADD 2 
Lé GCOS/BES2 SOFTWARE SVERVIEW & CONVENTIONS 204 ADD 3 
L6 GCOS/BES2 SOFTWARE SVERVIEW & CONVENTIONS 210 ADD 4 
DATANET 700 RNP REMOTE TERMINAL CONCENTRATIGN OP GD 0400 
DATANET 700 RNP SYSTEM STARTUP & GPERATION 0400 
DATANET 700 RNP SYSTEM GENERATION 0400 

DATANET 700 RNP COMMUNICATIGNS 0400 

LEVEL 66 GM66 IMPORT/EXPORT UTILITY USERS GUIDE 

LEVELS 66 & 68 PRU1100 PRINTER OPERATION 

L68 MULTICS GN-LINE TEST + DIAGNOSTICS REF MNL 6.0 

L68 MULTICS GNLINE TEST + DIAGNOSTICS REF MNL 7.0 

L&@ CARTRIDGE MODULE DISK SUBSYSTEM OPERATION MNL 

DATA COMMUNICATIONS VIP7700R/7708R REF MNL 

L6& COMMANDS & ACTIVE FUNCTIONS POCKET GUIDE 3.1 

L68 MULTICS POCKET GD COMMANDS & ACTIVE FUNCTIONS 8.0 
L61 PAYROLL SYSTEM HANDBOOK 

L61 PAYROLL SYSTEM HANDBOOK ADD 1 

L68 MULTICS SORT MERGE SR4.0 

L61 ACCOUNTS PAYABLE SYSTEM HANDBOOK 

L61 MODELS 61/58 + 61/60 INSTALLATION PLANNING MNL 

L66 LISP USERS GUIDE 3.0 

L6G HONEYEDIT USERS GUIDE 

LEVEL 64 200/2000 IMS/2000 EXTENDED HANDBOOK 

L68 MULTICS RELATIONAL DATA STORE REF MNL 

L686 MULTICS RELATIONAL DATA STORE REF MNL 8.1 

L62 UNIVERSAL TOTAL LEVEL 2 

L62 UNIVERSAL TOTAL LEVEL 2 ADD 1 

L62 UNIVERSAL TOTAL LEVEL 2 ADD 2 

66/6000 3270 GRTS MODULE USERS GUIDE 

DATANETWORK BANK ANALYSIS REPORTING SYSTEM USERS GUIDE 
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AT58-02A 
AT59-00 
AT71 
AT87 
AT88 
AT97 
AT97A 
AT97B 
AUI5 
AUI9 
AU24 
AU25-01 
AU25-O1A 
AU34 
AU38 -02 
AU39-03 
AU39-03A 
AU40-00 
AU41-00 
AU41-00A 
AU41-00B 
AU43-00 
AU43-00A 
AU44-00 
AU44-00A 
AU45-00 
AU45-00A 
AU45 -00B 
AU45-00C 
AU46-00 
AU46-00A 
AU46-00B 
AU46-00C 
AU46-00D 
AU47-00 
AU47-00A 
AU47 -00B 
AU48-00 
AU48-00A 
AU48-00B 
AU4$9-01 
AU49-O1A 
AU49-01B 
AU5O-00 
AU50-00A 
AUSO-00B 
AU50-00C 
AU50-00D 
AUS4-00 
AUS5 -00 
AU56-00 
AU57-00 
AU74-01 
AU76 
AU77-01 
AU77-02 
AUS4 
AW10 
AW17-00 
AW17-01 
AW28 
AW28A 
AW32-00 
AW33 
AW39 
AW41 
AW44 
AWS 1 
AW53-01 
AW53-03 
AW54 
AWS4A 
AWS4B 
AW56-01 
AWS7 
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MARKETING PUBLICATIONS 


LEVEL 62 GCOS TRANSACTIGN RESPONSE SYSTEM USERS GUIDE 
L62 VIP 7700 DATA COLLECTION SYSTEM USERS GUIDE 

L62 PRODUCTIGN SCHEDULING + CONTROL SYSTEM HANDBOOK 
LEVEL 62 CRUOSO0/0500 CARD READER GPERATIOGN 

66/6000 HOST-RESIDENT SOFTWARE SYSTEM 3/I RNPO4O0O 

L6 DST 6/800 DISTRIBUTED SYSTEMS TERMINAL 

LEVEL 62 MSU0330 MASS STORAGE UNIT GPERATIGN 

DATA COMMUNICATIGNS VIP 7100/7105 GPERATIGN REF MNL 
L6 T&V MODELS 3X%,4X,5X SPERATOR GD 71010207-200 
L6 T&V MODELS 3X,4X,5X GPERATOR GD ADD 71010207-201 
L6 T&V MODELS 3X,4X,5X GPERATOR GD ADD 71010207~202 
L6 T&V MODELS 3X,4X,5X GPERATGOR GD ADD 71010207-203 
L6 T&V MEDELS 3X,4X,5X GPERATOR GD ADD 71010207-204 
L6 GCOS 6/MDT SYSTEM CONTROL SRO110 

L6 GCOSG-MDT PROGRAM PREPERATIGON + CHECKOUTO110 

L6 GCOS 6/MOT DATA FILE SRGANI ZATION/FORMAT SRO101 

L6 GCOS 6/MDT DATA FILE GRGANI ZATION AND FORMAT SRO101 
L6 GCOS 6/MDT DATA FILE GRGANI ZATION + FORMAT SRO110 ADD 2 
L6é 6cOS 6G/MDT MONITOR + 16S SERVICE CALLS SRO110 

L6 GCOS 6/MDT MONITOR & IO6S SERVICE CALLS 0110 

L6 GCOS 6/MDT SVERVIEW + USERS GUIDE SRO110 

L6 GCOS 6/MDT OVERVIEW + USER GUIDE SRO110 ADD 1 

L6 GCOS 6/MDT ASSEMBLY LANGUAGE $RO101 

Lé @C6éS 6/MDT ASSEMBLY LANGUAGE $RO110 ADD 1 

L6 GCOS 6/MDT COBSL REF MNL SRO101 

L6 GCOS 6/MDT COBOL REF MNL SRO110 

L6 GCOS 6/MDT FORTRAN REF MNL SRO101 

L6 GCOS 6/MDT FORTRAN REF MNL SRO110 

L6 GCOS 6/MDT SORT SRO110 

L6G GCOS 6/MDT RPG REF MNL SRO101 

L6 GCOS 6/MDT RPG REF MNL SRO110 ADD 1 

DATA COMMUNICATION VIP 7200/7205 GPERATIGN 

L62 REFERENCE MANUAL OGO00+0610 

L68 MPM PERIPHERAL 1/0 8.0 

L6& MPM PERIPHERAL I/0 8.0 

L68 MPM PERIPHERAL 1/6 8.0 ADD2 

66/6000 GENRATION DATA SETS CONTROL SYSTEM USERS GUIDE 
VIP TERMINALS SITE PREPARATION MNL 

VIPTERMINALS SITE PREPARATIGN MANUAL ADDENDA 

L6é2 COBSL POCKET GUIDE SROSOO 

L6é2 IMS 62 EXTENDED HANDBOGK 

L62 IMS 62 EXTENDED HANDBOOK ADD 1 

L&6 RBT 6/301 USER GUIDE 0100 

SERIES 60 DST 6/500 SPERATSRS GUIDE SRO100 

DST6/500 DISTRIBUTED SYSTEM TERMINAL GPERATGR REF CARD 
L66 CCU0401 CARO READER PUNCH + PCU0121 CARD PUNCH OPERATIGN 
LEVEL 62 MSUOS05 MASS STORAGE UNIT GPERATION 
L66/68/DPS 8 MSUO6500/0501 MASS STORAGE UNIT GPERATIGN 
L62 PRUO102/0202/0302 LINE PRINTER GPERATIGON 

66/6000 3270 GRTS MAPPING MODULE USERS GUIDE 

OST6/500 DISTRIBUTED SYSTEM TERMINAL FORM + TABLE REF CARD 
L6+66 FORMS SPECS/DHUO800/9600 + 234 DOCUMENT HNOLRS 
66/DPS,68/DPS&0PS8 DATANET6641/51/61/78 GPERATION MNL 
L6 SITE PREPARATION MNL 71010208-300 
PPS OPERATORS QUICK REFERENCE GUIDE 

LEVEL 62 RP@ LISTING DECODER REF CARD 

L62 GCOS COBOL MACRO PROCESSOR USER GUIDE SRO5S00 

L62 GCOS COBSL MACRO PROCESSOR USER GUIDE O600 ADD 1 
LG2 TRANSACTION PROGRAM SYSTEM O600 

L62 TRANSACTION PROGRAM SYSTEM MNL 0610 

L62 REMOTE TEXT EDITOR (RTE62) USER'S GUIDE SROS00 
L62 REMOTE TEXT EDITOR USERS GD O500 ADD 1 

L62 REMOTE TEXT EDITOR USERS GD 0600 ADD 2 

SERIES 60 RBT 6/302 USERS GUIDE 

LEVEL 62 SALES ORDER PROCESSING HANDBOOK 

LEVEL 62 SALES GRDER PROCESSING HANDBOSK ADDENDA 
LEVEL 62 SALES GRDER PROCESSING HANDBOOK ADDENDA 
LEVEL 62 SALES ORDER PROCESSING HANDBOOK ADDENDA 

PAGE PRINTING SYSTEM 6S/2000 SUPPORT SROS5O1 

L64/66/68 CRUO301/0501 CARD READER OPERATIGN REF MNL 
L64/66/68 CRUO301/0501 CARD READER GPERATIGON REF MNL 
LEVELS 628664 PRUO440/0640/0840 PRINTER OPERATION MNL 
L68 MULTICS SYSTEM PROGRAMMING TOOLS 8.0 

PRU1001/2 TWU1001/2 TELEPRINTER TERMINALS OPERATION 
PRU1003/5 & TWU1003/5 TELEPRINTER TERMINAL OPERATION 
PRU1901 TWU1901 SYNCHRONGUS PRINTER TERMINAL OPERATION 
L68 MULTICS LOGICAL INQUIRY UPDATE SYSEM REF MNL 

L68 LOGICAL INQUIRY AND UPDATE SYSTEM REF MNL 8.1 

L6 TECHNICAL NOTE#76-001 

L6 TECHNICAL NOTE#77-001 

L61 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK 

L61 GENERAL LEDGER SYSTEM HANDBOOK 
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AX08-00 
AX09-00 
AX09-00A 
AX09-00B 
AX10-01 
AX10-O1A 
AX11-01 
AX11-O1A 
AX12-00 
AX12-00A 
AX13-00 
AX13-00A 
AX14-00 
AX14-00A 
AX15-01 
AX16~-00 
AX16-00A 
AX31 
AX41-05 
AX49-01 
AX49-O1A 
AX49-01B 
AX50-00 
AX78 
AX78A 
AX84-01 
AX85 
AX85A 
AX89-00 
AX90-00 
AX92 
AYO! 
AYO2 
AYO3 
AYOS 
AY99-00 
AY13 
AY29 
AY34 
AY52 
AY63 
AY67-01 
AY71-00 
AY71-O0A 
AY72-02 
AY72-03 
AY76-01 
AY76-O1A 
AY76-01B 
AY 79-00 
AY80 
AY80A 

AY 80B 
AY8O0C 
AY82-00 
AY83 
AY83A 
AY84 
AZ03-01 
AZ26 
AZ27 
AZ29 
AZ49-00 
A2Z49~-02 
AZ52-00 
AZ53-00 
AZ59 
AZ60 
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ORDER E FUNG ~ PRICE 
TITLE NO, V TIGN 
MARKETING PUBLICATIONS 
L61 GENERAL LEDGER SYSTEM HANDBGOK ADD 1 AZ60A fe) REF, .00 
L66 TAPE TESTING SYSTEM USERS GUIDE A2Z74-00 0 REF. 4,13 
L6 MASS STGRAGE SUBSYSTEM GPERATIGN AZ78 1 REF. 3.31 
L6& MULTICS WORDPRO& REF GD 7.0 AZ98-01 1 REF. 11,00 
L68 MULTICS WORDPROS REF GD 8,0 ADDENDA AZ98-O1A4 1 REF. mele) 
SERIES 200 TAPE HANDLING ROUTINE B AND C BA10 0 REF, 7,296 
SERIES 200 SITE PREPARATION MANUAL BA16 ce) REF 19.65 
SERIES 200 SITE PREPARATION MANUAL ADD 1 BAIGA fe) REF. .00 
200/2000 281-2B/285-2B COMMUNICATION CONTROL AND ADAPTER BA38 fe) REF. 4.25 
SERIES 200 MOD 1 TR COBOL COMPILERS D AND H BA4O ) REF, 14.83 
200 PROGRAMMERS REF MNL (MODELS 200-4200 BABS 1 REF. 26.33 
SERIES 200 EQUIPMENT GPERATORS MANUAL MODELS 120/120-0/125 BB47 0 REF. 11.12 
SERIES 200 MOD 1 TR LINEAR PROGRAMMING SYSTEM H BB72 8) REF 6.76 
SERIES 200/26000 214-1 CARD PUNCH BCo3 ie) REF, 3,14 
SERIES 200 214-2 CARD READER/PUNCH Bco4 9) REF . 3.32 
SERIES 200 CONTROL PANELS AND CONSOLES MGDEL. 200 TO 4200 BCcOs ) REF. 7.77 
SERIES 200 2048-11/16/21/22 MAGNETIC TAPE UNITS BC37 0 REF, 4.25 
200/2000 MAGMETIC TAPE UNITS 204B-1 THROUGH-S BC38 fe) REF. 5.17 
SERIES 200 223 AND 223-2 CARD READERS Bc3sg fe) REF. 3.88 
SERIES 2600/2000 DIRECT-ACCESS DEVICES AND CONTROLS BC45 1 REF. 16.30 
BASIC OPERATING TECHNIQUES SERIES 200 EQUIP PI TEXT SUPP Bce4 6) INST 13.70 
200/2000 M&O 1 MSR SUPERVISOR Bc94 fe) REF . 9.26 
200/2000 MBO 1 MSR PROGRAM DEVELOPMENT SUBSYSTEM Bcg5-02 2 REF 21.17 
SERIES 2060 MGB 1 MSR DATA MANAGEMENT SUBSYSTEM BC9&6 1 RDF, 21.01 
200/2000 MOD 1 MSR UTILITY ROUTINES BC97-01 1 REF. 20.82 
200/2000 MUD 1 MSR GPERATING PROCEDURES BCg8 fe) REF . 16.69 
MICR ENTRY AND DATA COLLECTIGN PROGRAMS IMPLEMENTATIGN GUIDE BDOS 0) REF. 17.05 
SERIES 200 MGD 1 MSR DISK LIBERATION SYSTEM BDS2 fe) REF, 21.51 
SERIES 200 DISK LIBERATION SYSTEM DATA MANAGEMENT BDS3 9) REF. 11,85 
200/2000 MOD 1 MSR COBSL COMPILER C BOsSO-00 fe) REF 12.35 
SERIES 200 MGD 1 TR OR MSR COBSOL COMPILERS F AND I BDO78 i) REF 23,35 
SERIES 200 MGD 1 TR GENERAL-PURPOSE SIMULATOR K BDg5 fe) REF 21.37 
MOD 1 MSR MASS STORAGE SYSTEM GENERATION INSTRUCTION BE43 1 REF 4,44 
2000/2000 MOD 4 GPERATORS GUIDE BF27 ) REF 29.05 
2000/2000 MGD 4 UTILITY PROGRAMS BF28 1 REF 21.73 
200/2000 MOOD 4 UTILITY PROGRAMS ADD 1 BF2eA 1 REF 00 
200/2000 MGD 4 ASSEMBLER BF30 e) REF. 17.41 
200/2000 MOD 4 ASSEMBLER ADD 3 BF30C fe) REF. mele) 
200/2000 MOD 4 ASSEMBLER ADD 4— BFs3oD fe) REF. 90 
SERIES 200/2000 MOD 4 EASYCODER BF33 e) REF. 18,8) 
SERIES 200/2000 MOD 4 EASYCODER ADD 1 BF33A fe) REF. 00 
SERIES 200/2000 MOD 4 EASYCODER ADD 2 BF33B fe) REF, 00 
SERIES 200/2000 MOD 4 EASYCODER ADD 3 BF33Cc e) REF. .00 
SERIES 200 204B-17/18/23/24 MAGNETIC TAPE UNIT BF40 Le) REF. 3.50 
200/2000 M&D 4 SORT PROGRAMS BFS6 fe) REF. 11.12 
2000/2000 MOD 4 SORT PROGRAMS ADD 1 BFS6A ) REF. a0 
200/2000 MUD 4 SGRT PROGRAMS ADD 2 BFS6B 0 REF. tele) 
2000/2000 MOD 4 COMMUNICATIGNS DEVICE HANDLER GUIDE BHOS 6) REF. 13.70 
2000/2000 MGD 4 COMMUNICATIONS DEVICE HANDLER GUIDE ADD 1 BHOSA ie) REF. joke) 
200/2000 MOD 1 MSR COBOL. COMPILER AMERICAN NATIGNAL STANDARD BH64 2 REF . 25.03 
SERIES 200 MODEL 8200 WORD PROCESSOR PROGRAMMERS REF MANUAL BH78 fe) REF. 22.28 
SERIES 200 MODEL 8200 CHARACTER PROCESSGR PROGRAMMERS REF MA BH8o 0 REF. 20.34 
200/2000 MUD 1 MSR FORTRAN COMPILER F DISK BH82 1 REF. 23.48 
SERIES 200 MODELS 115-115/2 PROGRAMMERS REFERENCE MANUAL BJO1 ) REF, 21.87 
200/2000 MOD 4 SYSTEM GENERATIGN BJO9-00 ) REF. 31.14 
200/2000 MCD 4 SYSTEM GENERATIGN ADD 1 BJO9-O0A @) REF. 00 
SERIES 200 222-7 PRINTER AND CONTROL BJ23 ) REF. 4,99 
SERIES 200 OS/200 ANS 1 COBGL COMPILER BJ45 fe) REF. 22.36 
SERIES 200/2000 MOO 4 ANSI COBGL COMPILER BJ50 fe) REF. 26,94 
SERIES 200 MODEL 115 EQUIPMENT OPERATORS MANUAL BJ5i fe) REF. 13,91 
SERIES 600/6000 FORTRAN 8/F BJ67 1 REF, 20.75 
SERIES 600/6000 COBGL POCKET GUIDE 6/D BJ66-01 1 REF. 4.10 
600/6000 GCOS CONTROL CARDS AND ABORT CODES POCKET GUIDE BJ69 2 REF. 4,68 
SERIES 200 204D-1/3/5 MAGNETIC TAPE UNIT BKO2 ¢) REF. 9.26 
SERIES 600/8000 GMAP MACRO ASSEMBLER PROGRAM 8/F BN86 2 REF. 33.87 
SERIES 6000 BMD STATISTICAL PROGRAMS REF MNL BP82 2 REF. 7.41 
66/6000 SIMSCRIPT REF MNL BP3s9 ¢) REF. 19.89 
66/6000 SIMSCRIPT REF MNL BP99C 0 REF. 00 
600 GCOS ROLLCALL CGRE ALLO&C + GPERATOR INTRFC SMD 8.0 BR21 1 REF. 21.63 
SERIES 600/6000 TIME-SHARING BASIC 8/F BR36 1 REF. 13,59 
SERIES 600/6000 FILE SYSTEM 6/D BR3S& ¢) REF. 11.12 
SERIES 600/6000 TIME-SHARING TEXT EDITOR 8/F BR40 1 REF. 8.03 
600/6000 INTERGRATED DATA STORE I-D-S 7/E BR6EO 1 REF. 25.21 
SERIES 600/6000 TIME-SHARING FORTRAN 7/E BR70 1 REF. 16.69 
6000/6000 FORTRAN SUBROUTINE LIBRARIES 8/F BROS 1 REF. 17.23 
6000/6000 6COS TIME-SHARING TERMINAL/BATCH INTERFACE 8/F BRS 1 REF. 7.41 
600/6000 DATANET 355 FRONT-END NETWORK PROCESSOR BSO3 1 REF. 6.29 
SERIES 600/6000 JOVIAL MANUAL 7/E BSO6 1 REF . 13.70 
600/6000 JOVIAL MANUAL 8F ADD 1 BSOGA 1 REF. 00 
SERIES 600/6000 COBOL REFERENCE MANUAL 6/D BSO8 1 REF. 20.33 
SERIES 6000/6000 COBGL USERS GUIDE 6/D BSOS ce) REF 28.42 
SERIES 600/6000 ALGOL 7/E BS11 fe) REF 19.65 
3-008 ABS81 
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TITLE NG. Vv TION 
MARKETING PUBLICATIONS 

600/6000 PTR 300/301 HIGH-SPEED PRINTER SUBSYSTEMS BS20 2 REF. 7,04 
SERIES 1640 MINI MANUAL BT99 ) REF. 4.81 
SERIES 1640 MATRICES AND POLYNOMIALS BU21 ) REF. 13.16 
SERIES 1640 FUNCTION EVALUATIGN BU25 ) REF. 3.388 
600/6000 DATANET 355 SIMULATGR REFERENCE MANUAL 7/E BW23 1 REF, 4.63 
SYSTEM 700 VERIFICATIGN SERVICE LIBRARY BYOS8 2 REF. 9.26 
SERIES 200 281-2BSC CONTRGL + 285-2BSC ADAPTER BY43 fe) REF, 6.66 
COMPUTER SUPPLIES CATALOG AND PRICE LIST BY62 6 REF, 00 
SERIES 200 286-6/7 MMMC COMMUNICATION CONTREL CASS e) REF. 6.15 
GCOSG PROGRAM PREPARATIGN MGD400/0100 CBO1-00 fe) REF, 9.40 
GCOSG PROGRAM PREPARATION MGD460/0100 ADD 1 CBO1-00A fe) REF. 00 
GCOS6 PROGRAM PREPARATIGN MOGD400/0110 CBO1-01 1 REF. 11.27 
GCOSG PROGRAM PREPARATIGN MO60400/120 M&ND600/100 CBO1-02 2 REF. 10.52 
GCOS6 PROGRAM PREPARATION MO@D400/120 MGDGOO/100 ADD 1 CBO1-02A 2 REF. 00 
GCOS6G PROGRAM PREPARATIGN ADDENDA CBO1 -02B 2 REF. .00 
GCOSG PROGRAM PREPARATIGN M&D400/0200 CBO1-02C 2 REF, .00 
GCOsSse COMMANDS MOD400/0110 CBO2-01 0) REF. 19,89 
GCOS6 COMMANDS MOD 400/110 ADD 1 CBO2-01A 1 REF .00 
GCOS6 COMMANDS MM%D400/120 M&0600/100 CB02-02 2 REF 28,40 
GCOS6 COMMANDS MG&D600/0110 CBO2-03 3 REF 32,26 
GCOSs COMMANDS M&N400/0200 CBO02-04 4 REF 36.00 
GCOSG COMMUNICATIGNS PROCESSING M&D400/0100 CBO3-00 0 REF 12.10 
GCOS6 COMMUNICATIONS PROCESSING M&p400/0110 CBO3-01 1 REF 20.18 
GCOS6 COMMUNICATIGNS PROCESSING MOD400/120 M&DE00/100 CBO3-02 2 REF 26,33 
GCOSG COMMUNICATIONS PROCESSING M&D600/110 ADD 1 CBO3-02A 2 REF 00 
GCOS6 COMMUNICATIONS PROCESSING M&D400/0200 CBO3-03 3 REF 23.20 
GCOSG SORT/MERGE M&D400/0100 CBO04-00 ¢) REF 7.48 
GCOS6G SORT/MERGE M&D400/0110 CBO4 -00A i) REF »00 
GCOS6 SGRT/MERGE MOD200/0100 ADD 2 CBO4 -O00B ) REF mele) 
GCOSG SORT/MERGE M&D200/100 MGD400/120 MGD6G0/100 CB04-01 6) REF 10,05 
GCOSG SORT/MERGE 0400 ADDENDA CBO4-O01A 1 REF 00 
GCOS6 SORT/MERGE M&D200/400 0400 CB04-01B 1 REF. .0O 
GCOS6 SORT/MERGE M&D400 0600 CBO4-01C 1 REF. .00 
GCOSG6 SORT/MERGE REL 4.1 CB04-01D 1 REF. » 00 
GCOS6 DATA FILE MGD400/0100 CBO5-00 6) REF. 6.54 
GCOS6 DATA FILE MOD400/0110 CBOS-01 1 REF. 7.48 
GCOSG DATA FILE MOD400/0110 ADD 1 CBOS-O1A 1 REF. .O0 
GCOSG M&D2/4/600 DATA FILE SR100/120/100 CB05-02 2 REF, 8.23 
GCOS6 MGD2/4/600 DATA FILE SR/00/120/1GQ0ADD1 CBOS5-02A 2 REF. foie] 
GCOSG DATA FILE ORGANIZATION & FORMATS CBO5-03 3 REF. 10.91 
6COS6 DATA FILE GRGANIZATIGN + FORMATS MO&D400/cC200 CBQ5-04 4 REF. 15.44 
GCGSG6 SYSTEM MESSAGES MG&D400/0100 CBO06-00 8) REF. 13,47 
GCOS6 SYSTEM MESSAGES MO@D400/0110 ADD 1 CBOG-O0A ie) REF. 00 
GCOS6 SYSTEM MESSAGES MGD400/0120 MO&D600/0100 CBO6-01 1 REF. 17.97 
GCOS6 SYSTEM MESSAGES CBO06-02 2 REF. 19.26 
GCGS6 SYSTEM MESSAGES M&D400/0200 CBO6-03 3 REF. 22.10 
GCOS6 ASSEMBLY LANGUAGE M&D400/0100 CBO7-00 fe) REF. 27.50 
GCOSG ASSEMBLY LANGUAGE REF MNL SRO110 CBO7-01 1 REF. 33,38 
GCOSG ASSEMBLY LANGUAGE M&D400/120 MODG600/100 ADD 1 CBO7-O1A 1 REF. .00 
GCOSG6 ASSEMBLY LANGUAGE ADDENDA CBO7-O01B 1 REF. .00 
GCOS6 ASSEMBLY LANGUAGE REF MNL MO&D400/200 CBO7-01C 1 REF. .00 
GCOSG ASSEMBLY LANGUAGE REF MNL MG&D400/200 CBO07-01D 1 REF. 00 
GCOS6 SYSTEM SERVICE MACRO CALLS MO@D400/0100 CBO8-00 e) REF. 33,00 
GCOS6 SYSTEM SERVICE MACRO CALLS MO&D400/0110 CBO8-01 1 REF. 38,00 
GCOS6 SYSTEM SERVICE MACRS CALLS MGD400/120 600/100 CBO8-02 2 REF, 46,94 
GCOS6 SYSTEM SERVICE MACRO CALLS MGDG00/0110 ADD 1 CBO08-02A 2 REF. 00 
GCOS6 SYSTEM SERVICE MACRO CALLS MaD400/0200 CBO6-02B 2 REF, .90 
GCOSG6 RPG REFERENCE MNL 0100 CBO09-00 fe) REF. 27.82 
GCOS6 RPG REFERENCE MNL 0110 ADD 1 CBO9-00A e) REF. mele) 
GCOS6 RPG REFERENCE MNL 0400 CBOg-01 1 REF. 39,32 
GCOSG INTERMEDIATE COBSL MOD400/0100 CB10-00 fe) REF, 21.28 
GCOS6 INTERMEDIATE COBOL REF MNL SRO110 CB10-01 1 REF. 23.91 
GCOS6 INTERMEDIATE COBOL MO&D400/120 M@D600/100 ADD 1 CB10-O1A 1 REF, .00 
GCOS6 INTERMEDIATE COBGL 0300 ADDENDUM CB10-01B 1 REF. mele) 
GCOS6 BASIC REF MNL M&D200/400 0110 CB11-00 fe) REF. 21,92 
G@COS6 MOD 200/400 ENTRY-LEVEL COBSL REF MNL 0100/0120 CB12-00 ie) REF. 23,58 
GCOS6 ENTRY-LEVEL COBOL REF MNL MO&D200/400 0210 CB12-00A Q REF, ,00 
GCOSG MOD 400/600 FORTRAN REFERENCE MNL 0120/0100 CB13-00 fe) REF . 21.75 
GCOS6 FORTRAN REFERENCE MNL MOD400/0200 CB13-00A fe) REF. 00 
GCOS6 ADVANCED COBSL 400/0120 6600/0100 CB14-00 te) REF. 29.15 
GCOS6 ADVANCED COBOL REF MNL 0200 CB14-00A e) REF. 00 
GCOS6 ADVANCED COBSL 0100 CB15-00 te) REF. 5.93 
GCOSG6 ADVANCED COBGL REFERENCE GD 2.0 CB15-01 1 REF. 2.80 
GCOS6 1DS/11 REFERENCE CARD M& D600 SRO100 CB16-00 fe) REF. 2.14 
GCOS6 BASIC QUICK REFERENCE GUIDE 1.0 CB17-00 fe) REF. 3.90 
GCOS6 ADVANCED FORTRAN REFERENCE MNL MGD400/0200 CB18-00 ce) REF. 19.36 
GCOS6 ADVANCED FORTRAN REFERENCE MNL MOGD400/020/ CB18-O0A fe) REF. 900 
GCOSG MOO 400 SYSTEM CONCEPTS $RO0100 CB20-00 ie) REF. 13.78 
@COS6 MOD 400 SYSTEM CONCEPTS $RO110 ADD 1 CB20-00A ce) REF rele] 
GCOS6 MOD 400 SYSTEM CONCEPTS 0120 ADD 2 CB20-00B 0 REF 00 
GCOS6 MOD 400 SYSTEM CONCEPTS 0121 ADD 3 CB20-00C ie) REF 00 
GCOS6 SYSTEMS CGNCEPTS MO6D400/0200 CB20-01 1 REF. 10.70 
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GCOSG MOD 400 PROGRAM EXECUTIGN & CHECKOUT SRO100 CB21-00 fe) REF. 15.63 
GCOSG6 MOD 400 PROGRAM EXECUTION & CHECKOUT SRO110 ADD! CB21-00A fe) REF. ,00 
GCOSG6 MOD 400 PROGRAM EXECUTION & CHECKOUT 0120 ADD 1 CB21-O0B fe) REF. 090 
GCOSG6 PORGRAM EXECUTIGN + CHECKOUT M&D400/0200 CB21-01 1 REF. 18,19 
GCOS6 MOD 400 PROGRAMMERS GUIDE SRO100 CB22-00 @) REF. 9,38 
GCOS6 MOD 400 PROGRAMMERS GUIDE SRO110 ADD 1 CB22-00A fe) REF, role) 
GCOSG MOD 400 SYSTEMS BUILDING SRO110 CB23-01 1 REF. 24.66 
GCOSG MOD 400 SYSTEM BUILDING O720 ADD 1 CB23-01A 1 REF. 00 
GCOSG SYSTEM BUILDING MOD 400 120 ADD 2 CB23-01B 1 REF. tele) 
GOCS6 SYSTEM BUILDING MOD400/0200 CB23-02 2 REF. 30.30 
GCGS6 GPERATGR GD M&D400/0100 CB24-00 fe) REF. 9.68 
GCOS6 GPERATOR GD MOD400/0110 ADD 1 CB24-00A 0 REF. .00 
GCOSG MOD 400 GPERATORS GUIDE 120 CB24-01 1 REF, 10,52 
GCOSG GPERATGRS GUIDE M&D400/0200 CB24-02 2 REF. 11,53 
CGGSG MOD 400 FORTRAN REF MNL SRO100 CB25-00 fe) REF, 28,49 
GCOS6 MOD 400 ENTRY-LEVEL COBSL SRO100 CB26-00 ¢) REF. 23.91 
GCOSG PROGRAMMERS POCKET GD 4000/0100 CB27-00 e) REF. 4,56 
GCOSG PROGRAMMERS POCKET GD400/0120 CB27-01 1 REF. 5.61 
GCOSG PROGRAMMERS POCKET GD MOD 400 CB27-02 2 REF. 8,90 
GCOS 6 MGD400 MASTER INDEX CB28-01 1 REF. 21,82 
L6 REMOTE BATCH’ FACILITY USER GD SRO100 CB30-00 fe) REF, 13.78 
L6 REMOTE BATCH FACILITY USER GD SRO11TO ADD 1 CB30-00A fe) REF, .00 
L& M@D 400 REMOTE BATCH FACILITY USERS GD 0120 ADD 2 CB30-00B ce) REF. .90 
GCOS6 REMOTE BATCH FACILITY USERS GUIDE M&D400/0200 CB30-01 1 REF. 13.02 
L6 DATA ENTRY USER GD M&D400/0100 CB31-00 e) REF. 18.42 
L6 DATA ENTRY FACILITY USER GD SRO110 CB31-01 1 REF. 22.25 
L6 DATA ENTRY FACILITY USERS GUIDE 120 ADD 1 CB31-O1A 1 REF, , 00 
GCOSG DATA ENTRY FACILITY USERS GUIDE MGD400/0200 CB31-02 2 REF. 31.00 
L6 DATA ENTRY FACILITY GPERATORS QUICK REF GD 0120 CB32-01 1 REF. 6,40 
L6 TO L6 FILE TRANSMISSION USER GD M6D400/0100 CB33-00 ie) REF. 3.63 
L6 TG L6 FILE TRANSMISSION USER GD M&D400/0120 CB33-01 1 REF. 3.71 
L6 TO L6 FILE TRANSMISSION USER GD M@D400/0120 ADD 1 CB33-O01A 1 REF. jefe) 
L6 TO L6 FILE TRANSMISSION USER GD CB33-01B 1 REF. 00 
LS TG L62 FILE TRANSMISSIGN USER GD M&D400/0100 CB34-00 ) REF. 5.77 
L6é Ta L62 FILE TRANSMISSION USER GD M&D400/0100 ADD 1 CB34-00A fe) REF . tore) 
L6 TS L62 FILE TRANSMISSION USER GD M&D400/0110 ADD 2 CB34-00B ) REF. .00 
L6 Td L62 FILE TRANSMISSION USER GD M&D400/0120 CB34-01 1 REF. 4,97 
L6 T®& L64 (NATIVE) FILE TRANSMISSIGN USER GD SRO100 CB35-00 fe) REF. 5.74 
L6 TS L64 (NATIVE) FILE TRANSMISSIGN USER GO $RO110 ADD 1 CB35-00A e) REF. .00 
L6é TO L64 (NATIVE) FILE TRANSMISSIGN USER GD 0120 AD 2 CB35-00B 8) REF. oo 
L6 TO L64(NATIVE) FILE TRANSMISSION USER GD 3.3 CB35-00C fe) REF. .00 
L6 TOS L66 FILE TRANSMISSIGN USER GD MSD400/0100 CB36-00 6) REF. 4.73 
Lé TG L66 FILE TRANSMISSIGN USER GD SRO110 CB36-01 1 REF. 4.63 
LS TO L66 FILE TRASMISSION USER GD 0120/0100 ADD 1 CB36-01A 1 REF. els) 
LS TO L66 FILE TRANSMISSION USER GUIDE 0302 ADD 2 CB36-01B 1 REF. .00 
L6 Te 200/0 FILE TRANSMISSIGN USER GD SRO100 CB37-00 ce) REF. 5.74 
L6 TO 200/0 FILE TRANSMISSION USER GD SRO110 CB37-0O0A 0 REF. .00 
L6 TO BSC2780/3780 FILE TRANSMISSION USER G60 M&D400/0100 CB38~-00 fe) REF. 3.68 
L6/BSC 2780/3780 FILE TRANSMISSIGN USER GUIDE 0110 CB38-01 1 REF. 4.01 
L6/BSC 2780/3780 FILE TRANSMISSION USER GUIDE 0120 ADD 2 CB38-O1A 1 REF. .00 
L6/BSC 270/3780 FILE TRANSMISSION USER GUIDE CB38-01B 1 REF. .0O0 
L6 TO L64 (EMULATOR) FILE TRANSMISSIGN USER GD SRO100 CB39-00 0 REF. 5.74 
L6 TO L64 (EMULATOR) FILLE TRANSMISSION USER GD 0110 ADD! CB39-00A fe) REF .00 
LS 2780/3780 WORKSTATION USER GD M&D400/0110 CB40-00 fe) REF 3.63 
L6 2780/3780 WORKSTATIGN FACILITY USERS GD 120/100 CB40-01 1 REF 4,05 
GCOSB 2780/3780 WORKSTATION FACILIYT M&D400/0200 CB40-02 2 REF 4,30 
L6 HASP WORKSTATION USER GD M6D400/0110 CB41-00 fe) REF 3.90 
L6 HASP WORKSTATION FACILITY USERS GUIDE 0100/0120 CB41-01 1 REF 6,34 
L6 TO L66 HOST RESIDENT FACILITY USERS GD M400/0100 CB42-00 ce) REF 4,33 
L6 TO L66 HOST RESIDENT FACILITY USERS GD CB42-01 1 REF. 6.68 
L6é TS L66 HOST RESIDENT FACILITY USERS GD Me&iD400/0100 CB42-02 2 REF 7.06 
L6 INTERACTIVE FUNCTION USER GUIDE CB44-00 fe) REF 9.60 
L6 INTERACTIVE FUNCTIGN USERS GUIDE CB44-00A fe) REF .900 
L6 3270 INTERACTIVE FACILITY USERS GUIDE CB48-00 ce) REF, 4,81 
GCOS6 MGD 600 SYSTEM CONCEPTS 0100 CB50-00 fe) REF. 17,60 
GCOS6 MOD 600 SYSTEM CONCEPTS 0110 CBS0-01 1 REF. 13.48 
GCOS6 MODGOO PROGRAM EXECUTIGN + CHECKSU0100 CB51-00 fe) REF. 7,75 
GCOS6 MOD 6OO PROGRAMEXECUTIGN + CHECKOUT 0110 CB51-01 1 REF. 10,32 
GCOS6 MOD 6OO PROGRAMMERS GUIDE 0100 CB52-00 ie) REF. 24.26 
GCOSG6 MOD 6OO PROGRAMMERS GUIDE 0100 CB52-00A ce) REF. oo 
GCOS6 MOD 600 SYSTEM BUILDING 0100 CBS3-00 6) REF. 10.75 
@COS6 MOD 600 SYSTEM BUILDING 0110 CB53-01 1 REF. 25.51 
@COS6 MOD 600 SYSTEMS BUILDING 1-1 CB53-O1A 1 REF. .00 
G@COS6 MOD60O ADMINSTRATORS GUIDE 0100 CB54-00 fe) REF, 14.49 
GCOS6 MOD600 ADMINISTRATORS 0110 CB54-01 1 REF. 14.92 
GCOS6 MOD 600 TRANSACTION DRIVEN SYSTEM 0100 CB55-00 ) REF 18.56 
@COSG6 MOD GOO TRANSACTIGN DRIVEN SYSTEM 0110 CB55-01 1 REF 23.91 
BCOS6 MGO 600 |1-D-S/I1 DATA BASE ADMINISTRATOR 0100 CB56-00 ie) REF 15.96 
G6COS6 MOD 600 I1-0-S/11 USER'S GUIDE 0100 CB57-00 @) REF. 14.47 
GCOS6 MOD600 OPERATORS GUIDE 110 CB58-01 ie) REF 12.35 
G6COSG MOD 600 MASTER INDEX CB59-00 ie) REF 19.47 
LEVELS 66868 MTUO0610 MAGNETIC TAPE UNIT GPERATIGON CB64 1 REF 4.05 
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L6 CDU9S114/15/16 CARTRIDGE DISK OGPERATON REF MNL CBG65 1 REF, 2.14 
L6 CDU9114/15/16 CARTRIDGE DISK GPERATIGN REF MNL. CB65A 1 REF. .90 
L6& PRU9103/04/05/06/06/09 LINE PRINTER GPERATICIN MNL CB66 1 REF. 2.72 
L6 PRU9103/04/05/06/08/08 LINE PRINTER OPERATICIN MNL CB66A 1 REF . ,00 
DATANETWORK SERVICES PRICE CATALOG CB76 3 REF. 1,30 
LG TOTAL 6 DATABASE MANAGEMENT SYSTEM GUIDE CB77-00 fe) REF. 14.27 
L&é TOTAL 6 DATABASE MANAGEMENT SYSTEM CB77-O00A fe) REF. 00 
L6 TOTAL 6 DATABASE MANAGEMENT SYSTEM CB77-O00B fe) REF. .90 
L6é TOTAL 6 DATABASE MANAGEMENT SYSTEM ; CB77-00C fe) REF. mele) 
L6 PRU9112/9114 SERIAL PRINTERS OPERATIGN MNL CB80 fe) REF. 2.26 
66/6000 MASS STORAGE UTILITY PACKAGE USER GD 31 & 4J CB87-01 1 REF. 2,51 
66/6000 MASS STORAGE UTILITY PACKAGE USER GD 3I & 4J ADD 1 CB87-014 1 REF. .00 
LG PCU9101 CARD PUNCH & CCU9101 REASER PUNCH GP MNL cCc17 Qo REF. 4.11 
L6 DKU9103/9104 CRT KEYBOARD CONSOLES REF MNL cc1s8 1 REF. 3.70 
L66 RESOURCE RETRIEVAL SYSTEM USER GUIDE CC26 .e) REF. 6.29 
PPS BURROUGHS SUPPORT SR3.2 CC30-00 Le) REF. 3.65 
L68 MULTICS BULK INPUT/OUTPUT 7.0 CC34-01 1 REF. 7.26 
L68 MULTICS BULK INPUT/OUTPUT 8.0 CC34-01A 1 REF. 00 
L68 MULTICS BULK INPUT/OUTPUT 8.0 CC34-01B 1 REF. »90 
L6é2 GCOS SROSOO IMPLEMENTATION GUIDE cc40-00 Le) REF, 15.38 
L6 INFOG USERS GUIDE ccC&4-02 2 REF. 7.38 
L6 INFOG USERS GUIDE CC54-02A 2 REF. 00 
VIP7800 USER'S REF MNL 71010760-200 cc6o 1 REF. 22,09 
L6 MTUS109/10/14/15 MAG TAPE UNIT OPERATION REF MNL CCG6i *) REF, 4.11 
L6 INFOG POCKET REF CARD cc62-01 1 REF. .33 
L6J PAYROLL SYSTEM HANDBOOK CC66 e) REF. 393.36 
L64 PAYROLL SYSTEM HANDBOSK ADDENDA CC6GA fe) REF. .09 
L64 PAYROLL SYSTEM HNDBK ADD 2 CC66B 0 REF. 00 
L64 PAYROLL SYSTEM HANDBBOK ccé6é6éC ce) REF. 00 
L64 PAYROLL SYSTEM HANDBOOK ADDENDA cc66D ce) REF. 00 
L68 MULTICS REPORT PROGRAM GENERATOR REF MNL MSR 6.0 cc69-00 fe) REF . 9,90 
L68 MULTICS FORTRAN USERS GUIDE 7,0 cc70-00 0 REF. 7.92 
L68 MULTICS FORTRAN USERS GUIDE 8-0 cc70-01 1 REF. 7.92 
L6 MINICOMPUTER HNDBK MODELS 23/33/43/47/53/57 cc71 fe) REF. 21.71 
L6 MINICOMPUTER HNDBK MODELS 23/33/43/47/53/57 FF CC71A fe) REF. .00 
200/0 23834-13714 MICR READER-SORTER OPERATION MNL cC72 fe) REF, 9.84 
L68 MAM RESGURCE CONTROL 8.0 CC74-00 fe) REF, 4.29 
L68 MAM RESGURCE CONTROL 8.0 CC74-00A ce) REF. 00 
L68 MAM COMMUNICATIONS REF MNL 7-0 cc75-00 e) REF. 2.86 
L68 MAM COMMUNICATIGNS REF MNL 8.0 CC75-00A ) REF. ,00 
L6G TECHNICAL NOTE = 78-001 cc77-00 ie) REF. .00 
L64 MSU0402/0452 MASS STORAGE UNIT SPERATION ccgi fe) REF, 1.82 
L68 MPM - COMMUNICATIONS 1/0 SR7,0 cc92-00 ¢) REF, 6.60 
L68 MPM-COMMGNICATIGNS 1/76 8.0 CC92-00A fe) REF 00 
L68 MULTICS TRANSACTIGNAL PROCESSING REF MNL 7.0 cC96-01 ce) REF 5.28 
L62 PRUO306/0456/0656 PRINTER GPERATION cDOo1 ce) REF. 2.85 
L6& PROGRAMMER'S POCKET GUIDE cDO6G 1 REF , 1.55 
L64 GENERAL LEDGER SYSTEM HANDBOOK cDos 8) REF, 14.64 
L64 GENERAL LEDGER SYSTEM HANDBOOK ADD 1 CDOSA fe) REF. .00 
L64 GENERAL LEDGER SYSTEM HANDBOOK ADD2 CcDOSB ¢) REF, 00 
L64 GENERAL LEDGER SYSTEM HANDBOOK cbosc fe) REF. »00 
L64 FULL RANGE SITE PREP MNL cD17 fe) REF. 19.22 
L6& T+V M@D400/600 GNLINE SPERATOR GD 71010362-200 cD18& 1 INST 9.20 
L6 DISPLAY FORMATTING & CONTROL M400/120M600/100 CD46-00 0 REF, 16.71 
GCOS6 DISPLAY FORMATTING + CONTROL M&D400/0200 CD46-01 1 REF, 17.44 
GCOSG MED 200 SYSTEM CONCEPTS REF MNL 0100 cD47-00 fe) REF, 9.26 
@COS6 MOD 200 SYSTEM CONCEPTS REF MNL 0110 CD47-01 1 REF. 10.60 
GCOS6 MOD 200 APPLICATIGN DEVELG@PMENT GD 0160 CD48-00 fe) REF, 29.64 
GCOS6 MOD 200 APPLICATION DEVELOPMENT GUIDE 1.1 cD48-01 1 REF, 33.38 
GCOS6 MOD 200 OPERATORS GUIDE 0100 CD49-00 fe) REF, 21.51 
GCOS6 MOD 200 GPERATGRS GUIDE 1.1 CD49-01 1 REF. 24,40 
Q@COS6 M@D 200 HASP WORKSTATION FACILITY USERS GD 0100 cD50-00 fe) REF. 4.46 
GCOS6 MOD 200 L6/L6 FILE TRANSMISSION USER GD 6100 CcD51-00 0 REF. 3.88 
GCOSG6 MOD 200 L6/L66 FILE TRANSMISSION USERS GD 0100 cDS2-00 fe) REF. 4.97 
L6 T+V CENTRAL SYST CPU(CPSTSE 71010705-100 CD57 fe) INST 54 
6L T+V CENTRAL SYST CPU(CPSS1/CRSL1) 71010706-200 CD58 1 INST 55 
L6 CENTRAL SYST T+V CPU EXECUTION TIMES 71010707-200 cD59 1 INST 55 
L6 T+V CENTRAL SYST CPU EXECUTIGN TIMES 71010707-200 cD60 ce) INST .92 
L6 T+V CENTRAL SYST MEMORY (CMMS1/CMML1) 71010708-100 CD61 ce) INST 72 
L6 T+V CENTRAL SYST RTC/WDT(CPFS1/CPFL1)71010709-100 cD62 fe) INST 55 
L6 Tt+V CENTRAL SYST OPTION SIP 71010710-100 co63 1 INST 55 
L6 T+V CENTRAL SYST OPTIGN MEMORY SAVE 71010712-100 CD64 ¢) INST 72 
L& T+V CENTRAL SYST SPTION WCs 71010713-200 CD65 1 INST 55 
L6 T+V INTERFACE OPTION INTERSYSTEM 71010714-100 CD66 fe) INST 86 
L6 T+V INTERFACE OPTION GPI(G1S$1/GISL1)71010715-100 CD67 e) INST 54 
L6 T+V PERIPHERAL DEVICE CONSOLE 71010716-200 cD68& 1 INST 1.39 
L6 T+V PERIPHERAL DEVICE CARDREADER/PCH 71010717-200 cD6e 1 INST 2.56 
L6 T+V PERIPHERAL DEVICE PRINTER 71010718-100 cD70 ce) INST 2.03 
L6 T+V PERIPHERAL DEVICE DISKETTE 71010719-100 CD71 ce) INST 1,10 
L6 T+tV PERIPHERAL DEVICE STORAGE MODULE 71010720-100 c072 fe) INST 1.10 
L6 TtV PERIPHERAL DEVICE CART DISK STGE 71010721 -200 cD73 1 INST 74 
L6 T+V PERIPHERAL DEVICE 7 TRK TAPE NRZI71010722-100 CD74 ie) INST .73 
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L6 TtV PERIPHERAL DEVICE STRK TAPE NRZI 71010723-100 CD75 (@) INST .68 
L6 T+V COMMUNICATIGN MLCP (MLCS1/MLCL1) 71010724-100 CD76 ¢) INST .73 
L6 T+V COMMUNICATION TERM/AUTOCALL 71010725-100 CD77 i@) INST 2,03 
L6 T+V COMMUNICATION PROC LINE ADAPTER 71010726-100 CD78 fe) INST .73 
L6 T+V COMMUNICATION HDLC LINE ADAPTER 71010727-100 CD79 ) INST .73 
1.6 T+V COMMUNICATIGN B/BND HDLC 71010726-100 cD8o fe) INST .72 
L6 T+V CRT VIP7800 (VIPS8/VIPL8) 71010697-200 cD&2 1 INST 1.30 
PPS CONTROL LANGUAGE + CONTROL BLOCK REF MNL. CD8&7-00 6) REF. 5.45 
PPS & PPS II CONTROL LANGUAGE AND CONTROL. BLOCK MNL CD87-01 1 REF 7.27 
EQUAL/62 USER MANUAi. MOUNTAIN SOFTWARE GROWERS CEG7-00 ie) REF 12,24 
EQUAL/62 USER MANUAL MOUNTAIN SGFTWARE GROWERS CEO7-01 1 REF. 13.39 
EQUAL/62 DEPENDENT SUBSYSTEMS PROGRAM DEVELGPMENT MSG CEQS-00 0 REF 4.46 
EQUAL/G2 DATA COLLECTION CEO9-00 6) REF. 4.29 
EQUAL/G2 REMOTE PRINTER SUPPORT USER MNL(MSG) CE10-00 @) REF . 4.46 
L6 T+V CENTRAL SYST CACHE (CMCS1/CMCL1) 71010698-100 CE11 ¢) INST .72 
L6 T+V CENTRAL SYST GPT MAIN MEMGRY PROM71010699-100 CE12 0) INST . 92 
L6 T+V COMM DEVICE BOOTSTRAP ADAPTER 71019701-100 CE14 fe) INST .69 
L&E T+V COMMUNICATIGN DLCP (DCMC1) 71010702-100 CE15 fe) INST 92 
L6 T+V COMMUNICATION CLA (DCMC2) 71010703-100 CE16 ce) INST 92 
L66 CP-6 CONCEPTS & FACILITIES SR! CE26-00 .e) REF. 6.50 
L66 CP-6 CONCEPSTS + FACILITIES BOO CE26-01 1 REF 9.24 
L6G CP-6 TEXT REF MNL SR1 CE27-00 fe) REF 6,50 
L66 CP-6 SORT & MERGE SR1 CE28-00 0 REF 6.00 
L6G CP-6 COBOL REF MNL SR1 CE29-00 0 REF 23,.Q0 
L66 CP-G IDP REF MNL AOO CE3S0-00 ) REF 2,50 
L66 CP-6 FORTRAN REF MNL SR1 CE31-00 fe) REF 18,50 
L66 CP-6 BASIC REF MNL SR1 CE32-00 Oo REF 8.00 
L66 CP-6 MONITOR SERVICES REF MNL SRi CE33-00 e) REF 13.00 
L66 CP-6 GPERATIGNS REF MNL SR1 CE34-00 ) REF 10.78 
L66 CP-6 1-D-S/II REF MNL SRi CE35-00 ¢) REF 6.00 
L66 CP-6 I1-D-S/I1 DATA BASE ADM SR1 CE36-00 ce) REF 14.75 
L66 CP-6 RPG II REF MNL SRI CE37-00 ) REF 10.12 
L66 CP-G APL REF MNL SRi CE38-00 fe) REF 15.40 
L66 CP-6 DELTA REF MNL SR1 CES9~-00 6) REF 10.50 
L66 CP-G6 PROGRAMMERS REF MNL SRi CE40-00 fe) REF 17.05 
L66 CP-6 SYSTEM SUPPORT REF MNL SRi CE41-00 0 REF 15.50 
L6G CP-6 POCKET GUIDE ACO CE42-00 fe) REF 4,60 
L66 CP-6 COMMON INDEX SR1 (AQO) CE43-00 8) REF 5.28 
L66 CP-6 PRIMER AOO CE45-00 REF. 3.30 
L66 CP-6 COBOL PROGRAMMER BUIDE SR 1 CE46-00 e) REF. 23,60 
L66 CP-G FORTRAN FROGRAMMER GUIDE SR 1 (AQO) CE47-00 fe) REF. 17,50 
L62 MSU0390 OPERATION MNL CE84 0 REF . 1.59 
L64 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK CE94 @) REF. 28.16 
L64 ACCOUNTS RECEIVALBE SYSTEMS HANDBOOK ADD 1 CES4A 6) REF. a0 
L64 ACCOUNTS RECEIVABLE SYSTEM HANDBOGIK CE94B fe) REF. ao 
L64 PRUO457/P657/0857/1107 PRINTER OPERATION MNL CE95 fe) REF. 3.19 
L64 FINANCIAL MGMT ACCOUNTS PAYABLE HANDBOOK CES9 1 REF, 19.74 
LG64 ACCOUNTS PAYABLE SYSTEMS HANDBOOK CES9A 1 REF. 00 
L64 ACCOUNTS PAYABLE SYSTEM HANDBOOK CE99B 1 REF. .00 
L6 CDU 9101/72/3/4 CARTRIOGE DISK UNIT OP REF MNL CFO! fe) REF, 3.19 
L6 DIU 9101/72/3/4 DISKETTE UNIT GPERATIGN REF MNL CFO2 te) REF 3.69 
L64 MSU0350 MASS STGRAGE UNIT GPERATIGN CFOS ie) REF 1.65 
L6 MTUS104/05/12/13 MAG TAPE UNIT OP REF MNL. CF10 fe) REF 3.65 
L6 REMOTE BATCH FACILITY/64 USERS GUIDE 0120 CF11-00 ¢) REF 5.13 
L6& CRUS108/09/10/11 CARD READER UNIT OP REF MNL CF17 fe) REF 3.21 
L6 PRUS101/9102 SERIAL PRINTER GPERATIGN REF MNL CF18 ) REF 2.73 
L62 PAYROLL PROCESSING GD ACCOUNTING + ADMINISTRATION CF20 0) REF 19.63 
L62 PAYROLL PROCESSING GD ACCOUNTING & ADMIN ADDD 1 CF20A fe) REF 00 
L64 INVENTORY MANAGEMENT SYSTEM/64 HANDBOOK CF25-00 fe) REF 40.07 
L6 TTUS101/2/3/4 TELEPRINTER UNIT SPERATION REF MNL CF27 fe) REF 3.65 
L6& TWU9104/06/08/160 KEYBOARD TYPEWRITER CONSGLE CF2s 1 REF 2,94 
L6 DKUS101/8102 CRT KEYBOARD CONSGLE OP REF MNL CF33 fe) REF 3.19 
L64 SALES ORDER PROCESSING HANDBOOK CF75 Oo REF, 46.91 
L64 SALES ORDER PROCESSING HANDBOOK ADDENDA CF75A fe) REF. mele) 
L64 PRUO656/0858/1108 PRINTER GPERATION CF76 ¢) REF. 2.40 
L62 ACCTS RCVBL PROCESSING GUIDE: ACCTG + ADMIN CF78-00 .e) REF . 29,96 
L6 TPS 6 GVERVIEW M6D400/0210 CF8&6-01 1 REF. 3.42 
L6 TPS 6 OVERVIEW MOD400/0220 | CF86-02 2 REF. 4.11 
L6 TPS6 IMPLEMENTATIGN GUIDE MOD400/0210 CF87-00 Q REF . 20.16 
L6 MOD400 TPS 6 IMPLEMENTATION GUIDE CF87-01 1 REF. 16.05 
L6 TPS6 IMPLEMENTATIGN GUIDE 0210 CF87-02 2 REF , 21.40 
L6 TPS 6 IMPLEMENTATION GUIDE 9220 CF87-02A 2 REF. 00 
L6 TPS 6 PROGRAMMERS REFERENCE MNL 0210 CF88-01 1 REF. 26.53 
L6 TPS6 PROGRAMMERS REFERENCE MNL 0220 CF88-02 2 REF . 30.60 
L6 TPS 6 GPERATIORS GUIDE 0210 CF89-01 1 REF. 8,02 
L6 TPS 6 OPERATORS GUIDE M&D400-0220 CF89-02 2 REF. 8,00 
L6é TPS 6 GPERATORS GUIDE CF89-02A 2 REF. . 00 
L62 INTERACTIVE PROCESSING SYST PLANNING GD 0610 CGO6-00 fe) REF. 7.49 
L62 INTERACTIVE PROCESSING SYST WORK-STATION OP GD 610 CG07-00 ie) REF, 14.75 
L62 INTERACTIVE PROCESSING SYST WORK-STATIGN OP GD 610 CGO07-00A 0 REF. .90 
L62 INTERACTIVE PROCESSING JOB MANAGEMENT GD 610 CGO08-00 ce) REF. 9.40 
L62 INTERACTIVE PROCESSING JOB MANAGEMENT GO o600 CGO8-00A ie) REF. Qo 
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L62 IPS INTERACTIVE FILE SERVICES 0610 CGO9-00 fe) REF, 22.25 
L62 IPS INTERACTIVE FILE SERVICES 0610 CGO09-00A ie) REF, 00 
LG2 INTERACTIVE PROCESSING SYSTEM TPS 0610 CG10-00 fe) REF , 18.85 
LG62 INTERACTIVE PROCESSING SYSTEMS TPS 0610 CG10-00A fe) REF ,00 
L62 INTERACTIVE PROCESSING SYST SCREEN FORMATTING 610 CG12-00 ce) REF 8,55 
L62 INTERACTIVE PROCESSING SYST SCREEN FORMATTING 610 CG12-01 1 REF 9.40 
L62 IPS GENERATION AND MAINTENANCE 0610 CG13-00 ¢) REF 18.05 
L62 IPS GENERATION AON MAINTENANCE 0610 CG13-00A re) REF mele) 
L62 COMPUTER TO COMPUTER CONNECTIONS: INTERACTIVE 0600 CG14-900 0 REF 2,30 
L62 CP TG CP MULTILEAVING 0600 CG15-00 fe) REF 5.21 
L6 CRU9107 CARD READER GPERATIGN CG17 fe) REF, 2.24 
L68 REMOTE BATCH FACILITY MULTICS 7.0 TO L6 MOD4AOO 0110 CG18-00 ce) REF 4.07 
L68 QEDX TEXT EDITOR USER GUIDE 7.0A CG40-00 fe) REF . 7,70 
L62 GENERAL LEDGER PROCESSING GD: ACCOUNTINN + ADMIN CG43 e) REF, 9,84 
L62 ACCOUNTS PAYABLE: ACCOUNTING & ADMINISTRATIGN CG44 0 REF, 22,89 
GGOSG MOD GOO GPERATORS POCKET GUIDE 0100 CG65-00 ) REF, 1,39 
GCOS6 MGD LOO GPERATORS POCKET GUIDE 0110 CG65-01 1 REF, 1.80 
GCOSG MOD GOO USERS POCKET GUIDE 0100 CG66-00 fe) REF, 4,00 
GCOUS6 MOD 6O USERS PCKET GUDE 0110 C@66-01 1 REF, 6.20 
LG T+V INTERFACE GPTIGON FEPCOUPLER 71010745-100 CG67 Le) INST 69 
OCOS6 DATA ENTRY FACILITY-II USERS GUIDE mMeé0400/0200 CG70-00 Le) REF. 20,64 
GCOSG6 MOD 6OO SYSTEM BUILDING MEMORY CALCULATOR CG71-00 e) REF 6.35 
Lé MOD 600 SGFTWARE + DOCUMENTATIGN DIRECTORY CG72-00 6) REF 6.42 
L6 MOD SOFTWARE + DOCUMENTATION DIRECTORY ADDENDA CG72-00A fe) REF QO 
GCOSG SOFTWARE & DOCUMENTATIGN DIRECTORY MO&D400/0200 CG79-00 Q REF 5.76 
GCOSG MOD 400 TRANSACTIGN CODE LANGUAGE FACILITY 0200 CG80-00 fe) REF 18,00 
L&6é MOD 200 SOFTWARE & DOCUMENTATIGN DIRECTORY 0110 CG81-00 fe) REF 4.30 
L& DATA ENTRY FACILITY-I1 GPERATORS QUICK REF GD C@85-00 ie) REF 12.27 
L6/66 DHU0803/0814/9840 DOCUMENT HANDLER OPERATIGN CH10 1 REF 9.43 
L68 NEW USER'S INTRODUCTIGN TO MULTICS PART 1 CH24-00 0 REF, 6.16 
L68S NEW USER'S INTRODUCTION T& MULTICS- PART I1 CH25-00 ) REF, 5.06 
L68 EMACS TEXT EDITOR USERS' GUIDE 8,0 CH27-00 ) REF, 13,20 
L6 TPS G SYSTEM MESSAGES CH28-00 fe) REF. 2.72 
L6 TPS 6 SYSTEM MESSAGES 0220 CH28-01 1 REF. 4,07 
L864 MSS0420 AND MSU0421 GPERATIGN CH29 ce) REF. 1.44 
VIP7800 DISPLAY TERMINALS USER REF MNL 71010397-100 CHS52 Le) REF. 37.61 
L64 PAYROLL PROCESSING GD ACCOUNTING & ADMINISTRATION CHSS 8) REF. 17.01 
VTS7720 TERMINALS USER'S GUIDE CHS7 te) REF. 7.44 
L64 QUERY DRIVEN SYSTEM REFERENCE MANUAL CH73-00 fe) REF 12.65 
L62 INTERACTIVE PROCESSING SYSTEM QUICK REF 0610 CJ34-00 e) REF 7.20 
L@ MINUTEMAN REPORTING SYSTEMS USER GUIDE CJ37-00 6) INST 3.16 
LG PERIPHERAL DEVICE T+D CART MGD DISK 71010801-100 CJ46 fe) INST 1.05 
COMPUTER SUPPLIES CATALSG FOR XEROX SYSTEMS CJ50 te) REF. 00 
L68 EMACS EXTENSION WRITERS GUIDE 8.0 cJ52-00 0 REF. 5.95 
L6 TACPAC USERS REFERENCE MNL 71010816-100 CJ69 Le) INST 16.19 
L64 PRODUCTION SCHEDULING AND CONTROL HANDBEOK CJ79 e) REF, 23,54 
L64/DPS-330 SITE PREPARATIGN MANUAL CJ80 e) REF, 19.45 
PPS 11 SITE PREPARATION MANUAL CJ81 fe) REF. 10.27 
PPS [1 SITE PREPARATION MANUAL CJUSIA Le) REF. iele) 
L68 MULTICS PPS UTILITY MANUAL MR8.0O CJ97-00 fe) REF. 3.08 
INFOG PRIMER CJ99-00 ie) INST 7.07 
PPS [1 SYSTEMS OPERATION MANUAL CPO5-00 ) REF. 18.23 
L62 INTERACTIVE GENERATIGN SERVICE GUIDE CP17-00 8) REF. 6.84 
PAGE PROCESSING SYSTEM DESK TOP SALES PRESENTATION cP29 ) INST 50.00 
PAGE PROCESSING SYSTEM DESK TOP SALES PRESENTATIGN CP29A 0 INST 00 
L68 INTRODUCTION TG PROGRAMMING GON MULTICS 8.0 CP65-00 ) REF. 6.15 
L64 ERROR MESSAGES & RETURN CODES POCKET GD 400 caQ17-00 ) REF. 7,20 
L64 ERROR MESSAGES + RETURN CODES 0400 CQ31-00 fe) REF. 18.20 
L64 REMOTE BATCH FACILITY 0400 CQ35-00 0) REF, 3.53 
L64 BASIC 0400 CQ43-00 Le) REF. 10.75 
PPS I1 PAGE PROCESSING SYSTEM COMMANDS REF CART! CR17-00 fe) REF. .40 
SERIES 6000 GCOS SYSTEM STARTUP + GPERATION RELEASE F DAO6-02 2 REF. 21.40 
SERIES 600/6000 DATABASIC LANGUAGE MANUAL DAOS ce) REF. 11,49 
600/6000 DATABASIC LOAD/UNLGAD SYSTEM DAOS 1 REF. 7.77 
600/6000 DSS 180 DISK STGRAGE SUBSYSTEM STARTUP PROCEDURE 8F DA11 ie) REF 8.34 
SERIES 6000 EQUIPMENT GPERATGRS MANUAL DAS3 1 REF. 11.49 
600/6000 INDEXED SEQUENTIAL PROCESSOR 8/F DA37 1 REF 12.78 
66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 1 DA4S3 fe) REF. 12.72 
600/6O000TIME-SHARING APPLICATIGNS LIBRARY GUIDE VOL 1 ADD B DA43B fe) REF, ao 
66/6000 TIME-SHARING APPL LIBRARY GD V.1 DA43C ) REF. 00 
66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 2 DA44 1 REF. 19,84 
66/6000 TIME-SHARING APPL LIBRARY GD V.2 STATISTICS DA44B 1 REF. 00 
66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 3 MGMT SC1 DA45 2 REF. 24.01 
66/6000 TIME-SHARING APPL LIBRARY GD V.3 MGMT SCI DA45E 2 REF. Qo 
66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 4 DA46 1 REF. 11.42 
66/6000 TIME-SHARING APPL LIBRARY GD V.INV DA46B 1 REF, oo 
6000/6000 GCOS TOTAL GNLINE TEST SYSTEM TOLTS 8&/F DA49 0 REF . 16,30 
L66 APT PUNCHED PAPER TAPE DEMG GUIDE DAS 1 2 REF. 2.78 
600/6000 GCOS TOLTS TOTAL GNLINE TEST SYSTEM TEST PAGES 8/F DA73 1 REF, 33,87 
6000/6000 REMOTE TERMINAL SYSTEM GRTS 8/F DA79 ce) REF, 14.20 
600/6000 MULTI-ACCESS 1-0-S IMPLEMENTATION GUIDE 7/E DA8O i?) REF. 5.17 
600/6000 GCOS TRANSACTION PROCESSING USERS GUIDE 8/F DA82 1 REF. 7,04 


3-013 ABS! 


3-014 


R 
ORDER E FUNC PRICE 
TITLE NG. V TION 
MARKETING PUBLICATIGNS 

200/2000 SALES ORDER PROCESSING DISK FUNCTIGNAL DESCRIPTION DAO fe) REF 3,70 
SERIES 600/6000 SERVICE ROUTINES 8/F DA9S7 fe) REF 10.37 
600/6000 DEBUG AND TRACE ROUTINES 6/D DB20 fe) REF 12.23 
SERIES 6000 MTS500 MAGNETIC TAPE SUBSYSTEM DB28 ce) REF 7.04 
SERIES 6000 MTS500 MAGNETIC TAPE SUBSYSTEM ADD 1 DB26A ie) REF .00 
L66 APT/66 PUNCHED PAPER TAPE USER'S GUIDE DB30 2 REF 3.32 
600/6000 ANC-APT PUNCHED PAPER TAPE REFERENCE MANUAL DB31 e) REF 11,30 
6000 DSS190/190B DISK STORAGE SUBSYSTEM REF MANUAL DB37 3 REF 6.29 
6000 DSS$190/190B DISK STORAGE SUBSYSTEM REF MANUAL DB37A 3 REF mele) 
600/6000 TEXT EDITOR QUICK REFERENCE GUIDE 4/B DB42-00 ce) REF 9,75 
LEVEL 66 ANC - INDEPENDENT POSTPROCESSOR EXECUTIVE SUBSYS DB46 e) REF. 3.32 
6000 GCOS ERROR ANALYSIS + LOGGING SYSTEM HEALS SR/F DBS50-02 2 REF, 7,04 
66/6000 GCOS 1/0 PROGRAMMING 2H DB82-00 te) REF. 17,79 
66/6000 GCOS 1/0 PROGRAMMING 2H ADD 1 DB82-00A ie) REF ,00 
66/6000 GCOS 1/6 PROGRAMMING 3! ADD 2 DB82-00B ce) REF, 00 
66/6000 GCOS 1/0 PROGRAMMING 4J ADD 3 DB82-00C fe) REF 00 
66/6000 1/0 PROGRAMMING 482 + DOPS1.2 DB82-01 1 REF 19,50 
600/6000 REMOTE ENTRY STAIGN PROGRAM/360 8/F DB85-00 ie) REF 4.99 
66/G000 CONCORDANCE GENERATGR PROGRAM FUNCTIANAL DESC DB96 2 REF 3,10 
200/2000 234-0 MICR READER-SORTER SPERATORS MANUAL bcos .e) REF 2.78 
LEVEL 66 GENERAL PURPOSE SIMULATOR SYSTEM/66 GPSS/66 REF MN DC34 1 REF 21.57 
66/6000 TDS USER GD SR1 DC39-01 1 REF 8,54 
66/6000 TDS USER GD SR3 ADD 1 DC3S-O1A fe) REF .O0 
66/6000 GCOS TDS USER GD SR4 DC39-02 2 REF 23.75 
66/6000 TDS USER GD TD410/TD4.0VM DC39-02A 2 REF .O0 
66/6000 TDS SITE MNL SRS DC40-02 2 REF , 22.71 
66/6000 TRANSACTON DRIVEN SYSTEM SITE MNL TDS 4 DC40-03 3 REF 26,43 
66/6000 TDS SITE MANUAL TD4.6/TD4.0VM DC40-04 4 REF 25.00 
66/6000 GCOS TDS TRANSACTION DRIVEN SYSTEM LIBRARIAN Dc41-00 te) REF. 4.25 
66/6000 GCOS TDS TRANSACTIGN DRIVEN SYSTEM LIBRARIAN ADD 1 DC41-0O0A Le) REF , 90 
66/6000 TRANSACTION DRIVEN SYSTEM REF MNL TDS 2 DC42-01 1 REF 16.12 
66/6000 TRANSACTION DRIVEN SYSTEM REF MNL TOS 3 ADD 2 0C42-01B 1 REF ,00 
66/6000 TRANSACTION DRIVEN SYSTEM REF MNL TOS 4 ADD 3 DC42-o01C¢ 1 REF .o0 
66/6000 TRANSACTIGN DRIVEN SYSTEM REF MNL (TOS) Dc42-01D 1 REF .900 
66/6000 1-D-S/I PROGRAMMERS GUIDE 2H DCS2-00 fe) REF. 12.97 
66/6000 1-D-S/I PROGRAMMERS GUIDE 2H DCS2-00A 9) REF .00 
66/6000 1-D-S/I PROGRAMMERS GUIDE 31 DC52-00B fe) REF. .00 
66/6000 1-D-S/I USER GUIDE 2H DC53-00 Le) REF 24,09 
66/6000 1-D-S/I USER GUIDE 2H ADD 1 DCS53-00A 0 REF 00 
66/6000 1-D-S/I USER GUIDE $1 ADD2 DCS3-00B e) REF, .9O 
LEVEL 66 EQUIPMENT OPERATGRS GUIDE DC78& 2 REF 4,80 
LEVELS 66668 SITE PREPARATION MANUAL DCc7s 3 REF 11.09 
LEVELS 66868 SITE PREPARATIGN MANUAL ADDENDA DC79A 3 REF 00 
68/6000 MDGS/II1 USER GD SRMDG.O Dc80-01 1 REF 33.66 
66/6000 MDQS/II USERS GD SRMT1.0 DC80-02 2 REF 32,39 
66/6000 MDQS/IT USERS GD SRMT2.0 DC80-02A 2 REF .900 
66/6000 GCOS MDGS DATA BASE ADM GD DC8&1-00 ce) REF. 19.34 
L66 DATANET 6600 FRONT-END NETWORK PROCESSOR Dc8s 1 REF 8.41 
66/6000 UNIFIED FILE ACCESS SYSTEM 2H Dcs8s-00 Q REF 13,20 
66/6000 UNIFIED FILE ACCESS SYSTEM 31 DC89-01 1 REF 24.69 
66/6000 UNIFIED FILE ACCESS SYSTEM 4J DC8gs-O1A 1 REF 00 
66/6000 UNIFIED FILE ACCESS SYSTEM 4JS1 DC&g-02 2 REF 29,81 
66/6000 UNIFIED FILE ACCESS SYSTEM 4JS2 &PDS1 DC89-03 3 REF 35.31 
L66 UTL2 UTILITY ROUTINE SR2 DC91-00 e) REF. 3.57 
L66 UTL2 UTILITY ROUTINE SRS DCc91-01 1 REF 4.50 
L66 UTL2 UTILITY ROUTINE SR4S1 DC91-O1A 1 REF ,00 
L66 UTL2 UTILITY ROUTINE 482, DJPS!1.2 DC9s1-02 2 REF 4,81 
66/6000 AUTOMATED DYNAMIC ANALYZER FUNCTIGNAL DESCRIPTION Dce4 Le) REF 10.56 
66/6000 ERROR MESSAGES + ABORT CODES 2H DC97-00 0 REF 16.26 
66/6000 GCOS ERROR MESSAGES AND ABORT CODES 31 DC97-01 1 REF 24.32 
66/6000 GCOS ERROR MESSAGES & ABORT CODES 4S2,DPS1.2 DC97-O1A 1 REF .O0 
66/6000 GCOS PROGRAM RECOVERY/RESTART 2/H DC98-00 .e) REF. 13.34 
66/6000 GCOS PROGRAM RECOVERY/RESTART 3/1! ADD 1 DC98-00A e) REF. .00 
66/6000 GCOS PROGRAM RECOVERY/RESTART 4S2+DPS1.2 DC98-00B ce) REF. 00 
L66 GCOS MESSAGE CONTROL SYSTEM SITE MNL SR2 DCcgs9g-00 0 REF. 14.83 
L66 GCOS MESSAGE CONTROL SYSTEM SITE MNL SRS ADD 1 DC998-00A fe) REF 90 
66/6000 DATANET 3655/6600 MACRO ASSEMBLER PROGRAM 2/H DDO1-00 ce) REF. 25.07 
66/6000 FORTRAN 2/H DDO02-00 0 REF. 23.81 
66/6000 FORTRAN 31 DDO2-00B e) REF. 90 
66/6000 GCOS GRTS/355/6600 STARTUP PROCEDURE 2H DDO5-00 ie) REF, 11,12 
66/6000 GCOS GRTS/355/6600 STARTUP PROCEDURE 2H ADD 1 DDOS-00A ie) REF. ,00 
66/6000 GCOS GRTS/355/6600 STARTUP PROCEDURE 31 ADD 2 DDOS-00B ¢) REF 00 
66/6000 SOURCE AND OBJECT LIBRARY EDITOR 2/H DDOG-00 0 REF. 21.73 
66/6000 SOURCE AND OBJECT LIBRARY EDITOR 4J ADO 1 DDO6-00A OQ REF. . 90 
66/6000 SGURCE AND OBJECT LIBRARY EDITOR 4S82&DPS1.2 DDO6-00B 0 REF. .00 
66/6000 FILE & RECORD CONTROL 2H DDO7-00 ie) REF. 17,39 
66/6000 FILE + RECORD CONTROL 2H ADD 1 0D07-00A 0 REF 00 
66/6000 FILE + RECORD CONTROL 31 ADD 2 BDO7 -00B Q REF .90 
66/6000 FILE + RECORD CONTROL 4J ADD 3 DDO7-00C ie) REF. 00 
66/6000 FILE & RECORD CONTROL 4S2 & DPS1.2 DDO7-01 1 REF. 20.60 
66/6000 MACRO ASSEMBLER PROGRAM (GMAP) 2H DDO8-00 ie) REF, 35.03 
66/6000 MACROS ASSEMBLER PROGRAM (GMAP) 2H ADD 1 DDO8-O00A ie) REF ,00 


R 
ORDER E FUNC - PRICE 
TITLE NG. Vv TIGN 
MARKETING PUBLICATIONS 

66/6000 MACRG ASSEMBLER PROGRAM (GMAP) SI ADD 2 DDOs-00B fe) REF. 00 
66/6000 MACRG ASSEMBLER PROGRAM (GMAP) 4J ADD 3 DDO8-00C ce) REF. 00 
66/6000 MACRG ASSEMBLER PROGRAM (GMAP) 4JS & DPS1 DDO8-O00D fe) REF, 00 
66/6000 MACRG ASSEMBLER PROGRAM (GMAP) 4S$1 DDO8-O0E ) REF. ele) 
66/6000 SGORT/MERGE 2/H DDOs-00 ie) REF. 10.01 
66/6000 SORT MERGE 3/1 ADD 1 DDOS-O00A ) REF, »Q90 
66/6000 GENERAL LOADER 2H DOD10-00 0 REF. 8.52 
66/6000 GENERAL LO&ADER 2H ADD 1 DD10-00A 0 REF. .09 
66/6000 GENERAL LOADER SI ADD 2 DD10-O00B ¢) REF, 00 
66/6000 GENERAL LOADER 4J ADD 3 DD10-00C @) REF . »00 
66/6000 GENERAI LOADER SR4S2 + DPS1.2 DD10-00D ) REF. .Q0 
66/6000 BCOS BULK MEDIA CONVERSIGN 2H DD11-00 ie) REF. 7.41 
66/6000 GCOS BULK MEMIA CONVERSION SI ADD 2 DD11-O0B ce) REF. ,00 
66/6000 GCOS BULK MEDIA CONVERSION SI ADD 3 DD11~-00C fe) REF. 00 
66/6000 6CQS BULK MEDIA CONVERSION 4S2 + DPS1.2 DD11-00D e) REF. 00 
66/6000 GCOS UTILITY 2H DD12-00 0 REF. 7.41 
66/6000 SYSTEM CONSOLE MESSAGES 2H DD13-01 1 REF. 20.68 
66/6000 GCOS SYSTEM CONSSLE MESSAGES 3/1 DD13-02 2 REF. 26.67 
66/6000 GCOS SYSTEM CONSOLE MESSAGES 4J ADD 1 DD13-02A 2 REF. ele) 
66/6000 GCOS SYSTEM CGNSGLE MESSAGES 48/JS DD13-02B 2 REF. 00 
66/6000 SYSTEM CONSGLE MESSAGES 4S82/JS2 DD13-03 3 REF. 27.45 
66/6000 SYSTEM TABLES 1@ DD14-00 e) REF. 28,82 
66/6000 SYSTEM TABLES 2H ADD 1 DD14~-0Q0A fe) REF. oo 
66/6000 GCOS SYSTEM TABLES 3/1 DD14-01 1 REF. 39.86 
66/6000 GCOS SYSTEM TABLES 4J ADD 1 DD14-O1A 1 REF. oo 
66/6000 GCOS SYSTEM TABLES 4J ADD 2 DD14-01B 1 REF. cele) 
66/6000 GCOS SYSTEM TABLES 48/JS DD14~01C 1 REF, tole) 
66/6000 GCOS SYSTEM TABLES 4S2 + DPS1.2 DD14-01D 1 REF. oo 
66/6000 COMPREHENSIVE INDEX FOR SOFTWARE REF MNI_ DD15-01 1 REF. 26.85 
66/6000 GCOS TIME SHARING BASIC 2H DD16-00 ] REF. 18.31 
66/6000 GCOS TIME SHARING BASIC 4J ADD 1 DD16-00A ie) REF. 00 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 2H DD17-00 0 REF. 11.85 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 2H ADD 1 DD17-00A fe) REF. 00 
66/6000 BCOS TSS SYSTEM PROGRAMMERS REF MNL 3I ADD 2 DD17-00B ce) REF. a0 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 4J ADD 3 DD17-00c e) REF. tole) 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF SR4S/DPS1+JS DD17-00D fe) REF. cele) 
66/6000 TIME SHARING TEXT EDITOR 2/H : DD18-00 ce) REF. 9.26 
66/6000 TIME SHARING TEXT EDITOR 3/I ADD 1 DD18-00A fe) REF. jefe) 
66/6000 TIME SHARING TEXT EDITOR 4J ADD 2 DD18-00B ie) REF. 00 
66/6000 GCOS GENERAL COMP GP SUPERVISOR 2H DD19-00 0 REF. 18.16 
66/6000 GCUS GENERAL COMP GP SUPERVISOR 3I ADD 2 DD19~-00B 0 REF. 00 
66/6000 GCOS GENERAL COMP OP SUPERVISOR 4J ADD 3 DD19-00C ie) REF. .00 
66/6000 GCOS GENERAL COMP GP SUPERVISOR 4S/JS DD19-00D fe) REF. .00 
66/6000 GCOS GENERAL COMP OP SUPERVISOR 4S2+DPS1-2 DD19-00E fe) REF. .00 
66/6000 FORTRAN SUBROUTINE LIBRARIES 2/H DD20-00 0 REF. 17.79 
66/6000 FORTRAN SUBROUTINE LIBRARIES SI ADD 1 DD20-00A ce) REF. .O0 
66/6000 TSS TERMINAL/BATCH INTERFACE 2H DD21-00 fe) REF. 6,31 
66/6000 TSS TERMINAL/BATCH INTERFACE 31 ADD 2 0D21 -00B .e) REF. .00 
66/6000 TSS TERMINAL/BATCH INTERFACE 4J ADD 3 DD21-00C e) REF. .Q0 
66/6000 TSS GENERAL INFO MNL 16 DD22-00 0) REF. 9,57 
66/6000 TSS GENERAL INFO MNL 2H ADD 1 DD22-00A e) REF. ,00 
66/6000 TSS GENERAL INFO MNL 2H ADD 2 DD22-00B ie) REF, 00 
66/6000 TSS GENERAL INFO MNL 3/1 DD22-01 1 REF, 13.70 
66/6000 TSS GENERAL INFO MNL 4J DD22-01A 1 REF. .00 
66/6000 TSS GENERAL INFO MNL 48+DPS1 JS DD22-01B 1 REF. .00 
66/6000 TSS GENERAL INFO MNL 4$2 + DPS1.2 JS2 Db22-01C 1 REF. 00 
66/6000 JOVIAL 2/H DD23-00 ce) REF. 12.41 
66/6000 GCOS SUMMARY EDIT PROGRAM 2H DD24-00 fe) REF. 7.43 
66/6000 GCOS SUMMARY EDIT PROGRAM 31 ADD 2 DD24 -00B 0 REF. 00 
66/6000 GCOS SUMMARY EDIT PROGRAM 4J ADD 3 DD24-00C ce) REF. oo 
66/6000 SUMMARY EDIT PROGRAM 4$3/DPS1.3/JS3 DD24-01 1 REF, 11.53 
66/6000 COBOL REFERENCE MANUAL 2/H DD28-00 ie) REF. 26.02 
66/6000 COBCL REFERENCE MANUAL 3/I ADD 1 DD25-00A 0 REF. 090 
66/6000 COBOL USER GUIDE 2H DD26-00 ce) REF. 28,72 
66/6000 COBOl USER GUIDE 3I ADD 1 DD26-00A 0 REF. ,00 
66/6000 COBOL USER GUIDE 4J ADD 2 DD26-00B ¢) REF. 00 
66/6000 ALGOL 3/1 DD27-00 fe) REF. 17.41 
66/6000 TSS POCKET GUIDE 4J DD28-00 ce) REF 3.45 
66/6000 GMAP POCKET GUIDE SR4S/JS DD29-00 ce) REF 8.82 
66/6000 SYSTEM LIBRARY EDITOR 2/H DD30-00 fe) REF. 5.20 
66/6000 SYSTEM LIBRARY EDITOR 482 & DPS1.2 DD30-00A 1¢} REF. -O0 
66/6000 GCOS CONTROL CARDS REF MNL 2H DOD31-00 fe) REF. 22,25 
66/6000 GCOS CONTROL CARDS REF MNL 31 ADD 2 DD31 -00B ce) REF, tole) 
66/6000 GCOS CONTROL CARDS REF MNL 4J ADDS DD31-00C Le) REF. 00 
66/6000 GCOS CONTROL CARDS REF MNL 4JS1 DD31-O00D i?) REF. Qo 
66/6000 GCOS CONTROL CARDS REF MNL 4S2 & DPS1.2 DD31 -OO0E ce) REF. »00 
66/6000 DATANET 355/6600 SIMULATOR 2/H DD32-00 fe) REF. 4.44 
66/6000 SYSTEM STARTUP 2H DD33-01 1 REF. 17.82 
66/6000 GCOS SYSTEM STARTUP 3/1 DD33-02 2 REF. 22.82 
66/6000 GCOS SYSTEM STARTUP 4J DD33-02A 2 REF. tele) 
66/6000 GCOS SYSTEM STARTUP 4S,DPS1/JS DD33-03 3 REF. 21.86 
66/6000 SYSTEMS STARTUP 4S2,DP$1.2 DD33-03A 3 REF. .90 


3-015 


MARKETING PUBLICATIONS 


6000 088180 DISK STGRAGE SUBSYSTEM STARTUP FROCEDURES SR H 


66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
86/6000 
66/6000 
66/6000 


DATANET 355/6600 RELOCATABLE LOADER 2/H 
INDEXED SEQUENTIAL PROCESSOR 2/H 
INDEXED SEQUENTIAL PROCESSOR ADD 1 2/H 


Gcos 
6CoS 
Gcos 
6cos 
e6cuSs 
6Ccos 
GCOS 
TRAN 
TRAN 
TRAN 
TRAN 


TOLTS 
TOLTS 
TOLTS 
TOLTS 
REMOTE 
REMOTE 
REMOTE 
SACTIGN 
SACTIGN 
SACTIGON 
SACTIGN 


TOTAL ONLINE TEST SYSTEM 1G 
TOTAL ONLINE TEST SYSTEM 2/H ADD1 
TOTAL GNLINE TEST SYSTEM 3/I ADD 2 
TOTAL GNLINE TEST SYSTEM 4J ADD 3 
TERMINAL SUPERVISOR GRTS 2/H 
TERMINAL SUPERVISOR GRTS 2H ADD 1 
TERMINAL SUPERVISOR GRTS 31 ADD 2 
PROCESSING SYSTEM USER GD 1G 
PROCESSING SYSTEM USER GD 2H ADD 1 
PROCESSING SYSTEM USERS GUIDE 3/1 
PROCESSING SYSTEM USERS GD 4J ADD 1 


SERVICE ROUTINES 2H 

SERVICE ROUTINES 3I ADD 1 
SERVICE ROUTINES 4J ADD 2 
SERVICE ROUTINES 4S2@ + DPS1.2 


GCcos 
Ecos 
Gcos 
GCOS 
GCHsS 
GCOS 
6cus 
FILE 
FILE 
FILE 
FILE 
FILE 
FILE 


DEBUG 
DEBUG 
HEALS 
HEALS 
HEALS 
HEALS 
HEALS 
MGMT S 
MGMT S$ 
MANAGE 
MANAGE 
MANAGE 
MANAGM 


AND TRACE ROUTINES 2H 

ANG TRACE ROUTINES 31 ADD 1 

ERROR ANALYSIS/LOEGGING SYST 1G 

ERROR ANALYSIS/LOGGING SYST 2H ADD 1 
ERROR ANALYSIS/LOGGING SYST 31 ADD 2 
ERROR ANALYSIS/LOGGING SYST 4J ADD 3 
ERRGR ANALYSIS/LOGGING SYST 4S/DPS1 JS 
UPERVISOR 16 

UPERVISGR 2H ADD 1 

MENT SUPERVISOR 31 

MENT SUPERVISOR 4J ADD 1 

MENT SUPERVISOR 4S JS 

ENT SUPERVISOR 452 + DPPi-2 


1-D-S DATA QUERY SYSTEM USERS GUIDE 2/H 

1-O-S DATA QUERY SYSTEM USERS GUIDE 3/I ADD i 
1-BD-S DATA QUERY SYSTEM INSTALLATISN 2/H 

1-D-S DATA QUERY SYSTEM INSTALLATION 3/I ADD 1 
NETWORK PROCESSING SUPERVISOR 2H 

NETWORK PROCESSING SUPERVISOR NT1 ADD 1 
NETWORK PROCESSING SUPERVISOR NT2 ADD 2 

NPS NETWORK PROCESSING SUPERVISOR NTS 

GCOS TGLTS TOTAL GNLINE TEST PAGES 2H 


6cos 


TOLTS 


TOTAL GNLINE TEST PAGEG 2H ADD! 


GCOS TOLTS TOTAL GNLINE TEST PAGES 31 ADD 2 
GCOS TGLTS TOTAL GNLINE TEST PAGES 4J ADD 3 
SYSTEM OPERATION TECHNIQUES 2H 


ecas 
Gcos 
6Bcos 
eBcos 
NPS 
NPS 
NPS 
NPS 
NPS 


SYSTEM 
SYSTEM 
SYSTEM 
SYSTEM 
STARTUP 
STARTUP 
STARTUP 
STARTUP 
STARTUP 


OPERATION TECHNIQUES 3/1 
GPERATIGON TECHIQUES 4J 
GPERATION TECHNIQUES 4S,DPS1/JS 
OPERATION TECHNIQUES 4S2,DPS1.2 
16 

2H 

NT-1 

SRNT-2 

SRNT-3 ADD 1 


PROJECT MGMT & CONTROL PMCS/66 SYSTEM HNDBK 


LEVEL 66 MPS 


L66 MPS 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 


- CF 


- CFMS 
MS IMPL 


IMPLEMENTATION GUIDE 
EMENTATION GUIDE ADD A 


APL/66 USERS GUIDE 
FORTRAN POCKET GUIDE 2/H 


BANK 


INFO S 


YST NETWORK (BISNET) ADMIN GUIDE 


MDQS/IV MGMT DATA QUERY SYSTEM/IV USERS GD 
MDQS/IV MGMT DATA QUERY SYSTEM/I1V USERS GD 
MDQS/I1V MGMT DATA QUERY SYST ADM GD 

MDQS ADM GD MD3.0 + MD490 

MDGS ADMINISTRATORS GUIDE MT1.0 + MF1,0 

MDGS ADMINISTRATORS GUIDE MT1.0 + MF1.0 ADENDA 
MDGS ADMINISTRATORS GUIDE MT1.1 + MF1.1 ADENDA 
MDQS ADMINISTRATORS GUIDE MT2,.0 + MF2.0 ADENDA 
DATABASIC SYSTEM LANGUAGE MANUAL 2/H 

DATABASIC LOAD UNLSAD SYSTEM 2H 

GCOS SYSTEM GPERATION SHARED MASS STORAGE 3! 


GCOS SYSTEM GPERATIGON SHARED MASS STORAGE 4J ADD 1 


66/6000GCOS SYSTEM OPERATION SHARED MASS STORAGE 4S2 
L66 COBOL-74 


L66 
L66 
L66 
L66 
L66 
L66 
L66 
L66 


COBOL -74 
COBOL-74 
COBOL -74 
COBOL -74 
COBOL - 74 
COBOL -74 
COBSL-74 
COBOL -74 


REF MN 
REF MN 
REF MN 
REF MN 
REF MN 
USERS 


L 

L SRCB2.0 ADD 1 
L SRCBS.O 

L SRCB4.0 

L SRCB4.0 
GUIDE SRCB2.0 


USERS GUIDE SRCB3.0 ADD 1 


USERS 


GUIDE CB4.0 ADD 2 


USERS GUIDE SRCB4.0 


3-016 


ORDER 
NG. 


DD34-00 
DDS5-00 
DD38-00 
DD38-00A 
DD39-00 
DD39-00A 
DD39-00B 
DD39-00C 
DD40-00 
DD40-00A 
DD40-00B 
DD41-00 
DD41-O0A 
DD41-01 
DD41-O1A 
DD42-01 
DD42-01A 
DD42-01B 
0D42-01C 
DD43-00 
DD43-00A 
DD44-00 
DD44-0O0A 
DN44-00B 
DD44-00C 
DB44-00D 
DD45-00 
DD45-00A 
DD45~-01 
DD45-01A 
DD45-02 
DD45-02A 
DD46-00 
DD46-00A 
0047-00 
DD47-00A 
DD48-01 
DD48-O1A 
DD48-01B 
DD48-02 
DD49-00 
DD49-00A 
DD49-00B 
BD49-00C 
DDSO-00 
DDS50-01 
DDS50-O1A 
DD50-02 
DD50-02A 
DD51-00 
DDS1-01 
DDS1-O1A 
DD51-02 
DD51-02A 
DOS 
DD67 
DD67A 
DD78 
DD82-00 
DD86 
DDg2-02 
DD¥2-02A 
DD92-02B 
DD94-01 
DD94-02 
DD94-02A 
DD94 -02B 
DD94-02c¢ 
DD9g5-00 
DD96-00 
DDY7-00 
DD97-00A 
DDS7-00B 
DEO1-00 
DEO1-O0A 
DEO1-O0B 
DEOQ1-00Cc 
DEO1-00D 
DEO2-00 
DEO2-00A 
DEO2-00B 
DEO2-00C 
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Piz | 


12, 


13. 


30. 


25. 


a A 


CE 


R 
ORDER E FUNC - PRICE 
TITLE NG Vv TION 
MARKETING PUBLICATIONS 

66/6000 COBCL-74 POCKET GUIDE DEO3-00 fe) REF. 7.38 
66/6000 PL/I USER GD 1.0 DEO4-00 @) REF. 24.20 
66/6000 PL/I USERS GUIDE SR2.0 DEO4-01 1 REF. 27.19 
66/6000 PL/I REF MNL SRPL1.0 ; DEOS-00 ie) REF. 40.38 
66/6000 PL/I REF MNL SRPL2.0 ADD 1 DEOS-0O0A fe) REF. oo 
66/6000 DGCUMENT ENTRY SUBSYSTEM HNDBK SR DE 1.0 DEO7-00 ie) REF. 18,85 
66/6000 DOCUMENT ENTRY SUBSYSTEM HNDBK DES.O ADD 2 DEO7-00B @) REF. ele) 
LEVEL 66 I-D-S/II1 COBOL-74 PROGRAMMERS GUIDE SRDB1.0 DEOS-01 1 REF, 10,00 
LEVEL 66 I1-D-S/I1 COBOL-74 PROGRAMMERS GUIDE SRDB2.0 ADD 1 DEO9-O1A 1 REF. oo 
L66 I-D-S/11 DATA BASE ADMINISTRATORS GUIDE SR DB2,.0 DE10-01 1 REF. 23.46 
LEVEL 66 INTERACTIVE 1-O0-S/I1I SROB1.0 DE11-01 1 REF. 7.43 
LEVEL 66 INTERACTIVE I-D-S/II SROB2.0 ADD 1 DE11-O1A 1 REF. ele) 
L6G ASTRA II RESOURCE ALLOCATIGN PROGRAM REF MNL DE12 ie) REF. 15.34 
66/6000 STANDARD COBOL-68 REF MNL 3/1 DE17-00 Q REF. 26.03 
66/6000 STANDARD COBGL-68 USERS GUIDE 3/1 DE18-00 fe) REF. 35.85 
66/6000 STANDARD COBOL-68 USERS GUIDE 4J ADD 1 DE18-00A Q REF. Qo 
LEVEL 66 MPP FUNCTIGNAL CHARACTERISTICS DE23 ie) REF. 4.57 
LEVEL 66 MPP FUNCTIONAL CHARACTERISTICS DE23A 1¢) REF. ele) 
LEVEL 66 TOTAL REFERENCE MANUAL DE28 O REF. 12.40 
66/6000 CHECK PROGF/TRANSIT SUBSYSTEM SYSTEM HANDBOGK DESO 2 REF. 23.42 
66/6000 GCOS NPS TABLES SR NT-2 DES4-01 1 REF. 20.70 
66/6000 GCOS NPS TABLES SR NT-3 ADD 1 DE34-O1A 1 REF. ,00 
66/6000 NPS MICRGO-OPS PROGRAMMING DE35-00 i¢) REF. 24.42 
66/6000 NPS MICRO-GPS PROGRAMMING SRNT-2 ADD-1 DE35-00A 0 REF. 00 
66/6000 NPS MICRO-OFS PRGGRAMMING SRNT-3 ADD 2 DE35-00B 0 REF, 00 
66/6000 CGEXISTENT 1-D-S/II COBGL-74 PROGRAMMERS GUIDE DES7-00 i?) REF. 8.52 
L66/6000 COEXISTENT I-D-S/II DATA BASE ADMINISTRATORS GUIDE DES&-00 i?) REF. 21.84 
66/6000 COEXISTENT INTERACTIVE I -D-S/I1 DES9-00 ie) REF. 6.29 
66/6000 COEXISTENT INTERACTIVE I-D-S/II SR ClI1-1 ADD 1 DES9-00A ie) REF. .00 
66/6000 COEXISTENT I-D-S OVERVIEW 3/1 ; DEGO-00 Q REF . 4,06 
LEVEL 66 SYSTEM SOFTWARE GVERVIEW DE61-00 i¢) REF. 6.66 
66/6000 SYST MANAGEMENT GD: SOFTWARE INSTAL + MAINT DE62 1 INST 8.92 
66/6000 SITE TECHNIQUES GUIDE: JOB MANAGEMENT DE6S 19) INST 9.42 
66/6000 SITE TECHNIQUES GUIDE: JOB MANAGEMENT DEG6SA ie) INST 00 
66/6000 SITE TECHNIQUES GUIDE: FILE MANAGEMENT DE64-01 1 INST 9,95 
66/6000 SITE TECHNIQUES GUIDE: SYSTEM AVAILABILITY DE65 Le) INST 8.89 
66/6000 SITE TECHNIQUES GUIDE: SYSTEM AVAILABILITY DEGSA ie) INST .00 
66/6000 GCOS USER'S GUIDE: BATCH PROCESSING DEG7 ie) INST 13.34 
66/6000 INTERACTIVE SYST USER GD DE68-00 i@) REF . 4,06 
66/6000 INTERACTIVE SYST USER GD ADD 1 DE68-O00A .¢) REF. .00 
66/6000 GCOS NPS ERROR MESSAGES SRNT1-E DE75-00 ie) REF, 10.37 
66/6000 GCOS NPS ERROR MESSAGES SR NT-2 ADD 1 DE75-00A i¢) REF. ,00 
66/6000 GCOS NPS ERROR MESSAGES SR NT-S3 ADD 2 DE75-00B ie) REF. ele) 
66/6000 GCOS NPS CONFIGURATION EXAMPLES SRNT1-E DE76-00 ie) REF. 14.27 
66/6000 GCOS NPS CONFIGURATIGN EXAMPLES SRNT-2 ADD 1 DE76-00A 0 REF. ele) 
66/6000 GCOS NPS CONFIGURATIGN EXAMPLES SRNT-3 ADD 2 DE76-00B oO REF. Qo 
66/6000 GCOS APPLICATIGNS GUIDELINES FOR NPS SRNT1-E DE77-00 ie) REF. 8.14 
66/6000 GCOS APPLICATIGNS GUIDELINES FOR NPS SR NT-2 ADD 1 DE77-O0A 0 REF, 00 
L66 IMS/66 (EXTENDED) SYST HNDBK DE80 2 REF. 23.75 
L66 IMS/66 EXTENDED 1/6 MANUAL DE81 2 REF. 14.17 
L66 APT/66 PART PROGRAMMING LANGUAGE MNL DE84 ce) REF. 38,94 
L66 APT/66 PART PROGRAMMING POCKET GUIDE DE85 ie) REF. 3.50 
L6G INDIVIDUALIZED MATHEMATICS INSTRUCTIGN USERS GUIDE DF30 i¢) REF . 8.03 
66/6000 RESOURCE COLLECTION & PLOT RECAP RMZ.0/3.0 DF43-01 1 REF. 4.06 
L66 DM-IV TRANSACTIGN PROCESSOR REF MNL SR TAI.O DF44-00 ie) REF. 25.58 
L66 OM-IV TRANSACTIGN PROCESSOR REF MNL SR TA2.0 DF44-00A ie} REF. 00 
L6G DM-IV TRANSACTION PROCESSOR SITE MNL TA1.0 DF45-00 ie) REF. 21.39 
L66 DM-IV TRANSACTIGN PROCESSOR SITE MNL TA2Z.0 DF45-01 1 REF 23.56 
66/DPS8 DM-IV TRANSACTIGN PROC SITE MNL TA2.0/TA2.O0VM DF45-02 2 REF. 16.64 
66/6000 TSS TEX SR WP1.0 DF72-00 Q REF. 14.81 
L66 DM-IV SYSTEM SVERVIEW DF73 ie) INST 4.06 
L66 DM-IV SYSTEM OVERVIEW ADD 1 DF73A fe) INST tole) 
L66 DM-IV SYSTEM OVERVIEW DF73B Oo INST Qo 
L66 DM-IV ADMINISTRATIGN/APPLICATIGN SUMMARY DF74 te) INST 8.70 
L66 DM-IV COBGL-74 PROG REF MNL SR DBS.O DF 76-00 O REF. 11.09 
L66 DM-IV COBOL-74 PROG REF MNL SR DB4.0 ADD 2 DF76-00B ce) REF. .00 
L66 DM-IV COBOL-74 PROG REF MNL DBS.O DF76-00C ie) REF. .00 
L66 DM-IV COBOL-74 PROG REF MANUAL DB6.0 DF76-01 1 REF, 9.24 
L66 DM-IV DATA BASE ADMINISTRATOR REF MNL DB3.0 DF 77-00 ie) REF. 27.33 
L66 DM-IV DATA BASE ADMINISTRATOR REF MNL DB4.0 DF77-01 1 REF. 36.89 
L66 OM-IV DATA BASE ADMINISTRATOR REF MNL DBS.0 DF77-0O1A 1 REF. oo 
66/6000 DM-IV INTERACTIVE I-D-S/II SR DB3,0 DF78-00 1°} REF. 7.77 
L66 DM-IV INTERACTIVE I-D-S/I1I SRDB5S,0O DF78-00A 0 REF, 00 
L66 DM-IV INTERACTIVE 1-D-S/11 SRDBG6.O DF78~-00B G REF. oo 
L66 OM-IV QUERY + REPORTING REF MNL MQ1,0 + MA1.0 DF79-00 ce) REF. 27.50 
L66 DM-1V QUERY & REPORTING REF MNL MG@2.0 & MA2.0 DF 79-01 : REF. 39,49 
66/6000 DM-IV PROCEDURAL LANGUAGE REF MNL DF80-00 Q REF. 16.39 
L66 DM-IV PROCEDURAL LANGUAGE REF MNL SRMA.2 DF80-0% 1 REF, 16.82 
L66 DM-IV QUERY + REPORTING ADM GD MQ+MA1.0 DF81-00 Q REF, 29.81 
L66 DM-IV QUERY + REPORTING ADM GD MQ+MA ADD 1 DF81-O0A Oo REF, tele) 
L66 DM-IV QUERY + REPORTING ADM GD MQ+MA ADD 2 DF81 -O0B ie) REF. oo 
L66 DM-IV QUERY + REPORT AOM GD MQ + MA2.0 DF81-01 1 REF. 28,51 


3-017 ABS1 


MARKETING PUBLICATIONS 


L66 DM-IV QUERY + REPORT ADM GD M22.1 + MA2.1 DF81-O1A 1 REF. 00 
L66 MDGS BASIC USERS GUIDE DGO7-90 fe) REF, 9.07 
66/6000 MDQS BASIC USER GUIDE MT1.0 MF1.0 DGO7-01 1 REF. 9.26 
L6G NUMERICAL CONTROL/66 SYST HNDBK DGO8 0 REF , 10.12 
L66 MATHEMATICAL PROGRAMMING SYSTEMS (MPS) USER GUIDE DG10 .e) REF. 25.27 
L6G MATHEMATICAL PROGRAMMING SYSTEMS (MPS) USER GUIDE DG10A fe) REF. tote) 
66/6000 GRTSII STARTUP PROCEDURE SRSG-1 DG14-00 0) REF . 14.81 
66/6000 GRTSII STARTUP PROCEDURE SRSG-1.2 DG14-00A 0 REF. tole) 
66/6000 GRTS I1 TERMINAL USER GD SRSG-1 DG15-00 fe) REF, 8,52 
66/6000 GRTS II TERMINAL USER GD $61.2 DG15-00A @) REF , rele] 
L6G DM-IV FORTRAN PROGRAMMER REFERENCE MANUAL DB4.0 DG27-00 e) REF. 11.85 
L66 DM-IV FORTRAN PROGRAMMER REFERENCE MNL SRDBS.O DG27-00A ¢) REF. 00 
L66 DM-IV FORTRAN REFERENCE MNL SRDB6.O DG27-00B Le) REF. 00 
L66 SPAMII SLAVE PROGRAM ACTIVITY MONITOR SYST USER GD DG40-00 ce) REF. 1.85 
L66 SPM/II SLAVE PROGRAM ACTIVITY MONITOR SYST USER GD DG40-00A .¢) REF. »Q0 
L66 PMCS PROJECT MGMT + CONTROL/66 POCKET GUIDE D644 1 REF. 5,89 
66/6000 DEBUG SUPPORT SYSTEM DS2.0 DGS3-01 1 REF 7.54 
66/6000 DEBUG SUPPORT SYSTEM DS2.0 DGS3-O1A 1 REF. 00 
DATANETWGRK CASH ANALYSIS REPORTING (CAR) SYST USED GD DG56 fe) REF. 6.63 
DATANETWORK HABIT SYSTEM USERS GUIDE DG57-00 fe) REF. 8.83 
L66 PAYROLL SYSTENS HANDBOOK DGG1 fe] REF. 37.39 
L66 PAYROLL SYSTEMS HANDBOSK ADDENDA DO61A fe] REF. .90 
L66 PAYROLL SYSTEMS HANDBOOK ADDENDA DG61B fe] REF. oo 
L66 PAYROLL SYSTEMS HANDBOOK ADDENDA DG61C fe) REF, oo 
L66 PAYROLL SYSTEMS HANDBOOK ADDENDA DG61D fe) REF. oo 
L66 GENERAL LEDGER SYSTEM HANDBOOK D662 0 REF. 19.27 
L66 GENERAL LEDGER SYSTEM HANDBOOK ADDENDA DG62A fe) REF, tele) 
L66 GENERAL LEDGER SYSTEM HANDBOOK ADDENDA DG62B te) REF. tele) 
L66 ACCOUNTS PAYABLE SYSTEMS HNDBK DG63 fe) REF, 20,20 
L66 ACCOUNTS PAYABLE SYSTEMS HANDBOOK DG63A fe) REF. oo 
L66 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK DG64 fe) REF, 28.68 
L66 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK DG64A ) REF. ‘el e) 
66/6000 FORTRAN REFERENCE MNL FT1.0 DG75-00 fe) REF. 29.47 
66/6000 FORTRAN REFERENCE MNL FT2.0 0G75-00A ) REF. tele) 
66/6000 FILE GENERATION UTILITY SR FG1.0 0G79-00 ) REF , 3.88 
66/6000 1-D-S COEXISTENCE TO 1-D-S/II CONVERSION RF1.0 DG989-00 fe) REF. 4,80 
DPS8 ASSEMBLY INSTRUCTIONS MNL BDHO3-00 fe) REF 45.15 
DPS8& GCOSS OS UNIFIED FILE ACCESS SYSTEM DHO7-00 Le) REF 30.08 
DPS8 GCOS& OS PROGRAMMER MESSAGES + ABORT CODES 1000 DH12-00 Le) REF . 16,60 
DPS8 GCOS8 SS SYSTEM OPERATOR MESSAGES 1000 DH13-00 fe) REF 16.50 
DPS8 GCOSS8 OS MASTER MGDE ENTRY OSPERATIGNS DH16-00 fe] REF 10,30 
DPS8& GCOSS OS JOB CONTROL LANGUAGE SR1000 DH17-00 fe) REF , 25.76 
DPS&8 GCOS8 OPERATING SYSTEM - SYSTEM STARTUP DH18-00 8) REF. 23,55 
DPS8 GCOS8 OS FILE MGMT SUPERVISOR SR1000 DH19-00 fe) REF. 26.50 
DPS8 GCOSS OS SYSTEM GPERATING TECHNIQUES SRO100 DH20-006 fe) REF, 28.70 
DPS8 GCOSS8 OS ACCOUNTING SR1000 DH22-00 ‘e) REF. 20,06 
DPS8 GCOS8OS 1/70 PROGRAMMING DH23-00 fe) REF, 16,20 
DPS8& @COS8 OS TIME SHARING SYSTEM REFERENCE MNL DH24-00 fe) REF. 47.12 
L66 NAME/ADORESS SCRUB SYSTEM USERS GUIDE DH63-00 e) REF. 4.46 
L66 LOGICAL DATA TRANSFER USERS GUIDE R100 SRDB4.0 DH72-00 fe) REF. 7,43 
66/6000 COBOL 74/UFAS DEBUGGING TECHNIQUES DH73-00 fe) REF. 44.67 
66/6000 TRANSACTIGN PROCESSING EXECUTIVE-I1 SITE MANUAL DH74-00 0 REF. 22.47 
66/6000 TRANSACTIGN PROCESSING EXECUTIVE-IT SITE MANUAL DH74-00A 0 REF. .00 
66/6000 TPE-I1 REFERENCE MANUAL TE1.0 DH75-00 fe) REF. 8.29 
66/6000 TPE-II! REFERENCE MNL TE2.0 DH75-00A e) REF. .00 
66/6000 SYSTEM OPERATOR'S GUIDE DH79-00 0 REF. 8.82 
66/6000 DM-IV GRP BASIC USER GUIDE MA2.0 MGzZ.0 DH88-00 0 REF. 8.92 
66/6000 CONTROL CARDS POCKET GUIDE 4J DH95-00 fe) REF. 9,60 
L66 PMCS/66 INTERACTIVE INPUT & REPORTING USER GUIDE DJO3 1 REF 26.08 
L66 PMCS/66 INTERACTIVE INPUT POCKET GUIDE DJO4 fe) REF 5.13 
66/6000 TSS TXLIB SRWL1.0 DJO6-00 'e) REF 2.63 
66/6000 1-0-S/I-DD SYSTEM HANDBOOK DJ11-00 fe) REF 9,20 
66/6000 !-D-S/I-DD SYSTEM ONLINE USER GD DJ12-00 fe) REF. 4,44 
GUIDE TOS MULTICS WORDPRG DJ18 ce) INST 55.00 
200/2000 BANKING MICRCOM + TRANSIT SYSTEMS HNDBOOK DJ27 fe) REF. 11.59 
66/6000 UNIFIED FILE ACCESS SYST (UFAS) USER GDE DJ28-00 fe) REF. 14,55 
L66 EXTENDED TIME SHARING (ETS) SITE MNL DJ30-00 fe) REF. 8.46 
66/6000 TIME SHARING SYSTEM REF MNL 452,0PS1, 2, JS2 DJ31-00 fe) REF 49.48 
66/6000 RPGII LANGUAGE REF + GCOS SUPPLEMENT MNL DJ34-00 fe) REF. 14,01 
66DPS ONLINE JOB SERVICE MATCHING JSMS FUNCTIONAL DESCRIPT DJ5O fe) REF 2.56 
66/6000 COLLECTION + PLOT OF SYST USAGE LEVELS MNL DKO2-00 ce) REF 5.52 
L66 SCRIBE STUDENT SCHEDULING SYST HANDBOOK MNL DLO? fe) REF. 18.05 
L66 SCRIBE STUDENT SHEDULING SYST HANDBOOK DLO7A ce) REF. 00 
APL/66 POCKET GUIDE DLOS8 fe) REF 3.13 
L66 SCRIBE STUDENT SCHEDULING SYST ADMIN GUIDE MNL DL20 Q REF 16.00 
DOPS& SITE PREP MANUAL DL64-00 fe) REF 9.86 
66/6000 FILE SYSTEM UTILITY PACKAGE SRFM1-0 DL75-00 oO REF 4.78 
L6 STACKER SELECT LANGUAGE SYSTEM HANDBOOK DL84-00 QO REF. 10.04 
L6 STACKER SELECT LANGUAGE SYSTEMS HANDBOOK ADD1 DL84-00A ie) REF. .00 
66DPS & DPS8 PASCAL/66 USER GUIDE DL96-00 0 REF 4.30 
L64 SYSTEM SPERATION DPS-330 GPERATOR STATIGN DQ01-00 ie) REF. 7.00 
L64 AUTOMATED UPDATE FACIALITY USER GUIDE Dad2-00 ie) REF 4.42 
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SRDER E FUNC - PRICE 
TITLE NO. Vv TIGN 
MARKETING PUBLICATIONS 

900906 SIGMA 5/7 MATH ROUTINES TECH XG14 E REF 4.40 
900907H CP-V TIME-SHARING REF MNL EGG XG15 Le) REF 12,98 
900907H-1 CP-V TIME-SHARRNG REF MNL FOO ADDENDA XG15A 'e) REF 99 
g00s50J SIGMA 7 COMPUTER REF MNL X646 te) REF 8,03 
9009626 $5/9 META-SYMBOL LANGUAGE SP REF MNL X648 fe) REF 7.26 
9SOO0986F 580/560 S5-9 EXTENDED FORTRAN IV LANGUAGE REF MNL XO54 fe] REF 10.45 
900959 SIGMA 5S REF X656 F REF 6.82 
9SOO959F SIGMA § REF ADD XGB6A F REF .00 
g00966 SIGMA 6/7 COMPUTER XTRND FORTRAN IV XG60 F REF 6.16 
900970 CARD READER REF. XO662 Le) REF 1.87 
900977C 7320/7322/7323 9-TRACK MAG TAPE SYSTEM REF X669 io] REF 1.76 
900979 SIGMA RAD REF XO671 Le) REF 1,98 
900960 SIGMA HI-SPEED RAD REF X672 A REF 1,21 
900981 SIGMA COc EQUIP REF XG73 9) REF 2.20 
900982 SIGMA MP KEYBD DISP REF XO74 ie) REF 1.43 
900983 SIGMA PT 1/0 REF X675 fe) REF 1,32 
901014 SIGMA LINE PRINTER REF XHO?7 D REF 1.98 
901037J 530 + S2/3 RBM REAL-TIME BATCH PROC REF MNL SRHOO XH24 6) REF 10.72 
901047 STAND-ALONE SYS OPS REF XH32 B REF 3.52 
901081D SYMBOL LANG + GPS REF MNL 830 + SIGMA 2/3 XH34 6) REF 3.08 
901062F EXTENDED SYMBOL LANGUAGE OP REF MNL XH36 ce) REF 5.17 
901063 STAND-ALONE SYS OPS REF S7 XH39 c REF 2.53 
901600D SIGMA 5/S ANS COBOL FOR BPM/CP-5 XJ78 fe) REF. 8.47 
9015016 $8/9 ANS COBOL FOR BPM/CP-V OPS REF MNL XJ80 fe) REF. 5,28 
901605 SIG 5-9 NUM.SU,PKG TECH XJ87 fe) REF. 16.39 
901624 EXT FORT LIB TECH S$58/7 XKO4 E REF. 10.45 
901629 SIGMA 7 REF CARD XKO8 fe] REF. .77 
901830 SYMBGLS+CODES REF CARD XKO9 c REF. .44 
9015466 $5-9 BASIC LANGUAGE/GPERATIONS REF-MNL XK14 G REF. 4.84 
901565H RT BATCH MONITOR GPERATIGNS REF MNL SR-HOO XK18 ce) REF. 2.97 
9016670 EXTENDED PERFORMANCE RAD STORAGE SYSTEM REF XK19 ¢) REF. 1.87 
901567 CARD PUNCH REF. 100 CPM XK26 A REF, 1.98 
901568 SIGMA MOc EQUIP REF XK27 .e) REF 2.64 
901577 SIGMA 5/7 BTM TS REF XK36 iC] REF. 5.83 
901592 SIGMA 3 REF XK52 D REF. 4.40 
901596D $2/3 REF CARD XK56 D REF. 44 
201600 SIGMA PERIPH SWITCH EQUIP REF XK58 A REF. 1.43 
9$01601B MOD. 7450 X-BUFFERED LINE PRINTER REF XK59 fe) REF . 1.98 
901602 REMOTE TERMINAL REF FOR SIGMAS XK60 fe) REF. 3,30 
201609C FUNCTIGNAL MATH PROG SYST S5-8 REF MNI. XK67 c REF. 6.49 
901610C SIGMW 5/7 MANAGE REF MNL XK69 c REF. 4.40 
901624 SIGMA 5 REF CARD XK82 e) REF. .33 
901654C SIGMA/6/9 FLAG REF MNL XLO3 fe] REF. 8.36 
901672A KEYBOARD PRINTERS (ASR,KSR) REF MNL XL18 A REF. 1,98 
901674H CP-V SYST MGMTT DOO XL21 H REF. 6.32 
901674H-1 CP-V SYST MGMT EOO ADD 1 XL21A ce) REF. . 90 
901674H~2 CP-V SYSTEM MANAGEMENT REF, FOO XL21B e) REF. 00 
901675H CP-V GPERATIONS XL23 fe) REF. 8.14 
9016754-1 CP-V OPERATIONS EO6O ADD 1 XL23A 6) REF. 90 
901675H-2 CP-V OPERATIONS REFERENCE FOO XL23B ce) REF. .90 
901677B S 6-9 FORTRAN DEBUG PACKAGE (FDP) REF MNL XL26 fe) REF. 4.07 
901692D CP-V TIME-SHARING USERS GUIDE S7 XL34 D REF. 7.48 
901692D-1 CP-V TIME-SHARING USERS GUIDE S7 ADD 1 XL34A fe) REF, .O0 
901692D-2 CP-V TIME SHARING USERS GUIDE SRCGO XL34B fe) REF. 00 
901692D-3 CP-V TIME-SHARING USERS GUIDE $7 ADD 3 XL34C ) REF. »00 
901692D-4 CP-V TIME-SHARING USERS GUIDE S7 ADD 4 XL34D 0 REF. .00 
901701 COMM KEYBRD PRINTER REF FOR SIGMAS XL44 'e) REF. 1.43 
90171SB SIGMA 6 REF MNL XL47 e) REF. 8.25 
901733C SIGMA 9 REF MNL XL52 Cc REF. 11,00 
901742 CROSS ASSEMBLER REFERENCE MANUAL XL62 Cc REF. 1.32 
901744B FORTRAN DEBUG PACKAGE REF CARD XL64 B REF. 22 
9$717658B $ &-9@ GENERAL PURPOSE DISCRETE SIMULATOR CoO XL82 Le) REF. 14.63 
901764H CP-V BATCH PROCESSING XL89 fe) REF. 13.86 
901764H~-1 CP-V BATCH PROCESSING REF. Foo XL89A 0 REF. 00 
901788 RBM USERS GUIDE $2/3 XL95 A REF. 6.21 
901785 RBM USERS GUIDE S2/3 ADD 1 XL95A A REF. , 00 
901787 SIG 3 SORT REF XMO2 B REF. 1.98 
901790A S 5-9 LANGUAGE AND OPERATIGNS REF MNL XMO6 Q REF. 2.97 
901806C 530/S/2/3 FORTRAN 4 REF MNL XM12 fe) REF 6.82 
901807 FORT IV OPS SIG 3 XM13 c REF 2,86 
901836 FORTRAN LIB TECH XM15 0 REF 8.03 
901881C 560 S6/7/3 TEXT LANGUAGE/OPS REF MNL XM23 fe) REF 6.49 
901873A EASY LANGUAGE OPS ADN REF MNL S6/7/9 XM29 fe] REF 3.62 
$01888C EXTENDED FORTRAN IV REF CARD XM46 te) REF. .33 
901931C $6/7/9+560 APL LANGUAGE/OPERATIONS REF MNL XM51 c REF. 13.64 
901960B XDS830 COMPUTER REF MNL XM70 B REF. 5.94 
901960B-1 XDS530 COMPUTER ADDENDA XM70A B REF . .00 
$019965D CP-V DATA BASE TECH XN15 D REF. 20.68 
901995D-2 CP-V DATA BASE TECH ADD 2 XN15B fe) REF. .0 
901995D-3 CP-V DATA BASE TECH FOO ADD o XN15C fe) REF. OO 
9019998 SIGMA 5-9 RPG REF MNL XN19 e) REF. 4.62 
903000¢C S5/9 ASSY PROG LNG/OPS REF MNL XP78 8) REF 6.36 
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903005 
903012C 
903012C-2 
9030144 
903022 
903023 
903024 
903026C 
903026C~1 
903026C-2 
903036D 
9030548 
903054B-1 
9030G60A 
903066 
303066B-1 
903076B 
903077 
903060C 
903085D 
903085D-1 
g03086D 
903086D-1 
9030387C 
903087C-1 
903088C 
903090B 
903094 
9030854 
903097 
g03110C 
903110C-1 
903111B 
903112A 
903112A 
903112A-1 
903112A-3 
903112A-4 
9031133 
903113B-1 
903113B-2 
9031144 
903131 C 
9031374 
903137A-1 
903139 
901143E 
901153 
901153F~-1 
901199H 
903200A 
903200A~-1 
903200A-2 
9032004-3 
903200A-4 
9032018 
903201B-1 
903201B~2 
903132A 


MARKETING PUBLICATIGNS 


RPG SORT AID CARD 
&60/S6/7/9 EDMS REF MNL 
EDMS REF MAN ADD 2 
MODEL. 7605 PROC GRIENTED COMM EQUIP REF 
3451 LINE PRINTER : 
KEYBOARD/PRINTERS 4191-4194 REF MNL 
CART.DISK CTLR 
CP-V REMOTE PROCESSING 
CP-V REMOTE PROECESSING ESO ADD 1 
CP-V REMOTE PROCESSING FOO ADD 2 
RT BATCH MONITOR SYSTEM MANAGEMENT REF MNL SR-HOO 
536/S2 3 AVAILABILITY FEATURES REF MNL 
530/S2 3 AVAILABILITY FEATURES REF MNL HOO ADD 1 
SIGMA 7/72 ANS COBOL REF MNL 
IDP REF 560 + SIGNA 6/7/39 SRBOO 
X360/S6/7/9 I1DP LANGUAGE/GPERATIGNS REF 
560 COMPUTER REF MNL 
S50 REF 
CP-V XEROX SG0/SIGMA 6/7/29 COMMON INDEX (D66) 
CP-R FOR REAL-TIME REF MNL 
CP-R REALT-IME BATCH/PROC REF EOO VERSIGN 
550/89 CP-R GPERATIONS REF MNL 
S50/S9 CP-R GPERATIGNS REF MNLSR EOO ADD 1 
$9+550 CP-R USERS GUIDE 
X550/S9 CP-R REAL TIME BATCH PROC.USERS GUIDE 
CONTROL PROGRAM FOR REAL-TIME 
X53/ ANS COBGL(RBM)LANGUAGE/OPS REF 
3461 LP REF 
LINE PRINTER MODELS 3463/4/5/6 REF MNL 
7463 LP REF 
X550/SS CONTROL PROGRAM FOR REAL-TIME AVAIL. REF 
CP-R AVAILABILITY REF MNL ADD 1 
$30 SATELLITE PROC TECH MNL 
EP-V TRANSACTION PROCESSING BOO 
CP-V TRANSACTION PROCESSING BOG 
CP-V TRANSATIGN PROCESSING COG ADD 1 
CP-V TRANSACTION PROCESSING EGO ADD 3 
CP-V TRANSACTION PROC REF. FOO 
CP-V SYSTEMS PROGRAMMING D&G 
CP-V SYSTEM PROGRMMING EOS ADDENDA 
CP-V SYSTEM PROGRAMMING FOSADD 
SIGMA S/S EXTENDED FORTRAN IV 
CP-V POCKET GUIDE DOO 
DISK STORAGE SYSTEM REF MNL 
DISK STORAGE SYSTEM REF MNL ADD 1 
XEROX ELLA POCKET GUIDE 
550/560/S5-9 EXTENDED FORTRAN IV GPERATIONS REF ML 
RBM SYS TECH 2/3 
RBM SYSTEM TECH 2/3 ADD 1 SR HOO 
560/S5-9 SORT MERGE (CP-V/BPM)REF MNL 
CP-V ANS FORTRAN REF MNL 
CP-V ANS FORTRAN LANGUAGE AGO ADD 1 
CP-V ANS FORTRAN LANGUAGE BOG ADD 2 
CP-V ANS FORTRAN LANGUAGE EO6G ADD 3 
CP-V ANS FORTRAN LANGUAGE REF. FOC 
CP-V ANS FORTRAN SPERATIONS 
CP-VANS FORTRAN GPERATIGONS ESO ADD 1 
CP-V ANS FORTRAN GPERATIGNS REF. FOO 
SPL LANGUAGE AND GPERATIGONS FOR CP-V REF MNL 


SYSTEM 
SYSTEM 
SYSTEM 
SYSTEM 
SYSTEM 
SYSTEM 
SYSTEM 
SYSTEM 
SYSTEM 
SYSTEM 
SYSTEM 
SYSTEM 
SYSTEM 
SYSTEM 


700 OP-16 
700 OP-16 
700 SOP-16 
700 OP-16 
700-GP-16 
700 OP-16 
700 GP-16 
700 OP-16 
700 OP-16 
700 SP-16 
700 GP-16 
700 GP-16 
700 OP-16 
700 OP-16 


CARTRIDGE AND DISK UNIT DRIVERS 
CASSETTE AND MAGNETIC TAPE DRIVERS 
LINE PRINTER DRIVERS 

PAPER TAPE READER/PUNCH DRIVERS 
ASR33/35 DRIVER 

DISPLAY LINE PROCEDURE MODULE SRO300 
CARD READER/PUNCH DRIVERS 

BASIC COMMONICATIGNS SOFTWARE 
GENERAL LINE PROCEDURES 
COMMUNICATIONS HARDWARE DRIVERS 
USERS GUIDE SRO300 

BOS-COMPATIBLE FILE HANDLING PACKAGE 
UTILITY PROGRAMS 

INTER COMPUTER COMMUNICATIGNS UNIT DRIVER 
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XQ63-00 
XQ63-00A 
XQ63-00B 
xa65 
XQ77 
xQaod 
XQ80A 
XQ82 
XSO08 
X$10 
XS10A 
X$37 
XUO3 
XUO3A 
XU03B 
XUOSC 
XU03D 
XU04 
XU04A 
XU04B 
XU18 
YX35 
YXS36 
YX37 
YX38 
YX39 
YX40 
YX41 
YxXx42 
YX43 
YX44 
YY78 
Y249 
YZ50 
Y252 
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MINI PUBLICATIONS 


REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
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TPAC INSTRUCTION MANUAL 

1 MC INSTRUCTION MANUAL 

200 KC INSTRUCTION MANUAL 

5 MC INSTRUCTION MANUAL 

S-PAC INSTR MAN W/RP-31 32 33 PS 
H-PAC INSTRUCTION MAN W/RP-33 PS 
C-PAC INSTRUCTION MANUAL 

SILICON S-PAC INSTRUCTIGN MANUAL 
DPG INSTRUCTION MANUAL 

MODEL 2030 INSTRUCTIGN MANUAL 
MODEL 2031 INSTRUCTIGN MANUAL 
MODEL 2032 INSTRUCTION MANUAL 
MODEL SPT30 INSTRUCTION MANUAL 
MODEL WT40 INSTRUCTION MANUAL 
MOVING HEAD DISC GPTIGN MANUAL 
MOVING HEAD DISC GPTION MAN ADD 1 
TCM31 INSTRUCTIGN MANUAL 

TCM3S2 INSTRUCTIGN MANUAL 

TCM3S5 INSTRUCTION MANUAL FOR 8K 
INTERFACE MANUAL 

70590 LINE PRINTER MANUAL 
INSTRUCTION MANUAL 

SERVICE MANUAL VOLUMES 1+2 

M3000 MAGTAPE UNIT GPTIGN MANUAL 
ocP GPTIGN MANUAL ; 


DATAMEC MAGTAPE TRANSPORT GPTIGN MANUAL 


REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
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DMA SPTION MANUAL 


70130071058 
70130071174 
70130071233 
70130071234 
70130071175 
70130071028 
70130071290 
70130071266 
70130071128 
70130071142 
70130071143 
70130071144 
70130071139 
70130071169 
70130071795 
70130071795 
70130071286 
70130071218 
70130071304 
70130071147 
70130071757 
70130071171 
70130071179 
70130071208 
70130071209 
70130071210 
70130071211 


& LEVEL PRIORITY INTERRUPT GPT MAN70130071212 


DATAMEC M/TAPE GPT/MULT DEV 
ADDITIONAL INTERRUPT LINES MANUAL 
TWe ADO INDEX REGISTER GPTIGN MAN 
DMA/FBC GPTIGN MANUAL 

SENSE LINES GPTIGN MANUAL 

OCP LINES GPTIGN MANUAL 

WORD FORMING BUFFER SPTIGN MANUAL 
OCP OPTION MANUAL FOR 8K 

GCP OPTIGN MANUAL FOR 4K 

GCP GPTIGN MANUAL FOR 4K 

CHANNEL 76 OPTION MANUAL 

8K MEMORY GPTION MANUAL 

12K MEMORY GPTION MANUAL 

16K MEMORY GPTION MANUAL 

20K MEMORY OPTION MANUAL 

24K MEMORY SPTION MANUAL 

28K MEMORY OPTIGN MANUAL 

32K MEMORY SPTIGN MANUAL 

TALLY P/T PUNCH GPTIGON MANUAL 
DIGI TRGNICS 2500 P/T ROR VENDGR 
BURRGUGHS 303 C/P SPTIGN MANUAL 


70130071213 
70130071216 
70130071217 
70130071219 
70130071220 
70130071221 
70130071225 
70130071228 
70130071230 
70130071231 
70130071236 
70130071237 
70130071238 
701300712392 
70130071240 
70130071241 
70130071242 
70130071243 
70130071436 
70130071437 
70130071438 


BURROUGHS B/22 C/R INSTRUCT MANUAL70130071439 


DATA PROD LINE PRINTER GPTIGN MAN 
1CM47 OPTIGN MANUAL 


70130071441 
70130071827 


M21-10P POWER SUPPLY SPTION MANUAL 70130071443 


BURRGUGHS B303 CARD PUNCH PRINTS 
BURRGUGHS C/R B122 PARTS + PRICE 
EL322 CARD READER SCHEMATICS 
DIGITRINICS TAPE HANDLER 

TCM32 CORE MEMGRY MANUAL 

ICMD40E MCM MANUAL 

PARALLEL OUTPUT CHANNEL MANUAL 
PARALLEL INPUT CHANNEL OPTION MAN 
OUTPUT CONTROL BUS OPTION MANUAL 
LINE PRINTER OPTION MANUAL 

CARD READER GPTIGN MANUAL, 

BINARY TS BCD OPTION MANUAL 

FULLY BUFFERED CHANNEL OPTION MAN 
ICB OPTION MANUAL 

CARD PUNCH OPTION MANUAL 
INSTALLATION + INTERFACE MANUAL 
SKS/GCP GPTION MANUAL 

DATA CONVERSION MANUAL 

BUFF PARA INPUT CHANNEL OPT MAN 
INSTALLATION MANUAL FOR 4K 

DGP 165224 MANUAL 

BUFFERED PARALLEL OUTPUT CHNL OPT 
DIGITAL PLOITER MANUAL 

INTERFACE MANUAL 

MEMORY TEST 2000 SERIES 

PROCESSOR INTERFACE VOL i 
PROCESSOR INTERFACE VOL 2 
PROCESSOR INTERFACE VOL 3 
INSTALLATION MANUAL VOL 2 


70130071444 
70130071445 
70130071448 
70190071449 
70130071206 
70130071808 
70130071260 
70130071259 
70130071263 
70130071257 
70130071255 
70130071253 
70130071252 
70130071298 
70130071256 
70130071265 
70130071821 
70130071279 
70130071250 
70130071283 
70130071 288 
70130071249 
70130071294 
70130071293 
70130071818 
70130071792 
70130071793 
70130071794 
70130071264 
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MINI 


TITLE 
PUBLICATIONS 

REV © BURRGUGHS CARD READER SPTIGN MAN 70130071309 
REV O& INSTRUCTION MANUAL NVG 2041 70130071313 
REV G@ INSTRUCTION MANUAL PVG 2042 70130071312 
REV G INSTRUCTION MANUAL VOLUME 1 70130071264 
REV D INSTRUCTION MANUAL VOLUME 2 70130071264 
REV 6 BURROUGHS CARD PUNCH MANUAL 70130071323 
REV A PAPER TAPE FUNCH OPTION MANUAL 70130071320 
REV @ POWER FAILURE INTERRUPT GPTIGN MAN70130071314 
REV A PRIORITY INTERRUPT UNIT OPTION MAN70130071344 
REV G GCP LINES GPTION MANUAL 70130071334 
REV © SKS GPTIGN MANUAL 70130071333 
REV A TYPEWRITER GPTIGON MANUAL 70130071325 
REV © 24 BIT PARITY GENERATOR MANUAL 70130071346 
REV B INSTRUCTION MANUAL VOLUME 1 70130071301 
REV B INSTRUCTIGN MANUAL VOLUME 2 70130071301 
REV C INSTRUCTION MANUAL VOLUME 3 70130071301 
REV G INSTRUCTION MAN TCM35 MAG CORE MEM70130071357 
REV ©& INSTRUCTION MAN POWER UNIT M-2050 70130071354 
REV G& POWER FAILURE INTERRUPT OPT MAN 70130071347 
REV A PARALLEL INPUT CHANNEL GPT MAN 70130071345 
REV O& IBM SELECTRIC MANUAL 70130071450 
TECH MAN HIGH SPEED TAPE PUNCH 2150 70130071451 
REV © TECH MAN P/T PUNCH (BRPE) BUL 115470130071452 
REV © ASR PARTS BULLETIN 11848 70130071454 
REV G INST MAN RPS3S + RPSSE POWER SUPPLY 

REV @ DUAL CDC MTIU 9130 MSD A+B INST 70130071456 
REV A 8162/24 MAG CORE MEMORY INSTRUCT 70130071379 
REV A MICROPAC RELIABILITY MANUAL 70130071383 
REV G PAPER TAPE PUNCH GPTIGN MANUAL 70130071321 
REV A DIRST MEMORY ACCESS DIST OPT MAN 70130071329 
REV A FULLY BUFFERED CHANNEL GPTIGN MAN 70130071330 
REV © CARD READER SPTIGN MANUAL 70130071322 
REV A PERIPHERAL INTERFACE UNIT 2 OPT 70130071396 
REV @ INCREMENT PLOITER MANUAL 70130071343 
REV A LINE PRINTER SPTION MANUAL 70130071342 
REV A CARD PUNCH SPTION MANUAL 70130071341 
REV & 200 CPM CARD READER OPTION MANUAL 70130071340 
REV A 100 CPM CARD READER OPTION MANUAL 70130071339 
REV A PAPER TAPE UNIT OPTION MANUAL 70130071338 
REV C MAGTAPE TRANSPGRT UNIT(7§ 150) OPT70130071337 
REV & MAGTAPE TRANSPORT UNIT (45) OPT 70130071336 
REV 6 CHARACTER BUFFER OPTIGN MANUAL 70130071335 
REV A INTERRUPT GPTION MANUAL 70130071332 
REV A WORD FORMING BUFFER OPT MNL 70130071331 
REV B ACCESS DISTRIBUTIGN UNIT OPTION 70130071326 
REV B MEMORY EXPANSIGN GPTION MANUAL 70130071390 
REV © MEMORY PARITY MANUAL 70130071391 
REV A HIGH SPEED ARIGHMETIC GPTIGN MAN 70130071315 
REV A REAL TIME CLOCK GPTIGN MANUAL 70130071316 
REV 6 WATCH DOG TIMER GPTIGN MANUAL 70130071392 
REV G DMC + 1ST SUBCHANNEL OPTION MAN 70130071317 
REV A DIRECT DATA CH/.NNEL OPTION MANUAL 70130071393 
REV & PRIGRITY "““ITERRUPT OPTION MANUAL 70130071316 
REV © INPUT/QUTFUT CHANNELS GPTIGON MAN 70130071394 
REV A MAGTAPE TRANSPORT UNIT(45) GPT MAN70130071319 
REV A MAGTAPE TRANSPORT UNIT(75+180) OPT70130071395 
REV A LINE PRINTER OPTION MANUAL 70130071342 
REV & CDC PERIPHERAL EQUIP GROUP 1604 70130071457 
REV & CDC $110 M6D B+C MAGTAPE REF 70130071458 
REV © NCR CARD READER EM-DL MANUAL 70130071459 
REV © BUFFERED PARALLEL INPUT OPT MAN 70130071284 
REV G SYNCHRONOUS SINGLE LINE CONTR OPT 70130071902 
REV A PB420 POWER SUPPLY MANUAL 70130072133 
REV B MAGTAPE SYSTEM GPTIGN MANUAL 70130072138 
REV © HZ MODIFICATION MANUAL 70130071870 
REV A TELETYPE BULLETIN 261B VOL 1 70130072034 
REV A MTD-10/11C EDP TAPE DRIVE PRINTS 70130072088 
REV A MTD-10/11C EDP TAPE ORIVE PRINT 70130072087 
REV A TELETYPE BULLETIN 281B VOL 2 70130072035 
REV B DDC/DAS STATION LOGIC INTERFACE 70130071858 
REV A BUFFERED LINE PRINTER OPT MAN 70130072508 
REV B BUFFERED LINE PRINTER GPT MAN ADD170130072508 
REV A H632 CENTRAL PROCESSOR INSTRUCTION70130071962 
REV A H632 CENTRAL PROCESSOR DESCRIPTION70130071963 
REV C H632 MAINTENANCE INSTRUCTION MAN 70130071964 
REV A INTERFACE MANUAL 70130071966 
REV F CENTRAL PROCESSOR DIAGRAMS 70130071968 
REV @ CENTRAL PROCESSOR DIAGRAMS ADD 1 70130071968 
REV H CENTRAL PROCESSOR DIAGRAMS ADD 2 70130071968 
REV E LOW CAPACITY MULTI LINE CONTR OPT 70130072410 
REV F LOW CAPACITY MULTI LINE CONTR ADD170130072410 
REV @ LOW CAPACITY MULTI LINE CONTR ADD270130072410 
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GRDER E FUNC - PRICE 
TITLE NG. Vv TIGN 
MINI PUBLICATIONS 

REV C INPUT/GUTPUT PROCESSOR GPT MAN 70130071971 FS61 14.89 
REV D INPUT/OUTPUT PROCESSOR OPT ADD 1 70130071971 FS61A 00 
REV E& INPUT/GUTPUT PROCESSOR OPT ADD 2 70130071971 FS61B ,90 
REV A REMOTE MESSAGE CONCENTRATOR OPT 70130072514 FS62 2.33 
REV A ILLUSTRATED PARTS BREAKDOWN 70130071973 FS63 26.77 
REV B MODULAR PRODUCTS VOLUME 1 70130071974 FS64 26.77 
REV C MODULAR PRODUCTS VOLUME 1 ADD 1 70130071974 FS64A .00 
REV D M@DULAR PRODUCTS VOLUME 1 ADD 2 70130071974 FS64B .00 
REV A MASKED OPERATIONS OPTION MANUAL 70130071975 FS65 29.71 
REV B PAPER TAPE PUNCH GPTIGN MANUAL 70130071976 FS66 17,85 
REV C PAPER TAPE PUNCH GPTIGN MAN ADD 1 70130071976 FS66A 00 
REV D 7 TRACK MAGTAPE GPTIGN MANUAL 70130071978 FS67 56.51 
REV D CARD READER GPT MAN FOR 400 CPM 70130071979 FS68 11,94 
REV E CARD READER GPT FOR 400 CPM ADD 1 701380071979 FS66A 00 
REV F CARD READER SPT FOR 400 CPM ADD 2 70130071979 FS68B .00 
REV C 300 LPM LINE PRINTER OPTIGN MAN 70130071980 FS69 5.96 
REV A INTERRUPT OPTION MANUAL 70130071982 FS70 11.94 
REV B INTERRUPT GPTIGN MANUAL ADD 1 701300719682 FS70A .90 
REV C INTERRUPT OPTIGN MANUAL ADD 2 70130071982 FS70B »90 
REV 8B POWER FAILURE INTERRUPT SPT MAN 70130071983 FS71 8.91 
REV A MOVING HEAD DISC GPTIGN MANUAL 70130071985 FS72 44.64 
REV B MOVING HEAD DISC GPTIGN MAN ADD 1 70130071985 FS72A .00 
REV A STORAGE TUBE DISPLAY GPTIGN MAN 70130072528 FS73 6.90 
REV A CP/MAIN MEMORY INSTRUCTION MAN 70130072499 FS74 20.85 
REV B CP/MAIN MEMORY INSTRUCTIGN ADD 1 70130072499 FS74A .90 
REV C MODEM BYPASS MAINTENANCE MANUAL 70130072532 FS75 3.04 
REV D 6925/6926 MODEM BYPASS MAINT ADD 70130072532 FS758A 1,50 
REV E 6925/6926 MODEM BYPASS MAINT 70130072532E FS75B .40 
REV G RUGGEDI ZED COMPUTER MANUAL 70130072565 FS76 9,68 
REV A ICM-200 MCM MANUAL 70130072529 FS77 11.14 
REV B-D ICM-200 MCM MANUAL ADD 1 70130072529 FS77A .99 
REV A CARD PUNCH GPTIGON MANUAL 701930071998 FS78 5.14 
REV B CARD PUNCH OPTION MANUAL ADD 1 70130071998 FS78A 00 
REV H MOD 1602 RT DATA ACQUI 6+M MAN 70130072512 FS79 24.76 
REV FIXED HEAD DISC GPTION MANUAL 70130072000 FS80 .90 
REV D MULTIPROCESS CONTROLLER GPT MAN 70130072042 FS81 14.89 
REV E MULITPROCESS CONTROLLER GPT ADD 1 701380072042. FS81A .90 
REV F MULTIPRO&CESS CONTROLLER OPT ADD 2 70130072042 FS81B 00 
REV F MEMORY ACCESS DIRECTOR OPT MAN 70130072037 FS82 10.31 
REV J DACS DIGITAL 1/6 SUBSYSTEM (1602) 70130072513 FS83 4.43 
REV A MOD-8 REFERENCE MANUAL VOLUME 1 70130072587 FS84 14.83 
REV A MOD-& REFERENCE MANUAL VOLUME 2 70130072587 FS84A .00 
REV A FLGATING POINT GPTIGN MANUAL 70130072061 FS86 40.29 
REV B FLOATING POINT GPTIGNAMANUAL ADD 170130072061 FS86A .990 
REV A VGL 1 MPC-8 MANUAL 70130072098 FS87 9.61 
REV A VOL 2 MPC-8 MANUAL 70130072098 FS87A 9.15 
REV B VOL 2 MPC-8 MANUAL 70130072098 FS87B .00 
REV A REAL TIME CLOCK OPTION MANUAL 70130072537 FS88 5.76 
REV A VOL 1 MAD-4 MANUAL 70130072100 FS89 9.61 
REV A VOL 2 MAD-4 MANUAL 70130072100 FS89A 9.15 
REV A DIRECT COUPLED INTERFACE. MANUAL 70130072589 FS90 8.19 
REV B DIRECT COUPLED INTERFACE MANUAL 70130072589 FSSOB mele] 
REV A MEMORY PARITY SPTION MANUAL 70130072102 FS91 4.43 
REV B MEMGRY PARITY GPTIGON MANUAL 70130072102 FS931B »90 
REV A HIGH SPEED [1/76 PROCESSOR GPT MAN 70130072103 FS92 12,54 
REV C MGDULAR PRODUCTS MANUAL VG&L 2 70130072032 FS93 22.29 
REV D MODULAR PRODUCTS MANUAL VG&L 2 70130072032 FS93A .90 
REV C INPUT/GUTPUT TYPEWRITER OPT MAN 70130072040 FS9o4 10.31 
REV G 9 TRACK MAGTAPE OPTION MANUAL 70130072424 FS95 7.22 
REV H 3167516 STRACK MAGTAPE SYSTEM 70130072424 FS96A .90 
REV B DATASET CONTROLLER OPT MAN 70130072597 FS96 8.91 
REV B @ TRACK MAGTAPE OPTION MAN 70130072124 FS97 33.59 
REV C UNIVERSAL 1/0 CONTROLLER GPT MAN 70130072125 FS98 10.31 
REV B RT CLOCK + WATCH DOG TIMER GPT 70130071991 FS99 4.43 
REV A DRUM STORAGE UNIT GPT MAN (6100) 70180072607 FTO1 5.14 
REV A DIRECT 1/76 MANUAL 70130072099 FTO2 8.91 
REV Bt+C DIRECT 1/46 MANUAL 70130072099 FTO2A .00 
REV A MOVING HEAD DISC OPTION MANUAL 70130072611 FTOS 81.07 
REV H MEMGRY EXPANSION GPTION MANUAL 70130072276 FTO4 3.71 
REV K HIGH SPEED DMC GPTIGON MANUAL 70130072280 FTOS 7.38 
REV C FAST RECOVERY AUTS RESTART 70130072682 FTOSG 4,05 
H316 CIRCUIT MODULES/PARTS INSTR.MAN. 70130072166AY FTOS 36,24 
REV A HIGH SPEED ARITHMETIC GPT MAN 70130072168 FT14 5.76 
REV D REAL TIME CLOCK GPTIGON MAN 70130072179 FTi2 2.61 
SO CYCLE MODIFICATION GPTIGN MAN 701300721814 FT14 1,08 
REV’ OG WIRING MANUAL FOR CPWN-21 70130071941 FTIS 11,94 
REV © WIRING MANUAL FOR DPWN-21 70130071915 FT16 8.91 
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ISSUE 2 GR WIRING MAN FOR CPDM-21 
WIRING MANUAL FOR RTWB-21 
WIRING MANUAL FOR RTWE-21 
1/6 TYPEWRITER SUPPLEMENT 805-10 
DANA AMPLIFIER MOD 93400-S5-309 MAN 


70130071916 
70130071918 
70130071920 
70130071921 
70130071922 


ASR 35 BULLETIN 1187B PARTS MANUAL 70130071923 


RHEEN PAPER TAPE READER MANUAL 70130071925 
MANUAL FOR SOLA POWER SUPPLY 6O 70130071926 
H-21 PAPER TAPE READER 805-9 MAN 70130071927 
DCRM-21 REFERENCE MANUAL 70130071928 
KSR 35 TELETYPE 1201B BULLETIN 70130071929 
TECHNICAL MOTOR UNIT 285B MANUAL 70130071930 
SOLA POWER SUPPLY 282095 MANUAL 70130072005 
SGLA POWER SUPPLY 282059 MANUAL 70130072006 
SOLA POWER SUPPLY 282092 MANUAL 70130072007 
SOLA POWER SUPPLY 282083 MANUAL 70130072012 
cbc $100 DEVICE MANUAL 70130071501 
cbc 9115 DEVICE MANUAL 70130071500 
CDC MAGTAPE MOD 9135 REFERENCE 70130071504 
CDC MAGTAPE MOD 91255 REFERENCE 70130071506 
coc $125 WIRELIST 70130071508 
MAGTAPE 10/711C REFERENCE MANUAL 70130071852 
MAGTAPE 41/742 OGPTIGN MANUAL 70130071428 
INSTRUCTIGN MANUAL VOLUME 1 70130071427 
INSTRUCTIGN MANUAL VOLUME 2 70130071427 
INSTRUCTIGN NAMUAL VOLUME 3 70130071427 
INSTRUCTIGN MANUAL VOLUME 3 ADD 1 70130071427 
DMA SPAC SOPTIGN MANUAL 70130071423 
SPAC I 76 CHANNEL GPTIGN MANUAL 70130071425 
PRIGRITY INTERRUPT SPAC GPT MAN 70130071424 
INPUT/OUTPUT UNIT GPTION MANUAL 70130071426 
SPAC CONFIGURATIGN GPTIGN MANUAL 70130071529 
MICROPAC EXPANSION MANUAL 70130071530 
MICROPAC EXPANSIGN MANUAL ADD 1 70130071530 
CHARACTER BUFFER GPTIGN MANUAL 70130071531 
1/6 Q@ BUFFERED 1/76 OPTIGN MANUAL 70130071532 
POWER FAILURE INTERRUPT OPT MAN 70130071533 
SINGLE EXECUTIVE INTERRUPT GPT 70130071534 
PRIGRITY INTERRUPT GPTIOGN MANUAL 70130071537 
DDP-124-27M OPTIONAL SENSE LINES 

ADDITIGNAL GCP LINES OPTIGN MAN 50130071538 
OPTIGNAL INTERFACE UNIT OPT MAN 70130071339 
DMA MICROPAC GPTIGNAL MANUAL 70130071340 
INTERFACE MANUAL 70130071541 
INTERFACE MANUAL ADD 1 70130071541 
MPS500/S00E POWER SUPPLY MANUAL 70130071913 
RP61/62 POWER SUPPLY INSTRUCTIGN 70130071933 
LINE PRINTER GPTIGN MANUAL 70130071434 
ARS TELEPRINTER TECH (280B) MAN 70130071572 
ARS TELEPRINTER TECH (280B) MAN 70130071572 
ICM40 INSTRUCTION MANUAL 70130071411 
ASRS3S GPTIOGON MANUAL 70130071563 


MP40/40E POWER SUPPLY W/RP-40 PR3670130071546 


MAIN FRAME INTERRUPT GPT MOL 70130071565 
ADDITIONAL INDEX REGISTER OPT MAN 70130071564 
200 CPM CARD READER OPTIGN MAN 70130071583 
DAS SYSTEM GPERATGRS GUIDE 70130071859 
DDC SYSTEM GPERATORS INSTRUCTIGN 70130071857 
MAGTAPE TRANSPORT GPTIGN MANUAL 70130071557 
ANALEX LINE PRINTER DEVICE MAN 70130071727 
COC MOVING HEAD DISC SPTIGON MAN 70130071862 
DOP516 GENRL PURPOSE COMPUTER 70130071624 


VOL 1 616 THEORY GF GPERAT + MAINT70130071620 


CENTRAL PROCESSOR VOLUME 2 MAN 


70130071621 


DDPS16 GEN PURPOSE COMP DRAW VG6L 370130071622 


MAGTAPE SYS DDP-416/516 4100SERIES70130071645G 


HIGH SPEED ARITHMETIC OPT MAN 70130071648 
ODP-516-21 DMA OPTION INSTR. MAN 70130071649F 
DMC OPTIGN MANUAL 70130071647 


DDPS16 PAPER TAPE RDR.OPTION 516-60/955070130071642H 
PAPER 


REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 
REV 


C 


CUUMOBy> 


TAPE PUNCH GPTIGN DDP-816/9822 70130071643 
BURROUGHS CARD READER GPTIOGON MAN 70130071656 
ANALEX SERIES 5 LINE PRINT INSTRUC70130071729 
ANALEX UNBUFFERED SHUTTLE LINEPRIN70130071664 


MEMORY LOCKOUT OPTION MANUAL 70130071701 
MEMGRY PARITY OPTION MANUAL 70130071652 
REAL TIME CLOCK OPTION MANUAL 70130071657 
MEMGRY LOCKGUT OPTION MANUAL 70130071651 


MEMGRY LOCKOUT OPTION MANUAL ADD 170130071651 


PARALLEL [709 CHANNEL OPT MNL 701300717210 

UNBUFFERED [7/0 CHANNEL OPT ADD 1 70130071721 

BUFFERED 1/0 CHANNEL GPTIGON MAN 70130071722 
3-024 


ORDER E FUNC ~ PRICE 
TITLE NG. Vv TIGN 
MINI PUBLICATIONS 

MOD516-25/7416-25PRIGRITYINTERRUPT/MEM. 70130071644F FTS4 3.78 
REV F SMALL MASS STORE GPTIGN MANUAL 70130071677 FT95 35.71 
REV ICM-S500/S500E MAGCORE MEMORY MAN 70130071 894 FT96 17,85 
REV V ICM-500/500E MAGCORE MEMORY MAN 70130071894 FT9S6GA .00 
REV J FIXED HEAD DISC GPTIGN MANUAL 70130071650 FT97 26.34 
REV F EXTENDED ADDRESSING SPTIGN MANUAL 70190071646 FT98 17.85 
REV CP MANUAL FOR 416 VOLUME 1 70130071653 FTS9 62.50 
REV INSTRUCTION MANUAL VOLUME 2 70130071654 FUO1 22.29 
REV D INSTRUCTIGN MANUAL VOLUME 2 70130071655 FUO2 26.77 
REV F INSTRUCTIGN MANUAL VOLUME CDD 1 70130071655 FUO2A .900 
REV C INTERFACE MANUAL. 70130071732 FUOQS3 17,85 
REV B PAPERTAPE PUNCH GOPTIGN MANUAL 70130071748 FUO04 17.85 
REV ANALEX BUFFERED SHUTTLE LINEPRINT 70130071746 FUOS 35.71 
REV A MTP-3602 EXERCISER MANUAL 70130071751 FUO6 44.64 
REV A SOLDERLESS WRAP MPAC DIGITAL MOD 70130071371 FUO7 11.94 
REV MASS STORE GPTIGN MANUAL 70130071756 FUO8 35,71 
REV D I[CM42 INSTRUCTION MANUAL 70130071900 Fuog 20.388 
REV B CARD READER GPTIGN MANUAL 70130071807 FU1O 5.96 
REV 8161 PROCESS INTERFACE CONT ADAPT 70130071752 FU11 17,85 
REV MEMORY EXERCISER MODEL MTP 3601 70130071561 Fu12 47.57 
REV B PROGRAM MULTILINE CONTROL FOR 164870130072022 FU13 5.33 
REV B TIME SHARING SYSTEM AAC 1648 70130072023 FU14 3.03 
REV C TIME SHARING SYSTEM AAC 1648 ADD 1701380072023 FUI4A 00 
REV B 516-661 LTU FOR 1648 70130072024 FU1IS 4.43 
REV B TIME MULTIPLEX UNIT FOR 1648 70130072027 FU16 5,96 
REV 0D INTER COMPUTER COMMUNICATIONS UNI T70130072076 FU17 2.20 
REV A TSS GPERAT REFERENCE COMMUN PROC 70130072177 FU18 14.89 
REV U REAL TIME PUR ANALGG SUBSYSTEM 70130072106 FU19 36,54 
R-T CONTROL SUBSYSTEMS DIGITAL 1/6 70130072107Y FU2O0 17.02 
REV J REAL TIME INTERFACE MAINTENANCE 70130072109 FU22 15.76 
REV B PORTABLE PAPERTAPE READER MANUAL 70130072182 Fue23 7.50 
REV B RUGGEDI ZED COMPUTER INSTRUCTION 70130072185 FUu24 21,87 
REV E ASYNCHRONOUS SINGLELINE CONTROLLER70190072237 FU25 5.92 
REV A INSTALLATION + MAINTENANCE MAN 70130072234 FU2G6 22.29 
REV A FLOW + TIMING DIAGRAMS 70130072235 FU27 23.83 
REV A ENGINEERING DRAWINGS 70130072236 FU28 31.24 
REV A INTERFACE MANUALS 70130072248 FU29 12,54 
REV A INSTALLATION MANUAL 70130072250 FU3O 13.13 
REV A INSTALLATIGN MANUAL ADDENDUM 70130072250 FU30A 00 
REV A INTERFACE CONTROLLER MANUAL 70130072198 FU31 32.74 
REV A ONLINE PLATED WIRE TESTE MOD 3804 70130072241 FU32 32.74 
REV A INTERFACE + INSTALLATION MANUAL 70130072243 FU33 5.96 
REV CP DESCRIPTION MAN VOLUME 1 70130072244 FU34 30,08 
REV A CARD READER PUNCH SPTIGN MANUAL 70130072275 FUSS 13.37 
REV D ANALOG DIGITAL CONVERT MOD ADC708B70130072164 FU37 5,96 
REV E ANALOG DIGITAL CONVERT MOD ADC708B70130072164 FUS7A .00 
REV D ANALOG DIGITAL CONVERT MOD ADC710B70130072163 FU38 5.96 
REV E ANALOG DIGITAL CONVERT MOD ADC710B70130072163 FUS8A 00 
REV F ANALO@ DIGITAL CONVERT MGD A0C710B70130072163 FU38B .00 
REV ANALOG DIGITAL CONVERT MOD ADC713B70130072299 FUSS 7.38 
REV E ANALOG DIGITAL CONVERT MOD ADC713B70130072299 FU3SSA 00 
REV F ANALOG DIGITAL CONVERT MOD ADC713B70130072299 FUS3SB ,00 
REV G ANALOG DIGITAL CONVERT MOD ADC713B70130072299 FU39C mole) 
REV A REAL TIME CLOCK OPTION MANUAL 70130072289 FU4O 1.50 
REV A POWER FAILURE INTERRUPT GPT MAN 70130072290 FU41 3.03 
REV B PAPERTAPE READER + ASR3S3 GPT MAN 70130072306 FU42 16.33 
REV ICM-160 CORE MEMORY INSTRUC 70130072233 FU43 8.37 
REV 1 ICM-160 CORE MEMORY INSTRUC ADD 1 70130072233 FU43A 00 
REV J I1CM-160 CORE MEMORY INSTRUC ADD 2 70130072233 FU43B 00 
REV L ICM-160 CORE MEMORY INSTRUC ADD 3 70130072233 FU43C .00 
REV M ICM-160. CORE MEMORY INSTRUC ADD 4 70130072233 FU43D .00 
REV CP DESCRIP MAN VOL 2 70130072346 FU44 8.91 
REV D CP DESCRIP MAN VGL 2 ADD 1 70130072346 FU44A 90 
REV A DIGITAL CONTROL MANUAL 70130072348 FU45 18.23 
REV J 400/800 CPM CARD READER INSTRUC 70130072332 FU47 6.09 
REV ADP 731/732/733 BACKPLANE MAN 701300772300 FU48 4.43 
REV B ADP 731/732/733 BACKPLANE MAN ADD170130072300 FU48A .90 
REV A MAN FOR POWER SUPPLY PB720 70130072301 FU49 1.50 
REV A DDC GPTION MANUAL 70130072288 FUSO 5,96 
REV D MEMORY LOCKSUT/BASE RELOCATIGN 70130072309 FUS1 6,20 
REV A VOL 1 ASRSO TECH BULLETINE 310B 70130072395 FUS2 32,06 
REV A VOL 2 ASR3SO TECH BULLETINE 310B 70130072395 FUS2A ,00 
REV E H316/DDP-816 DATASET 6876+6877 70130072394 FU53 10,25 
REV CD 716 CPU MAINTENANCE MANUAL 70130072627 FUS6 INST 31.67 
REV CE 716 CPU MAINTENANCE MANUAL 70130072627CE FUSGA INST .67 
8307/5507 ASR/5310 KSR MAINT. MAN. 701300725762 FUS9 6.38 
6312 SYNC SINGLE LINE CONTROLLER MAINT, 70130072686¢C FUG6O0 9,07 
CODE CONVENTION MAINT.MAN, 70130072658C FU61 6.40 
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TYPE8712 REAL-TIME INTERFACE DIGITAL 1/0701300726406 FUG2 26.20 
5010 PAPER TAPE RDR.GPTION MAINT. 70130072577K FU63 4,31 
REV J TYPES210 PAPERTAPE PUNCH GPT 70130072609J FUG4 8,00 
REV H TYPE 5210 PAPERTAPE PUNCH GPT MAN 70130072609 FU6B4A 00 
REV J TYPE 5210 P/T PUNCH GPT ADD 2 70130072609 FU64B .O0 
REV A REAL TIME INTERFACE CONTROLLER 70130072641A FU65 8,88 
REV B VGL 1 LSMLC GPTIGON MANUAL 70130072683 FU66 12.30 
REV A VGL 2 LSMLC GPTIGN MANUAL 70130072683 FU66B 11.74 
REV D VOL 2 LSMLC GPTIGN MANUAL 70130072683 FU66C ,00 
REV D INCL V1+2 TYPE 6322 UNIV MLC MAINT70130072688 FU6G7 28.08 
REV C LINE PRINTER OPT MANUAL 70130072768 FU68 15.78 
REV DtE LINE PRINTER OPT MAINT MNL ADD 70130072769 FUG8A 3,96 
REV F LINE PRINTER GPT MAINT MAN ADD 70130072769 FU68B .00 
REV F TYPE 4500 FIXED HEAD DISK OPTION 70130072584 FU69 30,85 
6341 LINE MODULE ADAPTER MAINT MNL 70130072686C FU70 4,80 
REV D 6351 ASYNCH LINE MODULE MAINT 70130072687 FU? 14 4.19 
8617/8618 REAL-TIME INTERF.ANALOG MAINT. 70130072642F FU72 40,92 
REV B 6353 SYNCH LINE MODULE OPTION 70130072691B FU74 11,40 
REV B $353 SYNCH LINE MODULE OPTION 70130072691B FU74A 1.78 
REV A 6352 LM 2400 AYSNC MANUAL 70130072692 FU75 13.80 
REAL-TIME INTERFACE CONTROLER B MAINT ML70130072643A FU76 11,40 
READ-ONLY MEMORY MGDULE MAINT 70130072726C FU78 6.47 
READ GNLY MEMORY MGDULE MAINT MNL ADD 70130072726D FU7BA 1.84 
REV A 1/6 AUTG CALL INSTRUCTIGN MANUAL 70130072731 FU79 18.37 
REV E 716 MEMORY PARITY GPT MAINT 70130072732E FU81 3.60 
REV H SSLC PROGRAMMING..MAINT MAN 70130072737H FU83 11.68 
TYPE 716/2021 MEM LOCKOUT OPTION MAINT 701300727338 FU8S 4.79 
1600 CPI MAGTAPE PROG/MAINT 701300727586 
REV G 4041,42,51,52$53MAG TAPE GPTIGNS 701300726386 FU87 26.91 
SYSTEM CHECKOUT DIAG/DESINGSOPERATION 42401066-400 FUu91 20,20 
REV 301 212-16 GNLINE COUPLER G+M MAN 424011223 FUS2 26.08 
REV 300 DATANET 2000 SYSTEMS MANUAL 42401224 FU93 5.70 
MED SPEED LINE CONTR G&M INCL201CHG PG 424012285-200 FU94 17,43 
REV 200 SYCLIC REDUNDANRY CHECK OP+MNT 42401228 FUSS 8.53 
REV 100 AUTO DIAL SPERATION + MAINT 42401229 FU96 23.01 
REV 100 Li02C CARD READER S+M MANUAL 42401237 FUS7 20,20 
REV 100 Li02C CARD READER G+M MANUAL 42401237 FUS7A .00 
REV A MULTIPLEX LINE BUFFER O+M 41286101095 FUSS 2.38 
REV @ AUTO DIAL BUFFER GPER + REFERENCE 41286101097 FUSS 7,27 
REV CYCLIC REDUNDANCY CHECK GP + REF 41286101099 FVO1 7.15 
REV L102C CARD READER OPER + REF 41286101106 Fv02 7.62 
REV 716 INTERFACE MAN FOR GEM GNLY 41286101107 FVO3 2,23 
REV A SENSOR BASED SYS MODULE USER GUIDE70130072744 FVO4 7.44 
REV 500 KEYPLEX GP + MAINT MANUAL 74190010-500 FVO6 16.18 
REV 400 KEYPLEX SOFTWARE UTILITY MANUAL 74190028-400 FVO7 7.15 
REV 200 KEYPLEX GP SYS SOFTWARE MANUAL 74190016-200 FVO8 12.89 
REV 200 KEYPLEX TEST ROUTINE SOFTWARE 74190019-200 FVO9 18.42 
REV S00 KEYPLEX SCC GPER + MAINT 74190012-500 FV10 67.16 
REV 400 KEYSTATIGN GPER + MAINT 74190011-400 FV14 13.61 
REV406 KEYSTATIGN GPER+ MAINT ADD1 74190011-406 FV1iA 3.84 
KEYTAPE ADAPTER GPER + MAINT 74190013-103 FVi2 13.83 
REV 001 KEYPLEX OPER/MAINT INTERNATIGNAL74190030-100 FV13 20,05 
REV J CARD EQUIP CONTROLLER OPTION 70130072770J FV14 17.32 
REV G CARD EQUIP CONTROLLER OPT ADD 70130072770 FV14B .90 
sal H CARD EQUIPMENT CONTROLLER ADD 70130072770H FV1dc 00 
EV J CARD EQUIP CONTROLLER OPT ADD 70130072770J FV14D .00 
MoviNe HEAD GPTIGN DISK CONTROL OSM 70130072773D FV17 27.60 
REV E MOVING HEAD DISK CONTROL GPT 6+M 70130072773E FV17A 2.01 
REV DRUM STGRAGE GPTIGON MAN 70130072418 FV18 3.59 
REV C DRUM STORAGE OPTIGN MAN 70130072418 FV18A .00 
9006/9007 DACS INSTRUCTIGN MAN. 70130072353N FV19 18.45 
REV L DACS MG&D 9006/9007 INSTRUC ADD 1 70130072353 FV19A .00 
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DACS MUD 9006/9007 INSTRUC ADD 2 
DACS MIN 9006/2007 INSTRUC AOD 3 
MEMORY PARITY FOR 16/732K GPT MAN 


DMU INSTRUC MAN (W/8 BIT REGISTER) 


E 
B 
Cc 
D 
A 
K 
Cc 
D 
R 
A 
B 
B 
H 
J 
N 
A 
A 
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BDMU INST MAN (W/8 BIT REGISTER) 
AUTO RECOVERY OPTION MANUAL 

AUTG RECOVERY OPTION MANUAL 

AUTO RECOVERY GPTION MANUAL 

DMCC CONTROELLER OPTION MANUAL 
AUTS RESTART MANUAL 

CONTROLLER BACKPLANE DAP 73 MAN 
CARD READER/PUNCH OPTION MANUAL. 
PSM161 POWER SUPPLY MAN 

PSM161 POWER SUPPLY MAN ADD 1 
MLPC GPT MAN (W/DEDICATED LINES) 
MLPC OPT MAN (W/DEDICATED LINES) 
MUO SSOO LINE PRINTER CONTROLLER 
ADCOM MOD 112-50 INSTRUCTIGN MAN 
ADCGM MOD 112-50 INSTRUCTION MAN 
TIME SHARE INSTRUCTION MAN 

TIME SHARE INSTRUCTION MAN ADD 1 
TIME SHARE INSTRUCTION MAN ADD 1 
4623/4650/4700 MOVING HEAD DISK 
SSLCGO 112-44 MANUAL 

POWER RESTART 1172-70 MANUAL 
FLOATING POINT GFT VOL 1 FOR 1648 


FLOATING PGINT GPT MNL V2 FOR 1648 
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4020,4021,4022 MAG TAPE SYSTEM 
1CM-100 INSTRUCTION MANUAL 
CYCLE REDUNOGANCY CHECK MANUAL 
EIA INTERFACE MAN 

ICM161 INSTRUCTION MANUAL 
ICM161 INSTRUCTIGN MNL ADD 1 
ICM161 INSTRUCTIGN MNL ADD 2 
1CM161 INSTRUCTIGN MNL ADD 3 
716/7161 CCU OPT 3100 MAINT 


STANDARD GRAPHICS + CONVERSION MAN 

CDC 9115 WIRELIST 

COC $135 WIRELIST 

REV A MXA 760/701 LOGIC SUBSYSTEM MAN 
REV A CAP12/EDIT12 INSTRUCTIGN MANUAL 
REV A MOD 6350 ASYNCHRONGUS LINE MODULE 
REV A M@&D 6350 ASYNCHRONGUS LINE MODULE 
6324 BLCOK MODE UNIV MULTILINE CONTR 


REV © TYPEG927 MODEM BYPASS OPT MAINT 
6927 MODEM BYPASS OPTIGN MAINT 


70130072353 
70130072353 
70130072341 
70130072393 
70130072393 
70130072400 
70130072400 
70130072400 
70130072392 
70130072427 
70130072399 
70130072333 
70130072421 
70130072421 
70130072221 
70130072221 
70130072334 
70130072464 
70130072464 
70130072476 
70130072476 
70130072476 
70130072318 
70130072483 
70130072485 
70130072436 
70130072496 
70130072278 
70130072504 
70130072478 
70130072461 
70130072488 
70130072498 
70130072498 
70130072498 
421286101115 
70130072279 
70130071502 
70130071505 
70130072305 
70130072463 
70130072789 
70130072789 
70130072791B 


70130072797C 
701300727970 
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Data Processing & Page Printing 
Forms with Illustrations 


ORDER PRICE 
TITLE NG. 
FORMS 

LAYGUT FORM 80 COLUMN CARD 1 PAD (50 SHTS) 1034 1,72 
FORTRAN PROGRAM FORM 1 PAD (50 SHEETS) 1258 1,93 
EASY CODER CODING FORM 1 PAD (50 SHTS) 1845 1,72 
REPORT LAYOUT - 186 COLUMN 1 PAD (50) 1851 9.24 
DIAGRAM + FLOWCHART WORKSHEET 1 PAD (50 SHTS) 1853 6.33 
DETAIL MEMORY LAYOUT 1 PAD 1862 6.05 
CARD DESCRIPTOR FORM 1 PAD 1985 1.72 
CODING FORM ALL PURPOSE 80 COLUM 1 PAD (50) 2191 3.19 
COBGL PROGRAMMING 11 X 15 1 PAD 2235 4,87 
DATA FORMAT 1 PAD 2385 6.18 
COMPUTER PLANNING CONTROL SCHEDULE 1 PAD 2401 2.75 
KEYTAPE PROGRAM LAYGUT CHART 1 UNIT (25 CARDS) 2556 7.59 
LAYOUT FORM -60 CHARACTER RECORD 1 PAD 2682 3,85 
GENERAL PURPGSE INPUT FORM 1 PAD (550) 2793 4,81 
CALCULATICIN SPECIFICATIONS 1 PAD (50) 2794 2.75 
FILE EXTENSION + LINE COUNTER SPEC. 1 PAD (50) 2795 2,06 
CONTROL CARD + FIIE DESCRIPT. SPEC 1 PAD (50) 2796 3.30 
INPUT SPECIFICATIONS 1 PAD (50) 2797 3.30 
OUTPUT SPECIFICATIONS 1 PAD (50) 2798 2.75 
DATA/RECORD FORMAT 1 UNIT (5G PAD) 2802 6.88 
CARD LAYOUT 80 COLUMN 1 PAD (50) 2816 2.26 
COBGL PROGRAMMING FORM 1 PAD (50) 2817 2,75 
FLOW CHARTING WORKSHEET 1 PAD (50) 2818 8,53 
PRINTER LAYOUT 128 COLUMN 1 PAD (50) 2819 2.75 
DATA/RECORD FORMAT 1 UNIT S5SO/PAD 2820 15.13 
KEYTAPE PROGRAM CARD 1 UNIT (25 CARDS) 2840 19.07 
6000 SYMBOLIC CODING FORM 1 PAD (50) 3012 3.63 
WORKSHEET 12.5 HOR 4.0,6.0,8.0,10.0 VER 1UNIT 20/PAD 3015 4.91 
GRIDSHEET 12.5 HOR 4.0 VERTICAL 1 UNIT 20/PAD 3016 3,43 
GRIDSHEET 12.5 HOR 6.O VERTICAL 1 UNIT 20/PAD 3017 9.21 
GRIDSHEET 12.5 HOR. 8.0 VERT. 1 UNIT (PAD/20) 3018 4.13 
GRIDSHEET 12.5 HOR 10.0 VERTICAL 1 UNIT 20/PAD 3019 3.43 
SYSTEM TECHNICAL ACTIGN REQUEST 1 UNIT (25 SETS) 3026 , 6.27 
WORKSHEET 10.5 HOR 4.0,6.0,8.0 VERTICAL 1UNIT 20/PAD 3027 3.43 
GRIDSHEET 19.0 HOR 4.0 VERTICAL 1 UNIT 20/PAD 3028 3.43 
GRIDSHEET 10.0 HOR. 6.0 VERT. 1 UNIT (PAD/20) 3029 3.43 
GRIDSHEET 10.0 HOR 8.0 VERTICAL 1 UNIT 20/PAD 3030 3.43 
LEVEL 6 CODING FORM 1 PAD (50) 3061 3.14 
PPS REMOVAL LOGO INSERT 1 PAD (25) 3079 3.43 
TEMPLATE 1 EACH 5131 1.25 
PPS FORMS RULER 1 EACH 7317 4.13 
COBOL PROGRAMMING FORM 8 1/72 X 11 1 PAD 1523A 1,72 
CALCULATION SPECIFICATIONS SO0/PAD 27944 1.73 
FILE EXTENSIGN & LINE COUNTER SPECS S0/PAD 2795A 4.40 
HEADER & FILE DESCRIPTIGN SPECS 5S0/PAD 2796A 2.75 
INPUT SPECIFICATIONS 50/PAD 2797A 3,80 
SGUTPUT SPECIFICATIONS 50/PAD 2798A 2.75 
VIP 24X80 SCREENLAYSOUT 1 PAD(SO) 4016A 1.56 
SCREENRITE 1 PAD (50) 4017A 3.13 
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Order No. 1034, Layout Form 80 — Column Card (8% x 11) 


Honeywell Layout Form- 80 Column Card 


WDAZ 13 14 US WG UP UW 18 20 21 22 23 24 25 26 27 28 29 30:31 92 33 I4-IS 36 97 38-39-40 AF 42 43 44 45 46 47 48 49:50 51 5z 5) 54.55 56.57 56 59 60 G1 G2 63 64 65 GE 67 68 ES 70 79 72:79:24 75 26 77 70:19:80 
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Order No. 2817, COBOL Programming (Model 58) (11 x 17) 
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page widths avaiable on the Page Printing 
System: 5.5, 7.5. 8.5, and 11.0 inches. The flags associated with 


aach wadth pomt to the last character position that can be used 
“at the extreme left of the top and bottom . 


Nght margin tor variable data is 0.220 inch from the edge of the 


Baga: that for format data 1s 0.125 inch. 
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2. The flag labeled ” 
scales pomts to the first character print position available for 


spacing of 12.5 characters to the inch, and positions 50, 70, 80, 
and 106 at a spacing of 10 characters per snch). The minimum =. 
vanable data. The minimum left margin, constant for all forms, 


for variable data (position 63, 88, 101, and 132 a a horizontal 


1. The scales at the top and bottom of this form are identical 
They show the four 


Form Name & Company Form No. 
Page Width & Lengeh 
DESIGN CONSIDERATIONS 


18 0.220 inch for variable data and 0.125 inch for format data. 
3. Left and right margins can be made ender than the mirumum 
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ho extra space. A 0.625 left margin would require 5 blank 
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inch and 4 blank character positions at a horizontal spacing of. 
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S. The scales at the left and rnght of thet form are xdentical. They 


4-018 


3.0, 3.5, 4.6, 4.5, 5.0, 5.5, 6.0, 7.0, 80, 05 10.0, 11.0, 12.0, 


aa wT Tce Type 
A @ 
” OY dt 


Sperry rs 


3 


a 
5 
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the jact horzontal line position that can ba used for vanable 
deta itrom position 10 to position 93}. The number of line _ 


Poutions awalsble it directly related to the umber of fines per 


inch selected (4, 6, 8, or 108. 
6. The notation “ine” 


Near the top of the scales wdicates the frst 


length of the page. Space above line 1 and below the fast 
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variable dete line position for each page length 's avaliable oniy 
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deugn. 
9. Use capital Xs to indicate space: ocoupred by variable data 
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Show the extent of 2 horizontal data field by placing Xs in the 
first. and last character positions of the field and connecting - i. 


them with a single line. Show the maximum extent of a vertical 


date area by placing Xs at the corner charecter positions and 


Connecting them with diagonal lines, 


10, Oraw format rules and pent format data precisely. Legible 


Format data can be printed anywhere on 3 page iwithin the 


0.125 inch margins). 
11. Allow one character space for vertical and horizontal rules. (No 


copies of logotypes and other symbols may be fastened in place. 


space is required for horizontal rules when a spacing of four 
lines to the inch 1s used.) Rule sizes permitted are as follows 
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12. Draw fold marks in black; use blue to indicate their distance in 


inches trom the edge of the page. 
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vary due to atmospheric changes. To 
4hpi. insure accuracy, use grid measurements 
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IDENTIFICATION DATA 


Company Name. 
Address___ 


Company Representative. 
Phone Number, 
Purchase Order No. and Date, 


Form Narne & Company Form No.. 


Honeywell Salesman. 
Page Width & Length, 


DESIGN CONSIDERATIONS 
Ref: Honeywell Format Cylinder Design Guide AN 39 Rev. 2 


1. The scales at the top and bottom of this form are identical. They 
show the 2 page widths available on the Page Printing System: 
8.5, and 11.0 inches. The flags associated with each width point to 
the last character position that can be used for variable data 
(position 101 and 132 at a horizontal spacing of 12.5 characters to 
the inch, and positions 80 and 105 at a spacing of 10 characters per 
inch) The minimum right margin for variable data is 0.220 inch 
from the edge of the page; that for fomnat data is 0.125 inch. 

2 The flag labeled “1” at the extreme left of the top and bottom 
scales points to the first character print position available for 
variable data. The minimum \eft margin, constant for all tors, 
is 0:220 inch for variable data and 0.125 inch for format data. 

3 Lett and right margins can be made wider than the minimum 
simply by the omission of data from the spaces available. Wider 
margins are required for hole punching (0.625 inch feft margin) 
and spirai binding (0.375 inch left margin); glue binding requires 
No extra space. A 0.625 teft margin would require 5 blank character 
positions at a horizontal spacing of 12.5 characters per inch and 4 
blank character positions at a horizontal spacing of 10.0 characters 
per inch. A 0.375 inch lett margin would require 2 blank character 
positions at either horizontal spacing. 

4, DO NOT RENUMBER THIS FORM, whatever the reason for omitting 
data from available spaces. Renumbering would make costly 
additional steps necessary for cylinder manufacture and would 
result in considerable additional charges. 

5. The scales at the left and right of this form are Kentical. They 
show the 14 page lengths available on the Page Printing System: 
3.0, 25, 4.0, 4.5, 5.0, 5.5, 6.0, 7.0, 8.0, 8.5, 10.0, 11.0, 12.0, and 14.0 
inches. The flags associated with each length point to the lest 
horizontal line position that can be used for variable data (from 
Position 10 to position $3). The number of line positions available is 
directly related to the number of lines pet inch selected (4, 6, 8, or 
10). 

6. The notation “line” near the top of the scales indicates the first 
horizontal line position available for variable data whataver the 
length of the page. Space above line 1 and below the last variable 
data line position for each page length is available only for tormat 
data. 

7. Top and bottom margins for variable data are as shown on the a t T r 
form. Margins for format data are 0.125 inch from the edge of i { H j li fil 
the page. All margins can be made wider than the minimum simply 35 i rrrye Tt Thal te T Tey EY 
by the omission of data from the spaces available. pal i 

8. Observe the following color code strictly: red for variable data; 
biue for the outline of page size; black for format data; blue for 
dkections (screen type and area outline, font number, etc.) All 
tules, letters, and designs drawn in black will be in the final design, 

9. Use capital Xs to indicate spaces occupied by variable data. 
Show the extent of a horizontal data field by placing Xs in the 
first and last character positions of the field and connecting them 
with a single line. Show the maximum extent of a vertical data 
area by placing Xs at the corner character positions and con- 
Necting them with diagonal lines. 

10. Draw format rules and print format data precisely. Legible copies 
of logotypes and other symbols may be fastened in place. Format 
data can be printed anywhere on 2 page (within the 0.125 inch 
margins). 

11. Where possible, locate vertical format lines in the center of a 
character column leit blank and hotizonial format lines in the 
center of a line left blank. When necessary format lines may be 
drawn between characters or fines of variable data however it is 

likety some interference may occur, the degree of interference can 

be minimized by using RO rule size. 
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12. Draw fold marks in black; use blue to indicate their distance in 
inches from the edge of the page. 
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© 1977, Honeywell Information Systems inc. 
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DESIGN CONSIDERATIONS 


Rat. Honeywell Format Cylinder Design Guide = AN 39 Rev. 2 


1. The scales at the top and bottom of this form are identical. They 
show the 2 page endths available on the Page Printing System: 
&5, and 11.0 inches. The flags aseociated with each width point to 
the last character position that can be used tor variable data 
(position 101 and 132 at a horizontal spacing of 12.5 characters to 
the inch, and positions 80 and 105 at a spacing of 10 characters per 
inch) The minimum right margin for variable data is 0.220 inch 
from the ecige of the page, that for fomat data is 0.125 inch. 

2. The fag labeled "1" at the extreme left of the top and bottom 
scales pomts to the first character prim position available tor 
veriable data. The minum feft margin, constant for alt forms, 
is 0.220 inch for variable data and 0.125 inch for format data. 

3. Left and right margins can be made wider than ihe minimum 
simply by the omission of data from the spaces available. Wider 
margins are required for hole punching {0.625 inch left margin} 
and spiral binding (0.375 inch left margin}, glue binding requires 
no extra space. A 0.625 left margin would require 5 blank character 
Positions at a honzontal spacing of 12.5 characters per inch and 4 
blank character positions at a hodzonta) spacing of 10.0 characters A i jt yA ct i 
Per inch. A 0.375 inch lett margin would require 2 blank character f H : Weteaad pre oe 
Positions at either Non zontal spacing. Trey im t ol eS 

4, DO.NOT RENUMBER THIS FORM, whataver the reason for omitting 
data trom available spaces. Renumbering would make costly 
additional steps necessary for cylinder manufacture and would 
result in coneaderable additional charges. 

5. The scales at the left and fight of this form are kentical. They 
show the 14 page lengths available on the Page Printing System: 
3.0, 2.5, 4.0, 4.5, 5.0, 5.5, 6.0, 7.0, 8.0, 6.5, 10.0, 11.0, 12.0, and 14.0 
inches. The flags associated with each length point to the last 
hon zontal tine position that can be used for variable data (trom 
Position 10 to position 93). The number of line positions avaiable is 
directly related to the number of lines per inch selected (4, 6, 8, or 
10). 

6. The notation “line” near the top of the scales indicates the first 
horizontal line position available for variable data whatever the 
length of the page. Space above line 1 and below the tast variable 
data line position for each page length is available only tor format 
data, 


‘ wept | 


7, Top and bottom margins for variable data are as shown on the 
fom. Margins for format data are 0.125 inch from the edge of 
the page. All margins can be made wider than the minenum simply 
by the omission of data from the spaces available. 

8. Observe the foliowing color code strictly: red for variable data: 
blue for the outline of page size: black for tormat data; b/ve for 
directions (screen type and area outline, font number, etc.) All 
tules, letters, and designs drawn in black will be in the final design. 

9. Use capital Xs to indicate spaces occupied by variable data. 
Show the extent of a horizontal data field by placing Xs in the 
frst and last chacactet positions of the feld and connecting them 
with a single line. Show the maximum extent of a vertical data 
area by placing Xs at the comer character positions and con- 
fecting them with diagonal lines. 

10. Draw format rules and print format data precisely. Lagible copies 
of logotypes and other symbois may be fastened in place. Format 
data can be printed anywhere on a page (within the 0.125 inch 
margins). 

1%. Where possible, locate vertical tormat lines in the center of a 
character column lett blank and horizontal format fines in the 
center of a line left blank. When necessary format lines may be 
drawn between characters or lines of variable data however it is 
likely some interference may occur; the degree of interference can 
be minimized by using RO rule size. 


12. Draw fold marks in black; use blue to indicate their distance in 
inches from the edge of the page. 


13. If the prasent design is to be registered with another design, 
attach a sample of the latter and enter the following information: 


Ragistration Form. 


{Application Name and/or Form No.) 


14. Ii he present design replaces an existing design, enter the follow- 
ing information: 


Honeywell Serial No. of Design Being Replaced. 
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1977, Honeywell information Systems inc 


Status of Cytinder Being Repiaced 
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Order No. 3018, Gridsheet 12.5 Horizontal/8.0 Vertical 
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Honeywell aot 
—| 
8.5” page 
GRIDSHEET 
12.5 HORIZONTAL NOTE: The spacings on this form may 
vary due to atmospheric changes. To 
8.0 VERTICAL . ner ctl grape peo 
Si SS gh, 28 ee). SOS, Re RS SESH SL ce ap es 8 Be or as printed. 
IDENTIFICATION DATA | ' Hy 
& ; Pe ® 
Company Name. < | i = 
H i 
Address 2 2 
Company Representative, - A e) j I ; roan 3 
ee $n RANDUESS 09 PURESREESGESERSESSS ENGGCESROESAAPTEN PRES OUGKETERAENESONEEL imi g 
Phone Number, & 7 [OT & 
Purchase Order No. and Date. a 4 3 
Form Name & Company Form No. 2 = 2 
Honeywell Salesman. 3 & 
Page Width & Length é . g 
DESIGN CONSIDERATIONS 
fet: Honeywet! Format Cylinder Design Guide AN 39 Rev. 1 
1. The scales at the top and bottom of this form are identical. They 
show the 2 page widths available on the Page Printing System: 


8.5, and 11.0 inches. The flags associated with each width point to 


the last character position that can be used for variable data 
(position 101 and 132 at a horizontal spacing of 12.5 characters to 
the inch, and positions 80 and 105 at a spacing of 10 characters per 
inch). The minimum right margin for variable data is 0.220 inch 


from the edge of the page; that for format data is 0.125 inch. 


id 


The flag tabeted “1” at the extreme lett of the top and bottom 


scales points to the first character print position available for 


variable data. The minimum left margin, constant tor ail forms, 


is 0.220 inch tor variable data and 0.125 inch for format data. 

3 Left and night margins can be made wider than the minimum 
simply by the omission of data from the spaces available. Wider 
margins afe required for hole punching (0.625 inch left margin) 


and spiral binding {0.375 inch teft margin giue binding requires 
ng extra space. A 0.625 left margin would require 5 blank character 


positions at a horizontal spacing of 12.5 characters per inch and 4 
blank character positions at a horizontal spacing of 10.0 characters 
per inch. A 0.375 inch left margin would require 2 blank character 
positions at either horizontal spacing. 

4. DO NOT RENUMBER THIS FORM, whatever the reason for omitting 
data from available spaces. Renumbering woukl make costly 
additional steps necessary for cylinder manufacture and would 
fesuit in considerable additional chasges. 


5. Ths seaiss 


7 


show the 14 page lengths availabie on the Page Printing System: 
3.0, 3.5, 4.0, 4.5, 5.0, 5.5, 6.0, 7.0, 8.0, 8.5, 10.0, 11.0, 120, and 14.0 


inches. The flags associated with each length point to the last 
horizontal line position that can be used for variable data (from 
Position 10 to position 93). The number of line positions available is 
directly related to the number of lines per inch selected (4, 6, 8, or 
10). 

6. The notation “line” near the top of the scales indicates the first 


2.0" 


hosizontal line position available for variable data whatever the 
length of the page. Space above line 1 and below the last variable 


data line position tor each page length is available only for format 
data. 


7. Top and bottom margins for variable data are as shown on the 


form. Margins for format data are 0.125 inch from the edge of 
the page. All margins can be made wider than the minimum simply 


by the omission of data from the spaces avaitable. 


8. Observe the following color code strictly: red for variable data; 
biue for the outline of page size; black for format data; bive tor 
directions (screen type and area outline, font number, etc.) All 
rules, letters, and designs drawn in bfack will be in the final design. 


9. Use capital Xs to indicate spaces occupied by variable data. 
Show the extent of a horizontal data field by placing Xs in the 


first and last character positions of the field and connecting them 


with a single line. Show the maximum extent of a vertical data 


area by placing Xs at the comer character positions and con- 


necting them with diagonal lines. 


10. Draw format rules and print format data precisely. Legible copies 


of logotypes and other symbols may be fastened in place. Format 


data can be printed anywhere on a page (within the 0.125 inch 
margins). 


11. Where possible, locate vertical format lines in the center of a 
character column left blank and horizontal format lines in the 
center of a line left blank. When necessary format lines may be 
drawn between characters or lines of variable data however it is 
likely some interference may occur; the degree of interference can 
be minimized by using RO rule size. 

RO R-1 R-2 


BR-2 


Oraw fold marks in black; use blue to indicate their distance in 
inches trom the edge of the page. 

13. If the present design is to be registered with another design, 
attach a sample of the latter and enter the following information: 


Registration Form. 


(Application Name and/or Form No.) 
14. If the present design replaces an existing design, enter the tollow- 


L8aVv 


ing information: 
Honeywell Serial No. of Design Being Replaced. 
Status of Cylinder Being Replaced. 


HIS 3018 
Prinzed in U.S.A. 
U 1977, Honeywell information Systems Inc, 


c2O-7 


L8sav 


Order No. 3019, Gridsheet 12.5 Horizontal/10.0 Vertical 


Honeywell 


GRIDSHEET 
12.5 HORIZONTAL 


NOTE: The spacings on this form may 
vary due to atmospheric changas, To 
ingure accuracy, use grid measurements 
as printed, 


10.0 VERTICAL 


IDENTIFICATION DATA 


Company Name, 
Address. 


Company Representative. 

Phone Number, 

Purchase Order No. and Date, 
Form Name & Company Form No. 
Honeywell Satesman. 
Page Width & Length, 


DESIGN CONSIDERATIONS 


Ret: Honeyweil Format Cylinder Design Guide = AN 39 Rev. 2 


1. The scales at the top and bottom of this form are identical. They 
Show the 2 page widths available on the Page Printing System: 
§.5, and 11.0 inches. The flags associated with each width point to 


the fast character position that can be used for variable data r [ : [ pag DA SG RAGE ERO SOB, 
(poeition 101 and 132 al a horizontal spacing of 12.5 chatacters to $ + TT TTI tt tit rit ttt th ah a Sr ttt trite 
the inch, and positions 80 and 105 at a spacing of 10 characters per it Be Bl apes un tii af 
inch). The minimum right margin for variable data is 0.220 inch i pp ttetetepet ‘ 


from the edge of the page; that for format data is 0.125 inch 

2 Tha flag labeied "1" at the extreme left of the top and bottom in 
Scales points to the fret character print position available tor ttt 
variable data. The minimum ieft margin, constant for ait tons, 
#s 0,220 inch for variable data and 0.125 inch for format data. 

3. Left and right margins can be made wider than the minimum 
samply by the omission of data from the spaces available. Wider 
fargins are required tor hole punching (0.625 inch left margin) 
and spiral binding (0.375 inch left margin glue binding requires 
No extra space. A 0.625 left margin would require 5 blank character 
Positions at a horizontal spacing of 12.5 characters per inch and 4 
blank character positions at a horizontal spacing of 10.0 characters 
Per inch. A 0.375 inch leit margin would require 2 blank character 
positions at either horizontal spacing. + 

4. DO.NOT RENUMBER THIS FORM, whatever the reason for omitting J 
data from available spaces. Renumbering would make costly . 4 - 
additional steps necessary for cylinder manufacture and would & 
teudt in considerable additional charges. t 

5. The scales af the left and right of this form are identical. They 
show the 14 page lengths available on tha Page Printing System: 
3.0, 45, 4.0, 4.5, 5.0, 5.5, 6.0, 7.0, 8.0, 8.5, 10.0, 11.0, 12.0, and 14.0 
inches. The flags associated with each fength point to the last 
horizontal line position that can be used for variable data (from 
Position 10 to position 93). The number of line positions available is 
directly related to the number of lines per inch selected (4, 6, 8, or i Hy . +44 ; es 
10). i } eeneea ‘at 

6. The notation ‘tine’ near the top of the scales indicates the first P ++ + 
‘horizontal line position available for variable data whatever the 
length of the page. Space above lina 1 and below the last variable 
data line position for each page length is available only for format 
data. 

7. Top and bottom margins for variable data are as shown on the 
form. Margins tor format data are 0.125 inch trom the edge of 
the page. All margins can be made wider than the minimum simply 
by the omission of data from the spaces available. 

& Observe the following color code strictly: red for variable data; 
blue for Ihe outline of page size; black for lormat data; bive for 
directions (screen type and area outline, font number, etc.). All 
tules, letters, and designs drawn in back will be in the final design. 

9, Use capital Xs to indicate spaces occupied by variable data. 
Show the extent of a horizontal data field by placing Xs in the 
first and last character positions of the field and connecting them 
with a single line. Show the maximum extent of a vertical data 
area by placing Xs at the corer character positions and con- 
Recting them with diagonal lines. 

10. Draw fonnat rules and print format data precisely. Legible copies 
of logotypes and other symbols may be fastened in piace. Format 
data can be printed anywhere on a page (within the 0.125 inch 
margins). 

11. Where possible, locate vertical format lines in the center of a 
character column left blank and horizontal format lines in the 
center of a line lett blank. When necessary format lines may be 
drawn between characters of lines of variable data however it is 
likely some interference may occur, the degree of interlerence can 
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be minimized by using RO rule size. a : 
R-O R-1 A-2 ¢ 
BR-O BR-t BA-2 


12. Draw fold marks in black; use blue to indicate their distance in 
inches from the edge of the page. 

13. if the present design is to be registered with another design, 
attach a sampie of tha latter and enter the following information: 


Registration Form, 
{Application Name and/or Form No.) 


14, If the present design replaces an existing design, enter tha tottow- 
ing information: 


Honeywell Serial No. of Dasign Being Replaced. 
Status of Cylinder Being Replaced. 
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Order No. 3027, Worksheet 10.0 Horizontal/4.0, 6.0, 8.0 Vertical 


Honeywell 


WORKSHEET 
10.0 HORIZONTAL 


4.0,6.0, 8.0 VERTICAL 


IDENTIFICATION DATA 
Company Name 
Address 


bhpu. 


dine 1 


Company Representative 
Phone Number 
Purchase Order No. and Date 


Form Name & Company Form No. 


Page Width & Length 


DESIGN CONSIDERATIONS 


1 


VW. 


43. 


14, 


The scales at the top and bottom of this form are identical 
They show the four page widths available on the Page Printing 
System: 5.5, 7.5, 8.5, and 11.0 inches. The fiags associated with 
each width point to the last character position that can be used 
for variable data (position 63, 88, 101, and 132 at a horizontal 
spacing of 12.5 characters to the inch, and positions 50, 70, 80. 
and 106 at a spacing of 10 characters per inch}. The minimum 
tight margin tor variable data 1s 0.220 inch from the edge of the 
page: that for format data 1s 0.125 inch. 


. The flag labeled “1’° at the extreme lett of the top and bottom 


scales points to the first character print position available for 
vacrable data. The munimum teft margin, constant for all forms, 
ts 0.220 inch tor variable data and 0.125 inch for format data 


, Left and right margns can be made wider than the minimum 


simply by the omission of data trom the spaces available, Wider 
margins are required for hole punching (0.625 inch lett margin) 
and spiral binding (0.375 inch left margin); glue binding requires 
no extra space. A 0.625 left margin would require 5 blank 
character positions at a horizontal spacing of 12.5 characters per 
inch and 4 blank character positions at a horizontal spacing of 
10.0 characters per inch. A 0.375 inch left margin would tequire 
2 blank character positions at either horizontal spacing. 


DO NOT RENUMBER THIS FORM, whatever the reason for 
omitting data from available spaces. Renumbering would make 
costly additional steps necessary for cylinder manufacture and 


seul recule on considerable sche: 


The scales at the left and right of this form are identical. They 
show the 14 page lengths available on the Page Printing System. 

3.0, 3.5, 4.0, 4.5, 5.0, 5.5, 6.0, 7.0, 8.0, 85, 10.0, 11.0, 12.0, 
and 14.0 inches, The tlags associated wath each length pasnt to 
the last horizontal tine position that can be used for variable 
data {from positon 10 to position 93), The number of line 
positions available is directly related to the number of lines per 
inch selected (4,-6, 8, or 10). 

The notation “line” near the top of the scales indicates the first 
horizontal hne position available for variable data whatever the 
tength of the page. Space above line 1 and below the last 
variable data line position tor each page length 1s available onty 
for format data. 

Top and bottom margins for variable cata are as shown on the 
form, Margms for tormat data are 0.125 inch from the edge of 
the page. All margins can be made wider than the minimum 
simply by the omission of data from the spaces avaiable. 


Observe the fotlowing color code strictly: red for variable data: 
biue fur the outline of page size; black for format data, blue for 
directions (screen type and area outline, font number, etc.). Ail 
rules, letters, and designs drawn in diack will be in the tinal 
design. 

Use capital Xs to indicate spaces occupsed by variable data 
Show the extent of a horizontal dats field by placing Xs im the 
finst_ and fast character positions of the field and connecting 
them with a single line. Show the maximum extent of 2 vertical 
Gata area by placing Xs at the corner chaeacter positions and 
connecting them with diagonal lines. 


|. Draw format rules and print format data precisely. Legrdie 


copies of logotypes and other symbols may be fastened in place. 
Format data can be printed anywhere on a page (within the 
0.128 inch marguns) 

Allow one character space for vertical and horizontal rules. (No 
space is required for horizontal rules when & spacing of four 
lines to the inch is used.) Rule sizes permitted are as follows. 


. Draw fold marks in black; use biue to indicate their distance in 


inches from the edge of the page. 


it the present desgn 1s to be registered with another design, 
attach a sample of the latter and enter the following 
information: 


Registration Form 


{Application Name and/or Form No.) 
ft the present design replaces an existing design, enter the 
following information: =. 

Honeywelt Serial No. of Design Being Replaced 
Status of Cylinder Being Replaced 
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Order No. 3028, Gridsheet 10.0 Horizontal/4.0 Vertical 


Honeywell 


GRIOSHEET 
10.0 HORIZONTAL 
4.0 VERTICAL . 


WENTIFICATION DATA 


Company Name. 


Address. 


Company Representative. 
Phone Number, 
Purchase Order No. and Date. 


Form Name & Compary Form No. 
Honeywell Salesman. 
Page Width & Length. 


DESIGN CONSIDERATIONS 
Ref: Honeywell Format Cylinder Design Guide + AN 36 Rev. 2 


1. The scales at the top and bottom of this form are identrcal. They 
show the 2 page widihs available on the Page Printing System: 
&.5, and 11.0 inches. The flags associated with each width point to 
the last character position that can be used for variable data 
(position 101 and 132 at a horizontal spacing of 12.5 characters to 
the inch, and postions 80 and 105 at a spacing of 10 characters par 
inch) The minimum right margin (or variable data is 0.220 inch 
from the edge o! the page; that for format data is 0.125 inch 

2. The flag labeled "1" at the extreme left of the top and bottom 
scales points to the first chatacter print position available tor 
variable data. The minimum left margin, constant for all forms, 
is 0.220 inch for vanable data and 0.125 inch for ter-nat data. 

3 Left and right margins can be made wider than the minimum 
simply by the omission of data from the spaces available, Wider 
margins are required for hole punching (0.625 inch teft margin) 
and spital binding (0.375 inch left margin), glue binding requires 
No extra space. A 0.625 left margin would require 5 blank character 
positions al a horizontal spacing of 125 characters per inch and 4 
blank Character positions at a horizontal spacing of 10.0 characters 
per inch. A 0.375 inch left margin would require 2 blank character 
positions at either horizontal spacing. 

4, DONOT RENUMBER THIS FORM, whatever the reason tor omitting 
data from available spaces. Renumbering would make costly 
additiona) steps necessary for cylindet manufacture and would 
result in considerable additional charges. 

5. The scales at the left and right of this form are identical. They 
show the 14 page lengths available on the Paga Printing System: 
3.0, 25, 4.0, 4.5, 5.0, 5.5, 6.0, 7.0, 8.0, 8.5, 10.0, 11.0, 12.0, and 14.0 
inches. The flags associated with each length point to the last 
horizontal tine position that can be used for variable data (trom 
Position 10 to position 93). The number of line positions available is 
directly related to the number of lines per inch selected (4, 6, 8, of 
10}. 

6. The notation “line” near the top of the scales indicates the first 
horizontal line position available for variable data whatever the 
length of the page. Space above line 1 and betaw the last variable 
data tine position for each page length is available only for format 
data. 

7. Top and bottom margins for variable data are as shown on the 
form. Margins for tormat data are 0.125 inch from the edge of 
the page. All margins can be made wider than the minimum simply 
by the omission of data from the spaces available. 

8. Observe the following color code strictly: red for variable data; 
blue for the outline of page size; black for tomat data; dive tor 
directions {screen type and area outline, font number, etc.). Ail 
tules, letters, and designs drawn in black will be in the final design. 

9. Use capital Xs to indicate spaces occupied by variable data. 
Show the extent of a horizontal data field by placing Xs in the 
first and last character positions of the field and connecting them 
with a single line. Show the maximum extent of a vertical data 
area by piacing Xs at the corner character positions and con- 
necting them with diagonal tines. 

10, Draw format rules and print format data precisely. Legible copies 
of logotypes and other symbols may be fastened in place. Format 
data can be printed anywhere on a page (within the 0.125 inch 
margins). 

11. Where possible, locate vertical format lines in the center of a 
character column left blank and horizontal tormat lines in the 
center of a line left blank. When necessary format fines may be 
drawn ostwaen characters or lines of variable data however it is 
likely some intertarance may occur, the degree of interference can 
be minimized by using RO rule size. 


12. Draw fold marks in black; use blue to indicate their distance in 
inches from the edge of the page. 


13. It the present design is to be registered with another design, 
attach a sample of the iatter and enter the foiiowing information. 


Registration Farm 
(Application Name and/or Form No.) 


14. Hf the present design replaces an existing design, enter the follow- 
ing information: 


Honeywell Serial No. of Design Being Replaced. 
Status of Cylinder Being Replaced 
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1. The scales at the top and bottom of this form are identical. They 
show the 2 page widths available on the Page Printing System: 
8.5, and 11.0 inches. The flags associated with each width point to 
the last character position that can be used for variable data 
(position 101 and 132 at a horizontal spacing of 12.5 characters to 
the inch, and positions 80 and 105 at a spacing of 10 characters per 
inch). The minimum fight margin for variable data is 0.220 inch 
from the edge of the page; that for format date is 0.125 inch. 

2. The flag labeled “1” at the extreme left of the top and bottom 
Seales points to the first character print position available for 
variable data. The minimum left margin, constant for alt forms, 
is 0.220 inch for variable data and 0.125 inch for format data. 

3. Left and fight margins can be made wider than the minimum 
simply by the omission of data from the spaces available. Wider 
Marging are required for hole punching (0.625 inch left margin) 
and spiral binding (0.375 inch left margin}; glue binding requires 
No extra space. A 0.625 left margin would require 5 blank character 
positions at a horizontal spacing of 12.5 characters per inch and 4 
biank character positions at a horizontal spacing of 10.0 characters 
per inch. A 0.375 inch left margin would require 2 blank character 
Positions at either horizontal spacing. 

4, DO NOT RENUMBER THIS FORM, whatever the feason for omitting 
data from available spaces. Renumbering would make costly 
additional steps necessary for cylinder manufacture and would 
tesuit in considerable additional charges. 

5. The scales at the left and right of this form are identical. They 
show the 14 page lengths available on the Page Printing System: 
3.0, 3.5, 4.0, 4.5, 5.0, 5.5, 6.9, 7.0, 8.0, 8.5, 10.0, 11.0, 12.0, and 14.0 
inches. The flags associated with each length point to the last 
horizontal line position that can Se used for variable data (from 
Dosition 10 to position 93) Tha number of line ancitinns 2 s 
directly related to the number of lines per inch selected (4, 6, 8, or 
10). 

& The notation “line” near the top of the scales indicates the first 
horizontat line position available for variable data whatever the 
Jength of the page. Space above line 1 and below the last variable 
data lme position for each page langth is available onty for format 
data. 

7. Top and bottom margins for variable data are as shown on the 
form. Margins tor format data are 0.125 inch from the edge of 
the page. All margins can be made wider than the minimum simply 
by the omission of data from the spaces availabie. 

8. Observe the following color code strictly: red for variable data; 
blue for the outline of page size; b/ack for format data; blue for 
directions (screen type and area outline, font number, etc.) All 
tules, letters, and designs drawn in black will be in the final design. 

9. Use capital Xs to indicate spaces occupied by variable data. 
Show the extent of a horizontal data fieki by placing Xs in the 
first and last character positions of the field and connecting them 
with a single line. Show the maximum extent of a vertical data 
area by placing Xs at the corner character positions and con- 
necting them with diagonal lines. 

10. Draw format rules and print format data precisely. Legible copies 
of logotypes and other symbots may be fastened in place. Format 
data can be printed anywhere on a page (within the 0.125 inch 
margins). + 

11. Where possible, locate vertical format fines in the center of a > 
character column left blank and horizontal format lines in the i 1 
center of a line left blank. When necessary format lines may be 
drawn between characters of lines of variable data however it is 

likely some interference may occur; the degrea of interlerance can 

be minimized by using RO tule size. 


10.0 
ii 


12. Draw fold marks in black; use blue to indicate their distance in 
inches from the edge of the page. 

13. If the present design is to be registered with another design, 

attach a sample of the tatter and enter the following information: 


Registration Form. 


(Application Name and/or Form No.) 
14, If the present design replaces an existing design, enter the follow- 4 
ing information; 4 i Lh His 3029 
Honeywell Serial No. of Design Being Replaced__ bh H setceemene. Printed in U.S.A. 
tefl © 1977, Honeywell information Systema inc, 
Status of Cylinder Being Replaced 
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Order No. 3030, Gridsheet 10.0 Horizontal/8.0 Vertical - 


Honeywell 


GRIDSHEET 


10.0 HORIZONTAL 
8.0 VERTICAL 


IDENTIFICATION DATA 


Company Name. 
Address_ 


Company Representative. 
Phone Number, 
Purchase Order No. and Date. 
Form Name & Cornpany Form Na. 
Honeywell Salesman 
Page Width & Length. 


DESIGN CONSIDERATIONS 

Ret: Honeywer Format Cytinder Design Guide = AN 39 Rev. 2 

1. The scales at the top and bottom of this form are identical. They 
show the 2 page widths available on the Page Printing System: 
&5, and 11.0 inches. The flags associated with each width point to 
the last chasacter position that can be used for variable data 
{position 101 and 132 at a horizontal spacing of 12.5 characters to 
the inch, and positions 80 and 105 at a spacing of 10 characters per 
inch) The minimum night margin for variable data ig 0.220 inch 
from the edge of the page; that for format data is 0.125 inch. 

2. The flag jabeted 1" at the extreme left of the top and bottom 
scales points to the frst character print position avaiable for 
variable data. The minimum tet mergin, Constant for all forme, 
is 0.220 inch for variable data and 0.125 inch for formes data. 

3. Left and right margins can be made wider than the minimum 
simply by the omission of data from the spaces available. Wider 
margins ara required for hole punching (0.625 inch teft margin) 
and spwel binding (0.375 inch left margin), glue binding requires 
fo extra space. A 0.625 let margin would fequire 5 blank character 
positions at a horizontal spacing of 12.5 characters per inch and 4 
blank chenacter positions at a hon zontal spacing of 10.0 characters. 
per inch. 4 0.375 inch left margin would require 2 blank character 
Positions at either horizontal spacing. 

4. DONOT RENUMBER THIS FORM, whatever the raason for omitting 
data from available spaces. Renumbering would make cosily 
additional steps necessary for cylinder manufacture and would 
tasult in considerable additional charges. 

5. The scales at the left and right of this form are identical. They 
show the 14 page lengths available on the Page Printing System: 
3.0, 3.5, 40, 4.5, 5.0, 5.5, 6.0, 7.0, 8.0, 8.5, 10.0, 11.0, 12.0, and 14.0 
inches. The flags associated with each length point to the last 
horizontal fine position that can be used for vanable data (from 
Position 10 to position 93}. The number of line positions available is 
directly related to the number of lines per inch selected (4, 6, 8, of 
wh 

6 The notation “line” near tha top of the scales indicates the first 
horizontal line position available for variable data whatever the 
length of the page. Space above line 1 and below the last variable 
data line position for each page tength 1s avaiable only for format 
data. 

7. Top and bottorn margins for variable data are as shown on the 
tom. Margins for format data are 0.125 inch from the edge of 
the page. All margins can be made wider than the minimum simply 
by the omission of data from the spaces available. : 

& Observe the following color code strictly: red for variable data, 
blue for the outline of page size; biack for format data: blve for 
directions (screen type and area outliie, font number, etc.) All 
tules, letters, and designs deawn in black will be in the final design. 

9. Use capital Xs to indicate spaces occupied by variable data. 
Show the extent of a horizontai data field by placing Xs in the 
fst and last character positions of the field and connecting them 
with a single line. Show the maximum extent of a vertical data 
area by placing Xs at the comer character positions and con- 
necting them with diagonal lines. 

10. Draw format rules and print format data precisely. Legible copies 
of logotypes and other symbots may be fastened in piace. Format 
data can be printed anywhere on a page (within the 0.125 inch 
margins). 

11. Where possible, locate vertical format lines in the center of a 
charactet column left blank and horizontal format lines in the 
center of a line teft blank. When necessary format lines may be 
drawn between characters or lines of variable data however it is 
likely some interference may occur; the degree af interferance can 
ba minimized by using RO rule size. 


12. Draw fokd marks in black; use blue to indicate their distance in 
inches from the edge of the page. 


13. If the present design is to be tegistered with another design, 
attach a sample of the latter and enter the following infomation: 


Registration Form. 


{Application Name and/or Form No.) 
14. if the present design replaces an existing design, enter the follow- 
ing information: 
Honeywell Serial No. of Design Being Replaced_____ 
Status of Cyiinder Being Repiaced 
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Order No. 4016A, VIP 24 x 80 Screen Layout (8% x 11) 


VIP 24x80 SCREEN LAYOUT 
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HONEYWELL PUBLICATIONS CATALOG 
ADDENDUMA 


SUBJECT 
Additions and Changes to the Manual 


SPECIALINSTRUCTIONS 


This is the first addendum to the Honeywell Publications Catalog, Order No. 
AB81-11, dated November 1980. It is a listing of all publications available 
through January 23, 1981. 


This addendum supersedes all of Section 3 and page 1 of Section 4 of AB81-11 
and should be used when pricing publications. 


All prices in the November Edition of the Publications Catalog should be 
disregarded. 


ORDER NUMBER 
AB81-11A January 1981 


30439 


Printed in US.A. Honeywell 


—_ 


1/81 
© Honeywell Information Systems Inc., 1981 File No.: 1ZT3 AB81-11A 


m4 Numerical Title 


MARKETING PUBLICATIONS 


765/775/785 VIP REFERENCE MANUAL 

765/775/785 VIP REF MNL ADD1 

SERIES 200 MODEL 105 EQUIPMENT OPERATORS MANUAL 

SR 200 M@DEL 105 EQUIP OPERATORS MNL ADD1 

2000/2000 RPG PROGRAMMING LANGUAGE MSR/2000 AND M@D 1 (MSR) 
SERIES 200 6S/200 MASS STORAGE DATA MANAGEMENT 

L61 ACCOUNTS RECEIVABLE SYSTEM 61 1MPL GUIDE 

L61 ACCOUNTS RECEIVABLE SYSTEM 61 IMPL GUIDE ADD 1 

L61 ACCOUNTS PAYABLE SYSTEM (5K) IMPL GUIDE 

L61 ACCOUNTS PAYABLE SYSTEM (5K) IMPL GUIDE ADD 1 

L61 GENERAL LEDGER SYSTEM IMPLEMENTATION GUIDE 

L61 GENERAL LEDGER SYSTEM IMPLEMENTATION GUIDE ADD 1 
SYSTEM 700 PROGRAMMERS REFERENCE MANUAL 

SYSTEM 700 PROGRAMERS REFERENCE MANUAL ADD1 

SERIES 200 MOD | MSR RPG POCKET GUIDE 

200/2000 MOD 1 MSR KA SORT MANUAL 

SERIES 200 MOD 1 MSR DISK-CARD UTILITIES SUBSYSTEM 
SERIES 200 MOD I MSR FOR THE SMALL SYSTEM 

SYSTEM 700 PROGRAMMERS REFERENCE CARD 

SERIES 200 236 HIGH-SPEED DOCUMENT READER-SORTER 

SER 200 036 HI-SPEED DOCUMENT READER SORTER ADD1 
200/2000 MOD 1 MSR/TR SINGLE-CHANNEL COMMUNICATIONS 1/6 
SYSTEM 700 TYPE 8520 LINE PRINTER PROGRAMMING MANUAL 
SYSTEM 700 TYPE 8520 LINE PRINTER PROG MNL ADD1 

700 TELEPRINTER/PAPER TAPE 1/0 DEVICES PROGRAMMING MANUAL 
700 TELEPRINT/PAPER TAPE 1/6 DEVICES PROG MNL ADD1 
SYSTEM 700 REMOVABLE DISK SUBSYSTEMS 

SYSTEM 700 REMOVABLE DISK SUBSYSTEMS ADD1 

SYSTEM 700 5121/8122/5123 CARD READER PROGRAMMING MANUAL 
SYSTEM 700 5121/22023 CARDREADER SUBSYSTEMS ADD1 

SYSTEM 700 5140 CARD READER/PUNCH PROGRAMMING MANUAL 
SYSTEM 700 8140 CARDREADER/PUNCH PROG MNL ADD! 

SYSTEM 700 4021 MAGNETIC TAPE SUBSYSTEM PROGRAMMING MANUAL 
SYSTEM 700 4021 MAGNETIC TAPE SUBSYSTEM PROG MNL ADD1 
L6 @S/700 LINK-700 LINKAGE EDITOR SRO330 

SYSTEM 700 SITE PREPARATION MANUAL 

SYSTEM 700 SITE PREPARATION MANUAL ADD 1 

SYSTEM 700 SITE PREPARATION MANUAL ADD 2 

OS/700 OPERATORS GUIDE SRO310 

LEVEL 6 / 0$/700 FORTRAN MATH LIBRARY 

L6 OS/700 DAP-700 MACRO ASSEMBLER SRO330 

200/2000 VEHICLE SCHEDULING SYSTEM IMPLEMENTATION GUIDE 
2000 M@DELS 2040-2070 PROGRAMMERS REFERENCE MANUAL 

2000 MODELS 2040-2070 PROGRAMMERS REF MNL ADDi 

SYSTEM 700 LO-SPEED MULTILINE CONTROLLER PROGRAMMING MANUAL 
SYSTEM 700 LOWSPEED MULTILINE CONTROLLER PR@ ADD1 
SYSTEM 700 6322 UNIVERSAL MULT!LINE CONTROL PROG MNL 
SYSTEM 700 6322 UNIVERSAL MULTILINE CONT PREG ADD2 
SYSTEM 700 6312 SYNCHRONOUS SINGLE-LINE CONTROLLER 
SYSTEM 700 6312 SYNCHRONOUS SINGLE-LINE CONTROLLER ADD 
200/2000 GENERAL LEDGER F DISK IMPLEMENTATIGN GUIDE 
SYSTEM 700 6313 CODE CONVENTION PROGRAMMING MANUAL 
SYSTEM 700 6313 CODE CONVENTION PROGRAM MNL ADD2 

68 MULTICS PROGRAMMERS MANUAL- INTRODUCTION 

L68 MULTICS PROGRAMMERS MANNUAL 8.0 

L68 MPM MULTICS PROGRAMMERS MANUAL REF GD 7.0 

L68 MPM MULTICS PROGRAMMERS MANUAL REF GD 8,0 

L68 MPM MULTICS PROGRAMMERS MANUAL REF GO 8,0 

L68 MULTICS MPM COMMANDS AND ACTIVE FUNCTIONS 5.0 

L68 MULTICS MPM COMMANDS AND ACTIVE FUNCTIONS 6.0 

L68 MULTICS MPM COMMANDS AND ACTIVE FUNCTIONS 7.0 


and Price List 


AGS0-02 
AG931-02 
AG91-02A 
AG91-02B 
AG92-02 
AG92-02A 
AGS2-02B 
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FUNC- PRICE 
TION 
REF, 6.66 
REF, -90 
REF, 10.60 
REF, ,00 
REF. 18,33 
REF. 12.96 
REF, 15,71 
REF. »00 
REF, 10.26 
REF. oo 
REF, 9.81 
REF. 00 
REF. 18.31 
REF. , 00 
REF. 2,53 
REF, 12,83 
REF. 6.27 
REF. 19.89 
REF. .76 
REF. 7.25 
REF. 00 
REF. 12.17 
REF. 2.95 
REF. ,00 
REF. 5.46 
REF. , 00 
REF. 5,09 
REF. joke) 
REF. 3,51 
REF, .00 
REF, 4,30 
REF. 00 
REF. 3.51 
REF. .00 
REF, 7,85 
REF. 30.53 
REF, 00 
REF. ,00 
REF, 16,30 
REF. 21,81 
REF, 18,85 
REF. 21.21 
REF, 32.43 
REF. .00 
REF. 6.27 
REF . ,00 
REF. 14.65 
REF. ,00 
REF . 2,94 
REF. ,00 
REF, 16,89 
REF. 2.72 
REF. .00 
REF. 3,96 
REF. 4,20 
REF, 15.36 
REF. ,00 
REF. ,00 
REF. 33.24 
REF. .00 
REF. tole) 
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R 
ORDER E FUNC - PRICE 
TITLE NS. Vv TION 
MARKETING PUBLICATIONS 

L68 MULTICS MPM COMMANDS AND ACTIVE FUNCTIONS 7.0A AG92-02C 2 REF ,00 
L68 MULTICS MPM COMMANDS AND ACTIVE FUNCTIONS 8.0 AG92-03 3 REF. 51.36 
L68 MULTICS MPM COMMANDS AND ACTIVE FUNCTIONS 8.0 AG92-03A 3 REF, ,00 
L68 MULTICS MPM SUBROUTINE SR6.0 AGS3-02 2 REF 17.28 
L68 MULTICS MPM SUBROUTINES SR7.0 ADD 1 AG93-02A 2 REF . 00 
L68 MUTICS MPM - SUBROUTINES 8.9 AG93~-02B 2 REF, . G0 
L68 PL/1 LANGUAGE SPECIFICATION SR&.O AGS4-02 2 REF. 15.84 
L68 PL/1 LANGUAGE SPECIFICATION SR6.0 ADD 1 AGS4-02A 2 REF, 00 
L68 PL/I LANGUAGE SPECIFICATION SR7.0O ADD 2 AG94-02B 2 REF, .00 
L68 PL/1 LANGUAGE SPECIFICATION SR8&.O ADDS AG94~-02C 2 REF, ,00 
L68 PL/1 LANGUAGE SPECIFICATION SR8.0 ADD 4 AG94-02D 2 REF. 00 
MULTICS VIRTUAL MEMORY AGS5 6) INST 12.48 
SYSTEM 700 REAL-TIME INTERFACE PROGRAMMING MANUAL AHO1 ce) REF. 7.08 
SYSTEM 700 REAL-TIME INTERFACE PROG MAN ADD!1 AHOTA 0 REF, .00 
200/0 ©S/2000 CONCEPTS & CHARACTERISTICS SROS5O1 AH21-04 4 REF. 11.38 
200/0 GS/2000 SYSTEM GENERATION GUIDE SRO501 AH22~-04 4 REF. 30.39 
200/0 0S/2000 SYSTEM GENERATION GD SROSO2 ADD 1 AH22-04A 4 REF. 60 
200/0 ©&S/2000 SUPERVISORY COMPONENTS SRO5O1 AH23-03 3 REF. 28,94 
200/0 OS/2000 SUPERVISORY COMPONENTS SROSO2 ADD 1 AH23-03A 3 REF, 00 
200/0 6S/2000 GPERATORS GUIDE $RO501 AH24-04 4 REF. 44,86 
200/0 0S/2000 GPERATORS GUIDE SRO502 ADD! AH24-04A 4 REF. OO 
200/0 OS/2000 INDEX OF CONSOLE MESSAGES SROSOi AH25-04 4 REF , 7,05 
200/0 GS/2000 INDEX OF CONSOLE MESSAGES SROSO2 ADD 1 AH25-04A 4 REF. 00 
200/0 6S2000 DATA BASE SUBSYSTEM AH26-00 8) REF. 20,90 
200/0 6$2000 DATA BASE SUBSYSTEM ADD 1 AH26-00A ce) REF 00 
200/0 G&S/2000 DATANET 2000 COMMUNICATIONS PROCESSING AH27-02 fe) REF. 17.46 
200/0 65/2900 DATANET 2000 COMMUNICATIONS PROCESSING SRO4O1 AH27-02A te) REF. 00 
200/0 &S/2000 DATANET 2000 COMMUNICATIGNS PROCESSING SROS5O1 AH27-02B 2 REF. -9O 
200/0 6S/2000 286 COMMUNICATIONS PROCESSING SRO401 AH28-00 Le) REF, 16.10 
200/0 6S$/2000 FORTRAN COMPILER SRO3O1 AH29-01 1 REF. 22.80 
200/0 6S/2000 FORTRAN COMPILER SRO401 ADD 1 AH29-O01A 1 REF, 00 
200/0 6S/2000 ANS COBOL COMPILER SRO50O1 AH30-01 1 REF. 31.45 
200/0 ©0S/2000 ANS COBOL COMPILER SROSO2 ADD 6 AH30-O1F 1 REF. .00 
200/0 GS/2000 EASYCODER SUBSYSTEM SRO401 AH31-01 1 REF. 21,28 
200/0 GS/2000 EASYCODER SUBSYSTEM SROSO1 ADD 5 AH31-O1E 1 REF. 00 
200/0 08/2000 INPUT/GUTPUT PROCESSING SROZ2O0G AH32-01 1 REF. 15.05 
200/0 0S/2000 INPUT/OUTPUT PROCESSING SRO210 ADDD 1 AH32-O01A 1 REF. 00 
200/0 6S/2000 INPUT/GUTPUT PROCESSING SRO3O1 ADD 2 AH32-01B 1 REF, ,00 
200/0 6S$/2000 INPUT/SUTPUT PROCESSING SRO401 ADD 3 AH32-01C 1 REF , mele) 
200/0 6S/2000 INPUT/OUTPUT PROCESSING SROSO1 ADD 4 AH32-01D 1 REF. 00 
200/0 6S/2000 INPUT/OGUTPUT PROCESSING SROSOZ ADD 5 AH32-01E 1 REF, 00 
200/0 6S2000 SYSTEM FILES SRO401 AH33-03 fe) REF. 12.56 
200/0 6S2000 SYSTEM FILES SRO501 ADD 1 AH33-03A 3 REF co 
200/0 0S2000 SYSTEM FILES SRO502 ADD 2 AH33-03B fe) REF, oo 
200/0 6S/2000 DISK DATA MANAGEMENT SROSO1 AH34-02 2 REF 14.33 
200/0 0S/2000 DISK DATA MGMT SROSO2 ADD 1 AH34-02A 2 REF, mele] 
200/06 6S/2000 DISK & MAG TAPE CONVENTIGNS SRO401 AH35-00 oO REF. 12.17 
200/0 &S/2000 DISK & MAG TAPE CONVENTIONS SROSO1 ADD 8 AH35 -00E ie) REF , 00 
200/70 6S/2000 DISK & MAG TAPE CONVENTIGNS SROSO2 ADD 6 AH35 - OOF e) REF. , 00 
200/0 6S/2000 SORT PROGRAMS SRO5O1 AH36-01 1 REF, 13.09 
200/0 6S/2000 SORT PROGRAMS SRO&SO2 ADD 6 AH36-O1F 1 REF, 00 
200/0 6S/2000 UTILITY PROGRAMS SRO6GO1 AH37-04 4 REF, 22,27 
200/0 OS/2000 UTILITY PROGRAMS SRO&SO2 ADD 1 AH37-04A 4 REF. . 00 
200/0 6S/2000 EASYWRITER SUBSYSTEM SRO3O1 AH38-01 1 REF, 20,35 
200/0 0S/2000 EASYWRITER SUBSYSTEM SRO401 ADD 1 AH38-O1A 1 REF. 00 
200/0 6S/2000 EASYWRITER ELEMENTARY QUERY SRO301 AH39-01 ¢) REF, 6,27 
200/0 6S/2000 EASYWRITER ELEMENTARY QUERY SRO401 ADD 1 AH39-O1A ie) REF. 00 
200/0 &S/2000 DATANET 2000 REMOTE DEVICE SRO401 AH40-03 3 REF, 19.93 
200/0 ©S/2000 DATANET 2000 REMOTE DEVICE SROSO1 ADD 1 AH40-03A e) REF, »00 
200/0 0S/2000 DATANET 2000 REMOTE DEVICE SROSO1 ADD 2 AH40-03B 3 REF. 00 
200/0 OS/2000 DATANET 2000 REMOTE DEVICE SROSO2 ADD 3 AH40-03C 3 REF, 00 
$2000 SITE PREPARATION MANUAL AH45 1 REF, 31,83 
$2000 SITE PREPARATION MANUAL ADD 1 AH45A 1 REF, ,00 
$2000 SITE PREPARATION MANUAL ADD2 AH45B 1 REF, -0O 
L66 USER GUIDE TO 200/0 COMPATIBILITY MODE GN L66 (CM66) AH63-00. e) REF. 9,81 
200/0 ©6S2000 281 COMMUNICATIONS PROCESSING 0501 AH66-01 1 REF , 14,55 
SERIES 6000 COGS COORDINATE GEOMETRY REFERENCE MANUAL AH94 1 REF, 7,25 
SERIES 6000 COGO COORDINATE GEOMETRY REFERENCE MANUAL ADD 1 AHS4A 1 REF. 00 
66/6000 COGO-COORDINATE GEOMETRY REF MNL ADD 2 AH94B 1 REF, 00 
LEVEL 6/SYSTEM 700 OS/700 FORTRAN SROS310 AH99 fe) REF. 15.05 
$700 4150 9-TRACK MAG TAPE SUBSYSTEM PROG MNL AJ15 ce) REF, 4,11 
$700 4150 9-TRACK MAG TAPE SUBSYS PROG MAN ADD1 AJ1BA 10) REF. ,00 
SERIES 200/2000 204D/1A/3A/5A MAGNETIC TAPE UNITS AJ22 0 REF. 9,03 
SER 200/2000 204D/1A/3A/5A MAG TAPE UNIT ADD1 AJ22A ¢) REF. 00 
SERIES 2000 204F-1/-3/-5 MAGNETIC TAPE UNITS AJ23 Le) REF. 8.62 
SERIES 2000 204F-1/-3/-5 MAG TAPE UNITS ADD1 AJ23A ce) REF. 00 
LEVEL 61 MODEL 61/758 GUIDE TO DATA COMMUNICATIONS AJ36 2 REF , 13,62 
0S/700 BINARY SYNCHRONGUS COMMUNICATIONS LOADER AJ75 ce) REF 5,09 
2000/2000 TYPE 220-8 VISUAL INFORMATION CONTROL CONSOLE AJ77 e) REF, 6.46 
200/2000 TYPE 220-8 VISUAL INFO CONTROL CONSOLE ADD1 AJ77A te) REF, ,00 
SERIES 200 8220 VISUAL INFORMATION CONTROL CONSOLE AJ78 e) REF. 8,23 
SERIES 200 8220 VISUAL INFO CONTROL CONSGEL ADD1 AJ78A ie) REF. . 00 
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2000 TYPE 204B-200/300/400 7 TRACK MAG TAPE SUBSYSTEM AJ97 0 REF. 5.09 
2000 TYPE 204B-200/300/400 7 TRACK MAG TAPE SUBSYSTEM ADD 1 AJ97A 0 REF, 00 
2000 TYPE 204B-200/300/400 7-TRACK MAG TAPE SUB ADD! AJ97B ie) REF. 00 
SYSTEM 700 HOST-RESIDENT SOFTWARE SYSTEM AKO! ie) REF. 10,89 
OS/700 SYSTEM GENERATIGN SROS10 AK35 3 REF. 29.71 
OS/700 SYSTEM GENERATION SROSS3O ADD 1 AK35A 3 REF. 00 
L68 MAM SYSTEM ADMINISTRATOR SR5,.O AK50-01 1 REF. 18,24 
L68 MAM SYSTEM ADMINISTRATOR SR5.O ADD 1 AKSO-O1A 1 REF. fete) 

L68 MAM SYSTEM ADMINISTRATOR SR6.O ADD 2 AKS0-01B 1 REF, 
L68 MAM SYSTEM ADMINISTRATOR SR7.0 ADD 3 AK50~-01C 1 REF. oo 
L68 MAM SYSTEM ADMINISTRATOR 8.0 AK50-01D 1 REF, oo 
L68 MULTICS ADMINISTRATORS MANUAL - PROJECT 4,0 AK51-01 1 REF. 4.80 
L68 MULTICS ADMINISTRATORS MANUAL - PROJECT 60.0 ADD 1 AKS1-O1A 1 REF. 00 
L68 MULTICS ADMINISTRATORS MANUAL - PROJECT 7.0 ADD 2 , AK51-01B 1 REF. 00 
L68 MULTICS ADMINISTRATORS MANUAL - PROJECT 8.0 ADD 3 AK51-01C 1 REF, .00 
L68 MULTICS MPM - SUBSYSTEM WRITERS GD 7.0 AK92-02 2 REF. 24.24 
L68 MULTICS MPM - SUBSYSTEM WRITERS GD 8.0 AK92-02A 2 REF. ,00 
L68 MULTICS MPM - SUBSYSTEM WRITERS GD 8.0 AK92-02B 2 REF. .0O0 
L68 MULTICS APL PRELIMINARY EDITON 7,0 AK95-01 1 REF, 9.12 
L68 MULTICS APL 8.0 AKS5-O1A 1 REF, .00 
7300 SERIES BANKING TELLER TERMINAL SYSTEMS BTT AK97 1 REF. 12.56 
7300 SERIES BTT SYSTEMS ADD1 AK97A 1 REF. »00 
L62 GCOS CONCEPTS & CHARACTERISTICS SROSOO ALO2-03 3 REF. 5.51 
L62 DATA MANAGEMENT O600 AL10-04 ¢) REF, 6.23 
L62 GCOS SYSTEM CONTROL o600 AL11-06 6 REF. 17.69 
L62 SYSTEM CONTROL 0610 AL11-O6A 6 REF, oo 
L62 OPERATORS GUIDE 9600 AL12-05 5 REF. 10,02 
L62 OPERATORS GUIDE 0610 AL12-05A 5 REF. oo 
L62 GCOS RPG LANGUAGE REF MNL O600 AL14-01 1 REF, 23.29 
L62 GCOS RPG USERS GUIDE SRO300 AL15-00 0 REF. 31.92 
L62 GCOS RPG USERS GUIDE O600 AL15-00B 0 REF. fete) 
L62 COBOL REF MNL O50o0 AL16-01 1 REF , 25.53 
L62 COBOL REF MNL 0400 ADD 1 AL16-O1A 1 REF. oo 
L62 COBOL REF MNL OS00 ADD 2 AL16-01B 1 REF. oo 
L62 COBOL REF MNL O60O ADD 3 AL16-01C 1 REF. ,00 
L62 COBGL USER'S GUIDE 0600 AL17-04 4 REF. 20.41 
L62 DATA UTILITIES O600 AL18-06 6 REF. 13.26 
L62 DATA UTILITIES 0610 AL18-O06A 6 REF. oo 
L62 DATA UTILITIES 0610 AL18-06B 6 REF. oOo 
L62 SGRT/MERGE 0500 : AL19-02 2 REF, 8.23 
L62 SORT/MERGE 9500 ADD 1 AL19-02A 2 REF. oo 
L62 SORT/MERGE O600 ADD 2 AL19-02B 2 REF. 00 
L62 IBM SYSTEM 3 CONVERSION GD 0400 AL20-02 2 REF. 13.09 
L62 IBM SYSTEM 3 CONVERSIGN GD O&00 ADD 1 AL20-02A 2 REF. a0 
L62 IBM SYSTEM 3 CONVERSION GD 0600 ADD 2 AL20-02B 2 REF. oo 
L62 GCOS MESSAGE/RESPONSE O600 AL27~-05 5 REF. 21.77 
L62 GCOS MESSAGE RESPONSE 0610 AL27-05A 5 REF. oo 
DATA COMMUNICATIONS 7700/7705 SYSTEM REF MNL. AL29 2 REF. 9,03 
DATA COMMUNICATIGNS 7700/7705 SYSTEM REFMANUAL ADD1 AL29A 2 REF. 00 
L68 MULTICS PROCESSOR MNL ALS9-01 1 REF, 26.16 
L68 MULTICS PROCESSOR MANUAL AL39-O1A 1 REF. 00 
L68 MULTICS INTRODUCTORY USERS GUIDE SR6.0 AL40-01 1 REF. 6.72 
SERIES 6000/6000 DARTMOUTH TIME-SHARING SYSTEM MANUAL AL55 1 INST 2.20 
200/2000 INVENTORY MANAGEMENT SYSTEM 2000 HANDBOOK IMS 2000 AL78 2 REF, 34.06 
SERIES 2000 MODELS 2020/2030/2030A PROGRAMMERS REFERENCE MNL AL793 .¢) REF . 31,92 
SERIES 2000 MODEL 2020/2030/2030A PROGRAMMERS REFERENCE MNL AL79A fe} REF. 00 
SR2000 MODELS2020/2030/2030A PROG REF ADD2 AL79B 8) REF. .00 
LEVEL 62 FORTRAN REF MNL O500 AL92-02 2 REF, 23.11 
LEVEL 62 FORTRAN REF MNL O600 ADD 1 AL92-02A 2 REF. ,00 
DATANET 700 RNP RCP707 SYSTEM STARTUP/GPERATIIN SR320 AMOS -01 1 REF. 32,18 
LEVEL 62 SITE PREPARATION MANUAL AM12 4 REF. 21,09 
L62 SITE PREP MNL ADD1 AM12A 4 REF. 00 
L62 SITE PREP MNL ADD2 AM12B 4 REF. .00 
MTS 7500 EASAL 2 USERS GUIDE DOS AM20-02 2 REF. 5.48 
MTS 7500 PAP TEXT PROCESSING SYSTEM USERS GUIDE AM22-01 1 REF. 8.23 
MTS 76800 PAP TEXT PROCESSING SYSTEM USERS GUIDE ADD 1 AM22-01A 1 REF .00 
MTS 7800 DATA COMMUNICATION PACKAGE AM25 2 REF. 6.86 
MTS 7500 DATA COMMUNICATION PACKAGE ADD! AM25A 2 REF. 00 
LEVELS 64,66,668 MTU0400/0500/0600 GPERATION AM46 2 REF . 2.40 
LEVELS 64,66,68 MTU0400/0500/0600 GPERATION ADD AM46A 2 REF. , 00 
SERIES 60 MSU0400 MASS STORAGE UNIT OPERATICIN AM48 0 REF. 1.44 
SERIES6O0 MSU0460 MASS STORAGE UNIT OPER ADD1 AM48A ie) REF. oo 
L68 MULTICS GPERATORS HANDBOOK SR6G.O AM81-01 1 REF. 24.12 
L68 MULTICS GPERATORS HANDBOOK SR6.O ADD 1 AM81-O1A 1 REF, oo 
L68 MULTICS GPERATORS HANDBOOK SR7,0 ADD 2 AM81-01B 1 REF. oo 
L68 MULTICS OPERATORS HANDBOOK 8.0 AM81-O1C 1 REF. oo 
L68 MULTICS GPERATGRS HANDBOOK 8,0 AM81-01D 1 REF. oo 
LEVEL 68 MULTICS BASIC AM&2-00 ie) REF, 7,08 
L68 MULTICS PL/I REF MNL 4,0 AM83-00 0 REF, 35.52 
L68 MULTICS PL/I REF MNL 7.0 ADD 1 AM83-00A 0 REF. oo 
DATANET 700 RNP TYPE RCP701/702 OPERATORS GUIDE ANOS-00 Q REF. 12,19 
L68 GCOS ENVIRONMENT SIMULATOR 7.0 ANOS5S-01 1 REF. 6,72 
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7300 SERIES BTT STANDARD TRANSACTION PROGRAM 


MTS 7500 MULTIFUNCTION TERMINAL SYSTEM REFERENCE MANUAL 


MTS 7500 MULTIFUNCTIGN TERMINAL SYSTEM REF MNL ADD1 
7300 SERIES BTT DATA CAPTURE CASSETTE UNIT 

7300 SERIES BTT DATA CAPTURE CASSETTE UNIT ADD1 
SYSTEM 700 SENSOR-BASED SYSTEM MODULES SRO201 
L66 PSC/SYSTEM HANDBOOK 

L66 PSC/SYSTEM HANDBOOK AOD 1 

L66 PSC/SYSTEM HANDBOOK 

SERIES 60 MSU0310 MASS STORAGE UNIT SPERATIGN 
S60 MSU0310 MASS STORAGE UNIT OPERATION ADD1 

S60 MSU0310 MASS STORAGE UNIT OPERATION ADD2 
LEVELS 62+64 PRUO0400/0600/0600 PRINTER GPERATIGON 
L62 & 64 PRUO400/0600/0800 PRINTER OPERATIGN ADD1 
SERIES 60 CRUOG600/1050 CARD READER OPERATION 
SERIES6O CRUO600/1050 CARD READER OPERATION ADD1 
PAGE PRINTING SYSTEM FORMAT CYLINDER DESIGN GUIDE 
MTS 7500 OPERATORS GUIDE 

MTS 7800 GPERATORS GUIDE ADDi 

L68 GUIDE TO MULICS MANUALS 8,0 

L68 MULTICS SYSTEM METERING 7.0 

L68 MULTICS USER RING INPUT/OUTPUT SYSTEM SDN 
L68 MULTICS ALM ASSEMBLER SDN 

L68 MESSAGE SEGMENT FACILITY SDN 2,0 

L68 MULTICS CARRY FACILITY 7.0 

L686 MULTICS CARRY FACILITY 7.0 ADD 1 

L68 STANDARDS SYSTEM DESIGNERS NOTEBOOK 8.0 

L68 MULTICS COMMUNICATIONS SYSTEM 7.0 

DATANET 700 RNP 707 CONFIGURATION SRO320 

LEVEL 61 61/60 CONCEPTS AND CHARACTERISTICS 
LEVEL 61 FUNCTIONAL CHARACTERISTICS 

LEVEL 61 FUNCTIONAL CHARACTERISTICS ADD 1 

L6& ACCOUNTS RECEIVABLE SYSTEMS HANDBOOK 

L62 ACCOUNTS PAYABLE SYSTEM HANDBOOK 

L62 GENERAL LEDGER SYSTEM HANDBOOK 

200/2000 PSC/2000 SYSTEM HANDBOSK 

SERIES 60 PRU1200/1600 PRINTER GPERATIGON 

SERIES 60 PRU1200/1600 PRINTER OPERATION ADD 1 
SYSTEM 700 GSAIR FUNCTIGNAL CHARACTERISTICS 

L64 SERIES 100 PROGRAM MODE GPERATIGO GUIDE 0300 
L64 100 PROGRAM MODE GPERATORS GUIDE 0400 ADD 1 
L64 100 PROGRAM MODE OPERATORS GUIDE 6500 

L64 SERIES 100 CONVERSION GD 400 

L64 200/0 CONVERSION GD 0300 

L64 360/370 CONVERSION GUIDE 460 

L64 360/370 CONVERSION GUIDE 400 

L64 SYSTEM MANAGEMENT GUIDE 04000 

L64 SYSTEM MANAGEMENT GUIDE 04000 

L64 JOB CONTROL LANGUAGE REF MNL 0400 

L64 JOB CONTROL LANGUAGE REF MNL 0400 ADD 1 

L64 JOB CONTROL LANGUAGE REF MNL 0800 

L64 JOB CONTROL LANGUAGE USER GUIDE 0400 

L64 SYSTEM GPERATIGN OPERATOR GUIDE SRO400 

L64 SYSTEM GPERATIGN GPERATOR GUIDE 0400 ADD 1 
L64 SYSTEM GPERATION OPERATOR GUIDE 0400 

L64 SYSTEM GPERATIGN CONSOLE MESSAGES SRO4OO 
L64 SYSTEM OPERATR STATION ADD2 

L64 SYSTEM OPERATION GPERATOR STATION 

L64 SYSTEM GPERATION OPERATOR STATION ADD1 

L64 GCOS DATA MANAGEMENT UTILITIES 0400 

L64 GCOS DATA MANAGEMENT UTILITIES 0400 ADD 1 
L64 GCOS DATA MANAGEMENT UTILITIES 0400 

L64 DATA MANAGEMENT UTILITIES 0800 

L64 200 PROGRAM MODE USER GD 400 

L64 200 PROGRAM MODE USER GD 0600 

L64 200 PROGRAM MODE GPERATOR 8D 400 

L64 200 PROGRAM MODE OPERATIGR GD 0500 

L64 GXOS SERIES 100 FILE TRANSLATOR SROS3OO 

L64 GCOS SERIES 100 FILE TRANSLATOR 0400 ADD 1 
L64 GCOS 200/0 FILE TRANSLATOR 0400 

L64 LIBRARY MAINTENANCE REF MNL 0400 

L64 LIBRARY MAINTENANCE REF MNL 400 

L64 LIBRARY MAINTENANCE REF MNL 0400 

L64 LIBRARY MAINTENANCE REF MNL O500 

L64 COMMUNICATIONS NETWORK CONTROL TERMINAL OPS 0400 
L64 TERMINAL GPERATIOGNS SRO400 

L64 PROGRAM CHECKGUT FACILITY 0400 

L64 PROGRAM CHECKOUT FACILITY O800 

L64 COMMUNICATIONS PROCESSING FACILITY 0400 

L64 COMMUNICATIONS PROCESSING FACILITY 0400 ADD A 
L64 TDS/64 SITE MANUAL 0400 

L64 TDS/64 USER GUIDE SRO400 


AN50-02 
AN5S2-01 
AN57-00 
AN63-00 
AN69-00 
AN76-01 
AN76-O1A 
AN82-00 
AN85-01 
AP12-01 
APG62 
AP63 
AP63A 
AP74 
AP75 
AP76 
AP77 
AP88& 
AP88A 
AP90 
AQ02-00 
AQ02-00A 
AQ02-00B 
AQO03-00 
AQO04-00 
AGO5-00 
AQO05-00A 
AQO9-01 
AQOS-O1A 
AQ10-02 
AQ10-02A 
AQ10-03 
AQ11-01 
AQ13-01 
AQITS-O1A 
AQ13-01B 
AQ14-01 
AQ1 7B 
AQi 7-00 
AQ17-O0A 
AQ20-02 
AQ20-02A 
AQ20-03 
AQ20-04 
AQ21-01 
AG21-O1A 
AQ22-01 
AQ22-01A 
AQ26-00 
AQ26-00A 
AQ27-01 
AQ28-01 
AQ28-O1A 
AQ28-01B 
AQ28-02 
AQ49-02 
AG50-01 
AQ52-01 
AQ52-02 
AQ53-01 
AQ&3-OTA 
AQ55-02 
AQ56-00 
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L64 TOS/64 USER GUIDE 0400 ADD 1 AQ56-00A Q REF, .00 
L64 TDS/64 PROGRAMMERS REF MNL 0406 AQ5S7-02 2 REF, 8,84 
L64 TDS/64 PROGRAMMER'S REFERENCE MANUAL OSoco AQ57-03 3 REF, 12,98 
L64 UNIT RECORD DEVICES USER GUIDE 0400 AQ59-01 1 REF, 10.17 
L64 UNIT RECORD DEVICES USER GUIDE 0400 ADD 1 AQBS-O1A 1 REF. oo 
L64 UNIT RECORO DEVICES USER GUIDE OS00 AQ&9-02 2 REF. 12.61 
L64 INTERACTIVE OPERATION FACILITY SRO400 . AQ60-00 fe) REF, 7,46 
L64 INTERACTIVE OPERATION FACILITY 0400 ADD} AQ60-00A 8) REF, jefe] 
L64 COBOL USER GUIDE 400 AQ63-01 1 REF, 23,17 
L64 COBOL USER GUIDE 0400 ADDENDA AQ63-O1A 1 REF. oo 
L64 COBOL USER GUIDE AQ63-02 2 REF. 32,90 
L64 COBOL LANGUAGE REF MNL 0400 AQ64-02 2 REF 37,61 
L64 COBOL LANGUAGE REFERENCE MANUAL OS00O AQ64-03 3 REF, 45.47 
L64 FORTRAN REF MNL SRO3OO AQ65-00 ce) REF. 16.10 
L64 FORTRAN REF MNL SRO400 ADD 1 AQ65~-00A 1 REF. mele) 
L64 FORTRAN REF MNL 0400 ADD 2 AQ65 -00B fe) REF. 00 
L64 FORTRAN REF MNL 0400 ADD 3 AQ65~-00C Le) REF, 00 
L64 FORTRAN REF MNL AQ65-00D fe) REF. 00 
L64 FORTRAN LANGUAGE REF MNL 0800 AQ65-01 1 REF. 15.79 
L64 FORTRAN USER GUIDE SRO400 AQ66-01 1 REF. 12,55 
L64 FORTRAN USER GUIDE 0400 ADD 1 AQ66-O1A 1 REF, ,00 
L64 FORTRAN USER GUIDE O500 AQ66-02 2 REF. 11.44 
L64 FORTRAN MATH LIBRARY SRO400 AQ67-01 1 REF, 5.08 
L64 FORTRAN MATH LIBRARY 0400 ADD 1 AQ67-O1A 1 REF. 00 
L64 RPG REF MNL SROSOO AQ68-00 e) REF, 24.76 
L64 RPG REF MNL SRO400 ADD 1 AQ68-00A ce) REF. oo 
L64 RPG LANGUAGE REFERANCE MANUAL 0500 AQ68-01 1 REF, 26,50 
L64 RPG USER GD SRO300 AQ69-00 e) REF. 31,45 
L64 RPG USER GD SRO400 ADD 1 AQ69-00A 0 REF, ao 
L64 GCOS SERIES 100 COBOL TRANSLATOR SROSOO AQ70-00 e) REF. 6,33 
L64 200/0 COBOL TO L64 COBOL TRANSLATOR 0400 AQ72-01 1 REF. 2.77 
L64 IBM SYST 360/370 TOS L64 COBOL TRANSLATOR 400 AQ73-01 1 REF. 5.87 
L64 BAL T& COBGL TRANSLATOR 400 AQ76-00 fe) REF. 10,17 
L64 FILE TRANSLATOR 0400 AQ77-00 fe) REF. 9.81 
L64 FILE TRANSLATGR 0400 ADD 1 AQ77-O0A fe) REF, 00 
L64 BFAS USER GUIDE SRO400 AQ82-01 1 REF, 18,07 
L64 BFAS USER GUIDE 0400 ADD 1 AQ82-O01A 1 REF. tole) 
L64 BFAS USER GUIDE 0500 AQ82-01B 1 REF. oo 
L64 HFAS USER GUIDE SRO400 AQ83-01 1 REF. 25.53 
L64 HFAS USER GUIDE 0400 ADD 1 AQ383-O1A 1 REF. OO 
L64 HFAS USER GUIDE 0400 AQ8S3-01B 1 REF, 00 
L64 UFAS USER GUIDE 0400 AQ84-01 1 REF. 12,78 
L64 UFAS USER GUIDE 0400 ADD 1 AQ84-O1A 1 REF. ,00 
L64 UNIFIELO FILE ACCESS SYSTEM USER GUIDE os00 AQ84-02 2 REF. 14,57 
L64 SGRT/MERGE 0300 AG85-00 0 REF, 10.67 
L64 SORT/MERGE 0400 AQ85-02 2 REF. 10,37 
L64 SOR/MERGE 0800 AQ85-03 3 REF. 12,24 
L64 CATALOG MANAGEMENT 0400 AQ86-01 1 REF. 10.71 
L64 LIBRARY MAINTENANCE USER GD 400 AQ87-00 ce) REF. 8.23 
L64 LIBRARY MAINTENANCE USER GD 0400 ADD 1 AQ87-O00A fe) REF. ,00 
L64 I-D-S/1I1 USER GUIDE VOL 1 0400 AQ88-01 1 REF, 19,65 
L64 1-D-S/II USER GUIDE PART 1 400 AQ88-O1A 1 REF, 00 
L64 I-D-S/I1 USER GD VOL 2 0400 AQ89-01 1 REF. 25.48 
L64 1-D-S/II USER GUIDE VOL 2 400 AQS8S-O1A 1 REF. .00 
L64 COBOL POCKET GUIDE 0400 AQ390-01 1 REF, 2.71 
L64 GCOS SYSTEM SUMMARY POCKET GD 0400 AQ91-03 3 REF. 3.26 
L64 OPERATORS REF CARD SRO400 AQ92-01 1 REF, 77 
L64 RPG LISTING DECODER CARD 0400 AG93-01 1 REF. 59 
L64 FORTRAN LANGUAGE REFERENCE CARD AQ94-01 1 REF. 59 
L64 TELECOMMUNICATIONS + TDS/64 O400-POCKET GU! DE AQ95-01 1 REF, 1.69 
L64 GCOS IDS/I11 POCKET GD 0400 AQS6-01 1 REF, 1,32 
L64 CHARACTER SET AND CODE - CONVERSION REF CARD 0400 AGQ97-00 fe) REF. 59 
200/2000/6000 MICRCOM COMMUNICATIONS SUBSYSTEM IMPL GUIDE AR13 2 REF. 6,29 
SYSTEM 700 DEVICE DRIVERS FOR STAND-ALONE PROGRAMS AR14 fe) REF. 16.70 
0S/700 ONLINE UTILITY PROGRAMS SRO310 AR2O te) REF, 25.16 
0S/700 GNLINE UTILITY PROGRAMS SRO330 + O400 RNP AR20A ie) REF. ,00 
L6 OS/700 STAND-ALONE UTILITY PROGRAMS SRO400 AR21 1 REF, 25.16 
L& OS/700 EXECUTIVE SRO310 AR22 fe) REF. 24.86 
L6 0S/700 EXECUTIVE SROS30 BNPO400 ADD 1 AR22A ie) REF. oo 
O0S/700 FILE MANAGEMENT SRO310 AR23 a REF, 21.03 
LEVEL 6 / 0S/700 COMMUNICATIGNS AR24 .e) REF , 10.60 
LEVEL 64 SCRIBE STUDENT SCHEDULING SYSTEM HANDBOOK AR35 fe) REF. 42.58 
LEVEL 64 SCRIBE STUDENT SCHEDULING SYSTEMS HANDBOOK ADD 1 AR35A fe) REF. 00 
SYSTEM 700 5151 AND 5152 CARD READERS AR41 ce) REF. 3.13 
SYSTEM 700 5151 + 5152 CARD READERS ADD1 AR41A ce) REF, 00 
PAGE PRINTING SYSTEM GPERATIGON AR46 2 REF, 21,32 
PAGE PRINTING SYSTEM GPERATIGN ADD1 AR4GA 2 REF. 00 
PAGE PRINTING SYSTEM INSTALLATION PLANNING ARS3 2 REF, 8,50 
PPS INSTALLATIGN PLANNING ADD1 ARS3A 2 REF, cele] 
PPS INSTALLATION PLANNING ADD 2 AR53B 2 REF. »00 
200/2000 COMPUTER SCHEDULING SYSTEM HANDBOOK AR5S7 ce) REF. 12,56 
L61 GCOS TRANSACTION SYSTEM ANALYSTS GUIDE ARSS& 1 REF, 22,27 
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L61 COBOL-68 REF MNL 

LEVEL 61 GCOS SYSTEM CONTROL MANUAL 

LEVEL 61 GCOS MINICOBGL LANGUAGE REFERENCE MANUAL 
L61 GCOS GPERATORS GUIDE 

L61 GCOS GPERATORS GUIDE ADD A 

L62 PAYROLL SYSTEM HANDBOOK 

PAGE PRINTING SYSTEM OS AND DOS SUPPORT FOR PPS 

PPS + PPS II OS + DOS SUPPORT 

L64 SERIES 100 COMPATIBILTY MODE CONCEPTS/CHARACTERISTICS 
L68 MULTICS HARDWARE DIAGNOSTIC AIDS 6.0 

L68 MULTICS HAROWARE DIAGNOSTIC AIDS 6.0 ADD 1 

LEVEL 64 SCRIBE SYSTEM HANDBOOK 

L6 MINICOMPUTER HNDBK MODEL 6/34,6/36,6/43 FF 

L6 MINICOMPUTER HNDBK MODELS 34/36 + 43 FF 

LEVEL 6 GCOS/BES SOFTWARE OVERVIEW SRO100 

LEVEL 6 GCOS/BES SOFTWARE OVERVIEW SRO110 ADD 1 

L6 GCOS/BES EXECUTIVE AND INPUT/GUTPUT SRO110 

LEVEL 6 GCOS/BES PROGRAM DEVELOPMENT T&GLS SRO100 
LEVEL 6 GCOS/BES PROGRAM DEVELOPMENT TOOLS SRO110 ADD 1 
LEVEL 6 GCOS/BES UTILITY PROGRAMS SRO100 

LEVEL 6 GCOS/BES UTILITY PROGRAMS SRO110 ADD 1 

LEVEL 6 GCOS/BES ASSEMBLY LANGUAGE SRO100 

L6 GCGS/BES FORTRAN SRO2Z03 

L6 @COS/BES FORTRAN SRO203 ADD 1 

LEVEL 6 GCOS/BES OPERATORS GUIDE SRO100 

LEVEL 6 GCOS/BES GNLINE APPLICATION SRO100 

LEVEL 6 GCOS/BES GNLINE APPLICATIGN SRO110 ADD 1 

L64 GCOS SYSTEM CONTROL SRO220 

L64 GCOS OPERATORS GUIDE SRO220 

LEVEL 62 CRUOSOG CARD READER OPERATION 

LEVEL 62 CRUOS3O6 CARD READER GPERATIGN ADD1 

L68 MULTICS GRAPHICS SYSTEM 8.0 

L68 MULTICS COBGL USERS GD 6,0 

L68 MULTICS COBOL USER GUIDE 7, 0B 

L6é8 MULTICS COBOL USER GUIDE 7.0 

L68 MULTICS COBOL USER GUIDE 6.0 

L68 MULTICS COBOL USER GUIDE 8.0 

L68 MULTICS COBGL REF MNL SRS.0 

L68 MULTICS COBOL REF MNL 6.0 

L68 MULTICS COBOL REF MNL 7.0 

L68 MULTICS COBOL REF MNL 7,0 

L68& MULTICS COBOL REF MNL 7. 0B 

L68 MULTICS COBOL REF MNL 8.0 

TRANSACTION PROCESSING/2000 USERS GUIDE 

LEVEL 62 MSU0112/0113/0116 MASS STGRAGE UNITS 

LEVEL 62 MSU0112/0113/0116 MASS STORAGE UNITS ADD/ 
L68 MAM REGISTRATION + ACCGUNTING ADMINISTRATOR 4.0 
L68 MAM REGISTRATION + ACCOUNTING ADMINISTRATOR 7.0 ADD 1 
L68 MAM REGISTRATION + ACCOUNTING ADMINISTRATOR 9.0 
$700 MULTIFUNCTIGN HASP SYSTEM GPERATORSGUIDE SR100 
PAGE PRINTING SYSTEM LEVEL 66 GCOS SUPPORT 

LEVEL 6 DISKETTES DIU9101/9102 OPERATORS CARD 

LEVEL 6 TELEPRINTERS TTU9101/9102 GPERATORS CARD 
LEVEL 6 LINE PRINTERS PRU9103/9104/9105/9106 SPERATORS CARD 
LEVEL 6 SERIAL PRINTER PRU9101/9102 GPERATORS CARD 
LEVEL 6 MODEL 6/06 PROGRAMMERS REF MNL 

LEVEL 6 MODEL 6/06 PROGRAMMERS REF MNL ADD 1 

L6 MODEL 6/06 PROGRAMERS REF MNL ADD2 

L64 GCOS ENTRY-LEVEL COMMUNICATIGN-PROC SROZ10 

L64 GCOS ENTRY-LEVEL COMMUNICATION-PROC SROZ220 ADD 2 
LEVEL 64 GCOS SERIES 100 COMPATIBILITY MODE OPERATORS GUIDE 
LEVEL 6 6S/700 GPERATORS GUIDE SROS10 

L6 @S/700 SYSTEM GENERATION SROS10 

L6& OS/700 SYSTEM GENERATION SRO330 ADD 1 

LEVEL 62 CCU0506/1006 MULTIFUNCTION UNITS OPERATION 
LEVEL 62 CCUOS06/1006 MULTIFUNCTIGN UNITS OPER ADD/ 
VIP 7760 SUBSYSTEM USER'S REFERENCE MANUAL 

VIP 7760 SUBSYSTEM USER REF MNL ADDi 

S60 CCUO0400 CARD READER/PUNCH & CPU0120 CARD PUNCH OP 
S60 CCUO400 CARD READER/PUNCH & PCUO120 CARD PUNCH OP. 
L68 MULTICS FORTRAN REF MNL 8.0 

L68 MULTICS FORTRAN REF MNL 8.0 

LEVEL 68 MULTICS DFAST SUBSYSTEM USERS GUIDE SR3.1 
LEVELS 66 & 68 MSU0402/0451 GPERATIGON 

L66+68 MUSO402/0451GPERATIGON ADD! 

LEVEL 6 CRT KEYBOARD CONSOLE DKUS101 OPERATORS GUIDE 
LEVEL 6 KEYBOARD TYPEWRITER CONSOLE TWU9101 OPERATORS CARD 
LEVEL 6 COMMUNICATIONS HANDBOOK 

L6& COMMUNICATIONS HANDBOOK 

L& COMMUNICATIONS HANDBOOK 

LEVEL 61 MODEL 61/60 DATA COMMUNI CATIGNS 

200/2000 TOTAL INTERACTIVE QUERY LANGUAGE (IQL) 


AR94-00 
AR97-01 
AR97-O1A 
AS11 
AS22 
AS22A 
AS27-00 
AS27-00A 
AS28-00 
AS29-00 
AS29-00A 
AS30-00 
AS30-00A 
AS31-01 
AS32-02 
AS32-02A 
AS33-00 
AS34-00 
AS34-O00A 
AS36-01 
AS37-02 
AS39 
AS39A 
AS40-01 
AS43-01 
AS43-01A 
AS43-018 
AS43-01C 
AS43-01D 
AS44-01 
AS44-01A 
AS44-01B 
AS44-01C 
AS44-010 
AS44-O1E 
AS52-00 
AS65 
AS65A 
AS68-00 
AS68-00A 
AS66-00B 
4S70 
AT16-00 
AT20 
AT21 
AT22 
AT23 
AT25 
AT25A 
AT25B 
AT28~-00 
AT28-00B 
AT35-00 
AT39 
AT40 
AT40A 
AT44 
AT44A 
AT45 
AT46A 
AT5O 
ATSOA 
AT&8-02 
AT&S8-02A 
AT59-00 
AT71 
AT71A 
AT87 
AT88 
AT97 
AT97A 
ATS97B 
AUTS5 
AU19 


CONNNOONNONNOCOCOOCOCOCOCOCOOCCOOOO COO O0 0 HF He Het BBB ==—DONM-OCOONN=CO0OKDCOHGO--CONNOOCO-=— 


FUNC - PRICE 
TION 

REF. 13,09 
REF. 17,54 
REF. 9,24 
REF. 15.71 
REF, 00 
REF. 28.00 
REF. 8,50 
REF. 7.49 
REF. 3.51 
REF. 6.60 
REF. 00 
REF, 37,49 
REF, 12,64 
REF. ,00 
REF. 7,05 
REF. ,00 
REF, 17,03 
REF. 9,95 
REF ' . oOo 
REF, 9.45 
REF. Te) 
REF, 23,87 
REF, 26.84 
REF, 00 
REF. 18,97 
REF. 7.29 
REF. 00 
REF, 27.50 
REF. 41,13 
REF. 2,66 
REF. 00 
REF. 16,32 
REF. 7.92 
REF. 00 
REF. ,00 
REF. 00 
REF. 00 
REF, 18,72 
REF. 00 
REF. 00 
REF. 00 
REF. 00 
REF. ao 
REF. 8.96 
REF. 2.17 
REF. 00 
REF, 5.40 
REF, 00 
REF. 00 
REF. 6,33 
REF. 7,32 
REF. 19 
REF, 19 
REF. 38 
REF. 19 
REF. 17,84 
REF. 00 
REF. ,00 
REF. 14,82 
REF. 00 
REF, 25.45 
REF. 17,69 
REF. 30.34 
REF, ,00 
REF, 3,22 
REF. ,00 
REF. 22.13 
REF, ,00 
REF, 3,37 
REF, 00 
REF. 10,56 
REF. 00 
REF. 6.48 
REF, 1.86 
REF, 00 
REF. 10 
REF, 19 
REF. 26,.20- 
REF, 00 
REF. 00 
REF. 6.54 
REF. 7.78 
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R 
ORDER E FUNC - PRICE 
TITLE NS. Vv TION 
MARKETING PUBLICATIGNS 

VIP 7760 OPERATIONS DATA COMMUNICATIONS AU24 1 REF, 8,56 
VIP 7760 OPERATIONS DATA COMMUNICATIONS ADD1 AU2Z4A 1 REF. ,00 
L68 MULTICS FAST SUBSYSTEM REF MNL 8.0 AU285-01 1 REF. 3,00 
L68 MULTICS FAST SUBSYSTEM REF MNL 8,0 AU2B-O1A 1 REF. ,0o 
LEVEL 6 MODEL 6/06 GPERATORS CARD AU3S4 i¢) REF. . 57 
L62 C&MMUNICATIGNS SYSTEM/BASIC FOR TERMINALS O600 AU38-02 2 REF, 27.15 
L62 GCOS BSC1/2 COMMUNICATIONS SYSTEM SRO50OG AUS9-03 3 REF. 9,03 
L62 GCOS BSC1/2 COMMUNICATIONS SYSTEM O600 ADD 1 AUS9-O3A 3 REF, .00 
LEVEL 61 TO LEVEL 62 CONVERSIGN GUIDE SR OS00 AU40-00 ie] REF 7.78 
L6 GCOS/BES2 COBeL 0200 AU41-00 Q REF, 21,34 
L6 GCOS/BES2 COBOL SRO2Z2O3 ADD 1 AU41-O0A fe) REF. ,90 
L6 GCOS/BES2 CGBOL SRO210 ADD 2 AU41-00B fe) REF ,00 
L6&6 GCOS/BES2 ASSEMBLY LANGUAGE 0200 AU43-00 0 REF. 27,71 
L6 GCOS/BES2 ASSEMBLY LANGUAGE 0210 ADD 1 AU4S3-00A 0 REF ,Q0 
L6 GCOS/BES2 BASIC REF MNL SROZ200 AU44-00 Q REF 10,99 
L6 GCOS/BES2 BASIC REF MNL SRO2ZOS ADD 1 AU44-00A ie) REF. ,00 
L6 GCOS/BES2 EXECUTIVE & 1/6 o200 AU45-00 Oo REF, 20,35 
L6 GCOS/BES2 EXECUTIVE & 1/6 0203 ADD 1 AU45-O0A 0 REF, .00 
L6 @COS/BES2 EXECUTIVE & 1/6 0204 ADD 2 AU48-00B fe) REF, ,00 
L6 GCOS/BES2 EXECUTIVE + 1/8 210 ADD 3 AU45-00C¢C fe) REF. .00 
L6 GCE&S/BES2 GSPERATOR GD 0200 AU46-00 0 REF. 23.50 
L6 GCOS/BES2 GPERATGR GD 0201 ADD 1 AU46-O00A ie) REF. 00 
L6 GCOS/BES2 OPERATOR GD 0203 ADD 2 AU46-00B ie) REF, fole) 
L6 GCG&S/BES2 GPERATGR GD 0200 AOD 3 AU46-00C QO REF, jefe] 
L6 GCOS/BES2 GPERATGR GD 0210 ADD 4 AU46-00D 10) REF, oo 
L6 GCOS/BES2 UTILITY PROGRAMS 200 AU47-00 fe) REF. 13.64 
L6 BCOS/BES2 UTILITY PROGRAMS 203 ADD 1 AU47-O0A fe) REF, fete) 
L6 GCOS/BES2 ETILITY PROGRAMS 210 ADD 2 AU47-00B fe) REF, ,00 
L& GCOS/BES2 PROGRAM DEVELOPMENT TOOLS 200 AU48-00 ie) REF. 14,34 
L6 GCOS/BES2 PROGRAM DEVELOPMENT TOOLS 203 ADD 1 AU48-O0A 0 REF, oo 
L6& GCOS/BES2 PROGRAM DEVELGPMENT TOOLS 210 ADD 2 AU48-0O0B fe) REF. ,00 
L6 @COS/BES2 PLAN&BUILD AN GNLINE APPLICATION 203 AU49-01 1 REF. 16.10 
L6 GCOS/BES2 PLAN&BUILD AN GNLINE APPLICATIGN 204 ADD 1 AU4S-O1A 1 REF, fof) 
L6 GCOS/BES2 PLAN&BUILD AN GNLINE APPLICATIGN 210 ADD 2 AU493-01B 1 REF. 00 
L6 GCOS/BES2 SOFTWARE OVERVIEW & CONVENTIGNS 200 AUSO-00 (8) REF, 9.81 
LG GCOS/BES2 SOFTWARE SVERVIEW & CONVENTIONS 201 ADD 1 AUSO-OOA fe) REF, 00 
L6 OCOS/BES2 SGFTWARE OVERVIEW & CONVENTIONS 2703 ADD 2 AUSO-00B fe) REF, fete) 
L6 GCOS/BES2 SOFTWARE SVERVIEW & CONVENTIONS 204 ADD 3 AUSO-00C Q REF. 00 
L6 G6COS/BES2 SOFTWARE SVERVIEW & CONVENTIGNS 210 ADD 4 AUSO-00D 0 REF, .00 
DATANET 700 RNP SYSTEM STARTUP & GSPERATION 0400 AUS5-00 i@) REF, 19,65 
DATANET 700 RNP SYSTEM GENERATION 0400 AUS6-60 0 REF. 30,12 
LEVEL 66 GM66 IMPORT/EXPORT UTILITY USERS GUIDE AU74-01 1 REF. 12.15 
LEVELS 66 & 68 PRU1100 PRINTER SPERATION AU76 10] REF, 3,37 
LEVELS66 + 68 PRU1100 PRINTER GPERATION ADD! AU76A QO REF. ,00 
L68 MULTICS GN-LINE TEST + DIAGNOSTICS REF MNI 6,0 AU77-01 1 REF, 3,84 
L68 MULTICS GNLINE TEST + DIAGNOSTICS REF MNL 7.0 AU77-02 2 REF, 4,44 
L6 CARTRIDGE MODULE DISK SUBSYSTEM SPERATION MNL AUS4 ie) REF. 4,58 
L6 CARTRIDGE MODULE DISK SUBSYSTEM G@PER MNL ADD1 AUS4A ie) REF. ,O0 
DATA COMMUNICATIONS VIP7700R/7708R REF MNL AW10 1 REF, 8,23 
DATA COMMUNICATIONS VIP7700R/7705R REF MNL ADD! AW10A 1 REF. ,00 
L68 COMMANDS & ACTIVE FUNCTIGNS POCKET GUIDE 3.1 AW17-00 fo) REF, 5,04 
L68 MULTICS POCKET GD COMMANDS & ACTIVE FUNCTIONS 8.0 AW17-01 1 REF, 7,44 
L61 PAYROLL SYSTEM HANDBOGK AW28 fe) REF, 36,68 
L61 PAYROLL SYSTEM HANDBOSGK ADD 1 AW28A fe) REF, ,oo 
L68 MULTICS SORT MERGE SR4,0 AW32-00 fe) REF, 3.24 
L61 ACCOUNTS PAYABLE SYSTEM HANDBOOK AW33 ie] REF, 22,27 
L61 MODELS 61/58 + 61/60 INSTALLATION PLANNING MNL AW393 Q REF, 15.71 
L61 MODELS 61/58 + 61/60 INSTALLATION PLNG MNI. ADD1 AWS9A fe) REF, ,00 
L66 LISP USERS GUIDE 3.0 AW41 1 INST 3.74 
L66 HONEYEDIT USERS GUIDE AW44 Q REF. 2.39 
LEVEL 64 200/2000 IMS/2000 EXTENDED HANDBOOK AWS 1 ce) REF. 41,39 
L68 MULTICS RELATIGNAL DATA STORE REF MNL AWS3-01 1 REF. 11,04 
L68 MULTICS RELATIGNAL DATA STORE REF MNL 8.1 AW83-03 3 REF, 11.76 
L68 MULTICS RELATIGNAL DATA STORE REF MNL 8.1 ADD1 AWB3-O3A 3 REF, ,oo 
L62 UNIVERSAL TOTAL LEVEL 2 AW8S4 fe) REF. 14,85 
L62 UNIVERSAL TOTAL LEVEL 2 ADD 1 AWS4A 0 REF, ,o0 
L62 UNIVERSAL TOTAL LEVEL 2 ADD 2 AW54B ie] REF, .00 
66/6000 3270 GRTS MODULE USERS QUIDE AW56-O1 1 REF, 1.35 
DATANETWERK BANK ANALYSIS REPORTING SYSTEM USERS GUIDE AW57 i¢] REF 7.99 
LEVEL 62 GCOS TRANSACTION RESPONSE SYSTEM USERS GUIDE AW63-00 fe} REF, 5.61 
L62 VIP 7700 DATA COLLECTION SYSTEM USERS GUIDE AW67-00 0 REF. 1,32 
L62 PRODUCTION SCHEDULING + CONTROL SYSTEM HANDBOOK AW82 3 REF, 41,12 
LEVEL 62 CRUO300/0500 CARD READER GPERATIGON AW83 ie) REF. 2.67 
LEVEL 62 CRU30//0500 CARD READER OPERATION ADID1 AW83A ie) REF, ,900 
66/6000 HOST-RESIDENT SOFTWARE SYSTEM 3/I RNPO400 AW84-00 fe) REF, 5,48 
L6 DST 6/500 DISTRIBUTED SYSTEMS TERMINAL AW85 QO REF, 20.95 
LEVEL 62 MSUO330 MASS STORAGE UNIT OPERATION AW91 ie) REF. 1.96 
LEVEL 62 MSU0330 MASS STORAGE UNIT OPERATION ADDI AWSTA ie) REF, .00 
DATA COMMUNICATIONS VIP 7100/7108 OPERATION REF MNL AW92 1 REF, 2.34 
DATA COMM VIP 7100/7108 OPERATION REF MAN ADDI AW92A 1 REF, , 00 
L6 T&V MODELS $X,4xX%,5X GPERATGR GD 71010207-200 AW94 1 INST 8.95 
L6 T&V MODELS 3X,4xX,5X% GPERATGR GD ADD 710102207-201 AWS4A 1 INST .00 
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L6 T&V MODELS 3X,4X,5X OPERATOR GD ADD 71010207-202 AW24B 1 INST .00 
L6 T&V MODELS 3X,4X,5X OPERATOR GD ADD 71010207-204 AWS4D 1 INST ,00 
L6 GCOS 6/MDT SYSTEM CONTROL SRO110 AX07-01 1 REF. 33,60 
L6 GCOSG-MDT PROGRAM PREPERATION + CHECKOUTO110 AX08~00 oO REF, 15,31 
L6 GCOS 6/MDT DATA FILE ORGANI ZATION/FORMAT SRO101 AX0$3-00 ce) REF. 6.27 
L6G GCOS 6G/MDT DATA FILE ORGANIZATION AND FORMAT SRO101 AX092-00A 0 REF. 00 
L6 GCOS G/MDT DATA FILE ORGANIZATION + FORMAT SRO110 ADD 2 AXO0$9-00B 0 REF, a0 
L6 GCOS 6/MOT MONITOR + IGS SERVICE CALLS SRO110 AX10-01 1 REF. 39,30 
L6 GCOS G/MDT MONITOR & I0S SERVICE CALLS 0110 AX10-O1A 1 REF, 00 
L6 GCOS 6/MDT OVERVIEW + USERS GUIDE $RO110 AX11-01 1 REF. 18,99 
L6 GCOS 6/MDT OVERVIEW + USER GUIDE SRO110 ADD 1 AX11-O1A 1 REF. 00 
LG GCOS 6/MDT ASSEMBLY LANGUAGE SRO101 AX12-00 0 REF. 29.21 
L6G GCOS 6/MDT ASSEMBLY LANGUAGE SRO110 ADD 1 AX12-00A 0 REF. 00 
L6 GCOS 6/MDT COBOL REF MNL SRO101 AX13-00 fe) REF. 22.40 
L6 GCOS 6/MDT COBOL REF MNL SRO110 AX13-00A 1¢) REF. mols) 
L6 GCOS 6/MDT FORTRAN REF MNL $RO101 AX14-00 0) REF, 29,73 
L6 GCOS 6/MOT FORTRAN REF MNL $RO110 AX14~-00A Le) REF. ,00 
L6 GCOS 6/MOT S@RT SRO110 AX18-01 1 REF. 4.82 
L6 GCOS G6/MDT RPG REF MNL SRO101 AX16-00 Le) REF, 38,65 
L6 GCOS 6/MDT RPG REF MNL SRO110 ADD 1 AX16-00A 0 REF, ,00 
DATA COMMUNICATION VIP 7200/7205 GPERATION AX31 1 REF. 4.37 
DATA COMMUNICATION VIP 7200/7205 GPERATIGN ADD1 AX31A 1 REF. tole) 
L62 REFERENCE MANUAL 0600+0610 AX41-05 fe) REF, 25,39 
L68 MPM PERIPHERAL 1/0 8.0 AX49-01 1 REF. 10,20 
L68 MPM PERIPHERAL I70 8.0 AX49-O1A 1 REF. 00 
L68 MPM PERIPHERAL 1/76 8.0 ADD2 AX49-01B 1 REF, 00 
66/6000 GENRATIGN DATA SETS CONTROL SYSTEM USERS GUIDE AX50-00 e) REF. 1.68 
VIP TERMINALS SITE PREPARATION MNL AX78 1 REF. 15,58 
VIPTERMINALS SITE PREPARATION MANUAL ADDENDA AX78A 1 REF, 00 
L62 COBOL POCKET GUIDE SROSoO AX84-01 1 REF. 2,07 
L62 IMS 62 EXTENDED HANDBOOK AX85 1 REF, 47,92 
L62 IMS 62 EXTENDED HANDBOOK ADD 1 AX85A 1 REF. oo 
L6 RBT 6/301 USER GUIDE 0100 AX8$9-00 ) REF, 10,20 
SERIES 60 DST 6/500 OPERATORS GUIDE SRO100 AX90-00 6) REF, 6.33 
DST6/500 DISTRIBUTED SYSTEM TERMINAL OPERATOR REF CARD AX92 6) REF. 19 
L66 CCU0401 CARD READER PUNCH + PCU0121 CARD PUNCH OPERATION AYO} 1 REF. 2,67 
L66 CCU0401 CARD READER/PUNCH + PCU0121 CARD PUNCH GPER AYOTA 1 REF, tole) 
LEVEL 62 MSUO305 MASS STORAGE UNIT SPERATION AYO2 Le) REF. 1.68 
LEVEL 62 MSUO308 MASS STORAGE UNIT GPERATIGN ADD1 AYO2ZA fe) REF, cele) 
L66/68/DPS 8 MSUQ500/0501 MASS STORAGE UNIT GPERATIGON AYOS 1 REF, 2.75 
L66/68/DPS8 MSU0800/0501 MASS STORAGE UNIT GPER ADD1 AYOSA 1 REF, 90 
L62 PRUO102/0202/0302 LINE PRINTER OPERATION AYOS e) REF. 1.92 
L62 PRUO102/0202/0302 LINE PRINTER OPERATION ADD1 AYOSA Le) REF, ,O0 
66/6000 3270 GRTS MAPPING MODULE USERS GUIDE AYO9~-00 'e) REF, 2.17 
DST6/S500 DISTRIBUTED SYSTEM TERMINAL FORM + TABLE REF CARD AY13 6) REF, 19 
LG6+66 FORMS SPECS/DHUO800/9800 + 234 DOCUMENT HNDLRS AY29 1 REF. 5.09 
66/DPS,68/DPS&DPS8 DATANETG6641/81/681/78 OPERATION MNL AY34 2 REF, 3,94 
66/DPS,68/0PS+DPS8 DATANET6641/81/61/76 OP MNL ADD1 AY3S4A 2 REF, ,00 
L6 SITE PREPARATION MNL 71010208-300 AY52 2 INST 18,20 
L6 SITE PREPARATION MANUAL 71010208-301 AYS2A 2 INST 1,70 
PPS OPERATORS QUICK REFERENCE GUIDE AY63 1 REF. 4,92 
LEVEL 62 RPG LISTING DECODER REF CARD AY67-01 1 REF, 59 
L62 GCOS COBOL MACRO PROCESSOR USER GUIDE SROS00 AY71-00 ¢) REF, 12,37 
L62 GCOS COBCL MACRO PROCESSOR USER GUIDE O600 ADD 1 AY71-0O0A a REF, 00 
L62 TRANSACTION PROGRAM SYSTEM 0600 AY72-02 2 REF. 33,84 
L62 TRANSACTIGN PROGRAM SYSTEM MNL 0610 AY72-03 3 REF. 26,23 
L62 REMOTE TEXT EDITOR (RTE6G2) USER'S GUIDE SROSOO AY76-01 1 REF, 10,20 
L62 REMOTE TEXT EDITOR USERS GD O&800 ADD 1 AY76-Q1A 1 REF, tole) 
L62 REMOTE TEXT EDITOR USERS GD O600 ADD 2 AY76-01B 1 REF, ile) 
SERIES 60 RBT 6/302 USERS GUIDE AY79-00 0 REF, 19.93 
LEVEL 62 SALES ORDER PROCESSING HANDBOOK AY80 fe) REF. 57,65 
LEVEL 62 SALES GRDER PROCESSING HANDBOGK ADDENDA AY80A fe) REF. ,00 
LEVEL 62 SALES GRDER PROCESSING HANDBOGK ADDENDA AY80B 6) REF, ,00 
LEVEL 62 SALES ORDER PROCESSING HANDBOOK ADDENDA AY8O0C 0 REF, 00 
PAGE PRINTING SYSTEM OS/2000 SUPPORT SROSO1 AY82-00 fe) REF, 8,23 
L64/66/68 CRUO3O01/0501 CARD READER OPERATION REF MNL AY83 1 REF, 2,94 
L64/66/68 CRUO301/0501 CARD READER OPERATION REF MNL AY83A 1 REF, 00 
L64/66/68 CRUO301/0501 CARDREADER OPERATION REF MNL AY83B 1 REF. ,00 
LEVELS 62864 PRUO0440/0640/0840 PRINTER GPERATION MNL AY84 fe) REF, 3.92 
LEVELS62+64 PRUO440/0640/0840 PRINTER OPER MNL ADD1 AY84A fe) REF . ,00 
L68 MULTICS SYSTEM PROGRAMMING TOOLS 8.0 AZ03-01 1 REF, 17.28 
PRU1001/2 TWU1001/2 TELEPRINTER TERMINALS OPERATION AZ26 1 REF. 2,41 
PRU1001/2 TwWV1001/2 TELEPRINTER TERMINALS GPER ADD1 AZ26A 1 REF, ,00 
PRU1003/5 & TWU1003/5 TELEPRINTER TERMINAL GPERATIGON AzZ27 Le) REF, 3,38 
PRU1003/1008 TELEPRINTER TERMINALS OPERATIGN ADD1 AZ27A fe) REF. a0 
PRU1901 TWU1901 SYNCHRONGUS PRINTER TERMINAL OPERATION AZ29 fe) REF. 4.35 
PRU1901 TWV1008 SYNCHRONGUS PRINTER TERM OP ADD1 AZ29A fe) REF, 00 
L68 MULTICS LOGICAL INQUIRY UPDATE SYSEM REF MNL AZ49-00 0 REF. 3,84 
L68 LOGICAL INQUIRY AND UPDATE SYSTEM REF MNL 8.1 AZ49-02 2 REF. 5.28 
L6 TECHNICAL NOTE#76-001 A2Z52-00 0 REF. .00 
L6. TECHNICAL NOTE#77-001 AZ53-00 ce) REF. oo 
L61 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK AZ59 fe) REF. 32.76 
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L61 GENERAL LEDGER SYSTEM HANDBOOK AZ60 i) REF 22.27 
L61 GENERAL LEDGER SYSTEM HANDBOGK ADD 1 AZ60A Qo REF, .00 
L66 TAPE TESTING SYSTEM USERS GUIDE AZ74-00 9) REF. 4.37 
L6 MASS STORAGE SUBSYSTEM GPERATIGN AZ78 1 REF. 3.50 
L6& MASS STORAGE SUBSYSTEM GPERATIGN ADD! AZ78A 1 REF. 00 
L68 MULTICS WORDPRS REF GD 7.0 AZ98-01 1 REF, 12.00 
L68 MULTICS WORDPRO REF GD 8.0 ADDENDA AZS8-O1A 1 REF, 00 
SERIES 200 TAPE HANDLING ROUTINE B AND C BA10 Oo REF, 8.43 
SERIES 200 SITE PREPARATION MANUAL BA16 i?) REF. 20.82 
SERIES 200 SITE PREPARATION MANUAL ADD 1 BA16A ie) REF. .00 
2000/2000 281-2B/285-2B COMMUNICATION CONTROL AND ADAPTER BA3& ie) REF, 4.50 
200/2000 281-2B COMMUNICATIGN CTRL + ADAPTER ADD1 BA38A i?) REF. oo 
SERIES 200 MOD 1 TR COBOL COMPILERS D AND H BA40 19) REF, 15.71 
200 PROGRAMMERS REF MNL (MODELS 200-4200 BA8S 1 REF, 27.90 
200 PROGRAMERS REF MAN MODELS 200-4200 ADD1 BASSA 1 REF. 00 
SERIES 200 EQUIPMENT OPERATORS MANUAL MODELS 120/120-6/125 BB47 ie) REF. 11.78 
SR 200 EQUIP OPERATORS MNL MOD 120/120-0/128 ADD1 BB47A QO REF. ,00 
SERIES 200 MOD 1 TR LINEAR PROGRAMMING SYSTEM H BB72 ie) REF. 7.16 
SERIES 200/2000 214-1 CARD PUNCH Bco3 ie) REF, 3.32 
SERIES 200/2000 214-1 CARD PUNCH ADD2 BCO3B 0 REF 00 
SERIES 200 214-2 CARD READER/PUNCH BCO4 ie) REF. 3.51 
SERIES 200 214-2 CARD READER/PUNCH ADD1 BCO4A 0 REF . ,00 
SERIES 200 CONTROL PANELS AND CONSOLES MODEL 200 TO 4200 BCOS ie) REF. 8.23 
SER 200 CONTROL PANELS + CONSGLED MOD 200-42 ADD! BCOBA ie) REF. 00 
SERIES 200 204B-11/16/21/22 MAGNETIC TAPE UNITS BC37 1°) REF. 4.50 
SER 200 204B-11/16/21/22 MAG TAPE UNITS ADD2 BC37B .e) REF. »00 
200/2000 MAGNETIC TAPE UNITS 204B-1 THROUGH-9 BC38 ie) REF . 5.48 
200/2000 MAG TAPE UNITS 204B-1 THROUGH -9 ADD! BC3BA ie) REF. Paolo) 
SERIES 200 223 AND 223-2 CARD READERS BC39 ie) REF. 4,11 
SER 200 223 AND 223-2 CARD READERS ADD1 BC39A ie) REF. 00 
SERIES 200/2000 DIRECT-ACCESS DEVICES AND CONTROLS BC45 1 REF . 17.27 
SER 200/2000 DIRECT ACCESS DEVICES + CONT ADD! BC45A 1 REF. 00 
BASIC OPERATING TECHNIQUES SERIES 200 EQUIP PI TEXT SUPP Bc8s4 ie) INST 14.52 
2000/2000 MOD 1 MSR SUPERVISGR Bc94 ie) REF, 9.81 
200/2000 MOD 1 MSR PROGRAM DEVELOPMENT SUBSYSTEM BC95-02 2 REF. 22.44 
SERIES 200 MOD 1 MSR DATA MANAGEMENT SUBSYSTEM BC96 1 REF 22.27 
200/2000 MOD 1 MSR UTILITY ROUTINES BC97-01 1 REF , 22.06 
200/2000 MOD 1 MSR GPERATING PROCEDURES BCSs8 ie) REF , 17,69 
MICR ENTRY AND DATA COLLECTION PROGRAMS IMPLEMENTATION GUIDE BDoOS ie) REF 18,07 
SERIES 200 MOD 1 MSR DISK LIBERATION SYSTEM BD5S2 ie) REF 22,80 
SERIES 200 DISK LIBERATIGN SYSTEM DATA MANAGEMENT BDS3 ie) REF 12,56 
200/2000 MOD 1 MSR COBOL COMPILER C BD60-00 ie) REF. 13,09 
SERIES 200 MOD 1 TR OR MSR COBGL COMPILERS F AND ! BD78 ie) REF. 24.75 
SERIES 200 MOD 1 TR GENERAL-PURPOSE SIMULATOR K BDS5 ie) REF. 22.65 
MOD 1 MSR MASS STORAGE SYSTEM GENERATION INSTRUCTION BE43 1 REF, 4.70 
2000/2000 MOD 4 OPERATORS GUIDE BF27 1?) REF. 30,79 
200/2000 MOD 4 UTILITY PROGRAMS BF28 1 REF 23.03 
200/2000 MOD 4 UTILITY PROGRAMS ADD 1 BF28A 1 REF , ,00 
2007/2000 MOD 4 ASSEMBLER BF3O 0 REF. 18.45 
200/2000 MOD 4 ASSEMBLER ADD 3 BFSOCc i¢) REF. oo 
200/2000 MOD 4 ASSEMBLER ADD 4 BF30D Qo REF, 00 
SERIES 200/2000 MGD 4 EASYCODER BF33 Q REF. 19,93 
SERIES 200/2000 MOD 4 EASYCODER ADD 1 BFS33A e) REF. mele) 
SERIES 200/2000 MOD 4 EASYCODER ADD 2 BF33B 0 REF. oo 
SERIES 200/2000 MOD 4 EASYCODER ADD 3 BF33C ¢) REF. 00 
2000/2000 MOD 4 SORT PROGRAMS BFS6 0 REF, 11.78 
200/2000 MOD 4 SGRT PROGRAMS ADD 1 BFS6GA i¢) REF, 00 
200/2000 MOD 4 SORT PROGRAMS ADD 2 BFS6B fe) REF, tele) 
2007/2000 MOD 4 COMMUNICATIONS DEVICE HANDLER GUIDE BHOS8 0 REF. 14,52 
200/2000 MOD 4 COMMUNICATIONS DEVICE HANDLER GUIDE ADD 1 BHOBA 0 REF. 00 
200/2000 MOD 1 MSR COBOL COMPILER AMERICAN NATIGNAL STANDARD BH64 2 REF, 26,53 
SERIES 200 MODEL 8200 WORD PROCESSOR PROGRAMMERS REF MANUAL BH78 ie) REF. 23,61 
SERIES 200 MODEL 8200 WORD PROCESSOR PROG ADD! BH78A fe) REF, ele) 
SERIES 200 MODEL 8200 CHARACTER PROCESSOR PROGRAMMERS REF MA BH8O0 ie) REF, 21.56 
SERIES 200 MODEL 8200 CHARACTER PROC PROG ADD! BH8OA i@) REF, 00 
200/2000 MOD 1 MSR FORTRAN COMPILER F DISK BH82 1 REF. 24,88 
SERIES 200 MODELS 115-115/2 PROGRAMMERS REFERENCE MANUAL BJO} ie) REF, 23,18 
SER 200 MODELS 115-115/2 PROG REF MAN ADD1 BJOTA QO REF. ,00 
200/2000 MOD 4 SYSTEM GENERATION BJO9-00 Q REF. 33,00 
200/2000 MOD 4 SYSTEM GENERATION ADD 1 BJO9-00A ie) REF. 00 
SERIES 200 222-7 PRINTER AND CONTROL ADD1 BJ23A ie) REF. 00 
SERIES 200 63/200 ANS 1 COBOL COMPILER BJ45 ie) REF. 23.70 
SERIES 200/2000 MOD 4 ANSI COBOL COMPILER BJ6O Q REF. 28,55 
SERIES 200 MODEL 115 EQUIPMENT OPERATORS MANUAL BJ51 i¢) REF. 14.74 
SERIES 200 MODEL 115 EQUIPMENT OPERATORS MANUAL ADD1 BJG1IA ie) REF , Qo 
SERIES 600/6000 FORTRAN 8/F BJ67 1 REF. 21,99 
SERIES 600/6000 COBOL POCKET GUIDE 6/D BJ68-01 1 REF. 4.34 
600/6000 GCOS. CONTROL CARDS AND ABORT CODES POCKET GUIDE BJ6S 2 REF. 4,96 
SERIES 200 204D-1/3/5 MAGNETIC TAPE UNIT BKO2 ie) REF. 9,81 
SERIES 200 204D-1/3/5 MAGNETIC TAPE UNIT ADD1 BKO2A ie) REF. vel) 
SERIES 600/6000 GMAP MACRO ASSEMBLER PROGRAM 8/F BN8sS 2 REF, 35,90 
SERIES 6000 BMD STATISTICAL PROGRAMS REF MNL BP82 2 REF. 7.85 
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66/6000 SIMSCRIPT REF MNL 
66/6000 SIMSCRIPT REF MNL 


600 GCOS ROLLCALL CORE ALLOC + GPERATGR INTRFC SMD 8,0 


SERIES 600/6000 TIME-SHARING BASIC 8/F 
SERIES 600/6000 FILE SYSTEM 6/D 

SERIES 600/6000 TIME-SHARING TEXT EDITOR 8/F 
600/6000 INTERGRATED DATA STGRE 1-D-S 7/E 
SERIES 600/6000 TIME-SHARING FORTRAN 7/E 
600/6000 FORTRAN SUBROUTINE LIBRARIES 8/F 


600/6000 GCOS TIME-SHARING TERMINAL/BATCH INTERFACE 


600/6000 DATANET 355 FRONT-END NETWORK PROCESSOR 
SERIES 600/6000 JOVIAL MANUAL 7/E 

6000/6000 JOVIAL MANUAL 8F ADD 1 

SERIES 600/6000 COBOL REFERENCE MANUAL 6/D 

SERIES 600/6000 COBOL USERS GUIDE 6/D 

SERIES 6000/6000 ALGOL 7/E 

SERIES 1640 MINI MANUAL 

6000/6000 DATANET 355 SIMULATOR REFERENCE MANUAL 7/E 
SYSTEM 700 VERIFICATION SERVICE LIBRARY 

SERIES 200 281-2BSC CONTROL + 285-2BSC ADAPTER 
SERIES 200 281-2BSC CONTROL & 285-2BSC ADAPTER ADD! 
COMPUTER SUPPLIES CATALOG AND PRICE LIST 

SERIES 200 286-6/7 MMMC COMMUNICATION CONTROL 

SER 200-6/7 MMMC COMMUNICATIONS CONTROL ADD1 


GCOS6 
GCOS6 
GCOS6 
GCOoS&6 
GCOS6 
GCOS6 
6coss 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
@COoS6 
GCOS6 
GCOS6 
6cosé 
GCoSs6 
GCcas6 
GCOS6é 
GCOS6 
GCOS6 
6C6S6 
e6coaseé 
eCcaS6 
GCOoSs6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
e6cosée 
GCOS6 
@cosE 
6coss 
ecoss 
G6COS6 
GCOS6 
BCOS6 
GCOS6 
GCOS6 
@cosése 
GCOS6 
6COSG 
GBCOS6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
GCOS6 
ecass 


PROGRAM PREPARATION M&D400/0100 

PROGRAM PREPARATION MO&D400/0100 ADD 1 

PROGRAM PREPARATIGN MOD400/0110 

PROGRAM PREPARATION MGD400/120 MOD600/100 
PROGRAM PREPARATION MGD400/120 M@&DG600/100 ADD 1 
PROGRAM PREPARATION ADDENDA 

PROGRAM PREPARATION MGD400/0200 

COMMANDS M&D400/0110 

CSMMANDS M&O 400/110 ADD 1 

COMMANDS M&D400/120 MGD6O0/100 

COMMANDS MO&DGOO0/0110 

COMMANDS MO&D400/0200 

COMMUNICATIONS PROCESSING M&D400/0100 
COMMUNICATIONS PROCESSING M®&D400/0110 
COMMUNICATIONS PROCESSING MO&D400/120 M&p6o0/100 
COMMUNICATIONS PROCESSING MO&D600/110 ADD 1 
COMMUNICATIONS PROCESSING M&D400/0200 
SORT/MERGE M&D400/0100 

SORT/MERGE MGD400/0110 

SORT/MERGE MO&D200/0100 ADD 2 

SORT/MERGE MOD200/100 MO&D400/120 M&D6A0/100 
SORT/MERGE 0400 ADDENDA 

SORT/MERGE MGD200/400 0400 

SORT/MERGE MO&D400 0600 

DATA FILE MGD400/0100 

DATA FILE M&0400/0110 

DATA FILE MOD400/0110 ADD 1 

MOD2/4/600 DATA FILE SR100/120/100 
MOD2/4/600 DATA FILE SR/00/120/100ADD1 

DATA FILE GRGANIZATIGON & FORMATS 

DATA FILE GRGANIZATION + FORMATS M&D400/0200 
SYSTEM MESSAGES M&D400/0100 

SYSTEM MESSAGES MO6D400/0110 ADD 1 

SYSTEM MESSAGES M6D400/0120 M&D600/0100 
SYSTEM MESSAGES 

SYSTEM MESSAGES M6D400/0200 

ASSEMBLY LANGUAGE M&D400/0100 

ASSEMBLY LANGUAGE REF MNL SRO110 

ASSEMBLY LANGUAGE MOD400/120 MO&D600/1G00 ADD 1 
ASSEMBLY LANGUAGE ADDENDA 

ASSEMBLY LANGUAGE REF MNL M@D400/200 
ASSEMBLY LANGUAGE REF MNL M&D400/200 

SYSTEM SERVICE MACRO CALLS MO6D400/0100 
SYSTEM SERVICE MACRO CALLS MOD400/0110 
SYSTEM SERVICE MACR@ CALLS MOD400/120 600/100 
SYSTEM SERVICE MACRG& CALLS M&D600/0110 ADD 1 
SYSTEM SERVICE MACRO CALLS M&D400/0200 

RPG REFERENCE MNL 0100 

RPG REFERENCE MNL 0110 ADD 1 

RPG REFERENCE MNL 0400 

INTERMEDIATE COBOL M&D400/0100 

INTERMEDIATE COBOL REF MNL S$RO110 
INTERMEDIATE COBOL MGD400/120 MODGO0/100 ADD 1 
INTERMEDIATE COBOL 0300 ADDENDUM 

BASIC REF MNL MOD200/400 0110 

MOD 200/400 ENTRY-LEVEL COBGL REF MNL 0100/0120 
ENTRY-LEVEL COBOL REF MNL M&D200/400 a210 
MSD 400/600 FORTRAN REFERENCE MNL 0120/0100 
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CBO1-00A 
CBO1-01 
CBO01-02 
CBO1-02A 
CBO1 -02B 
CBO1-02C 
CBO2-01 
CBO2-O1A 
CB02-02 
CB02-03 
CBO02-04 
CBO3-00 
CBO3-01 
CB03-02 
CBO3-02A 
CBO3-03 
CBO4-00 
CBO04-00A 
CBO4 -OOB 
CBO4-01 
CBO4-O1A 
CBO4-01B 
CBO4-01C 
CBO5-00 
CBO5-01 
CBOS-O1A 
CBO5-02 
CBO5-02A 
CBOS-03 
CBOS-04 
CBO6-00 
CBO6-00A 
CBO6-01 
CBO06-02 
CBO6-03 
CBO7-00 
CBO7-01 
CBO7-O1A 
CBO7-01B 
CBO7-01C 
CBO7-01D 
CBO8-00 
CBO08-01 
CBO8-02 
CBO8-O02A 
CBO8-02B 
CBOs-00 
CBO9-00A 
CBOS-01 
CB10-00 
CB10-01 
CB10-O1A 
CB10-O1B 
CB11-00 
CB12-00 
CB12-Q0A 
CB13-00 
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MARKETING PUBLICATIGNS 


G@COS6 FORTRAN REFERENCE MNL MO&D400/0200 CB13-00A 0 REF, 00 
GCOS6 ADVANCED COBOL 4000/0120 6000/0100 CB14-00 O° REF. 30.89 
GCOS6 ADVANCED COBOL REF MNL 0200 CB14-00A ie) REF. oo 
GCOS6 ADVANCED COBGL 0100 CB15-00 ie) REF. 6,28 
GCOS6 ADVANCED COBSL REFERENCE GD 2.0 CB15-01 1 REF. 2.96 
GCOS6 1DS/11 REFERENCE CARD M& 0600 SRO100 CB16-00 0 REF, 2.26 
GCGS6 BASIC QUICK REFERENCE GUIDE 1.0 CB17-00 ie) REF, 4.13 
GCOS6 ADVANCED FORTRAN REFERENCE MNL MOD400/0200 CB18-00 ie) REF, 20.82 
GCOS6 ADVANCED FORTRAN REFERENCE MNL MOD400/020/ CB18-00A Oo REF. 00 
GCOS6 MOD 400 SYSTEM CONCEPTS SRO100 CB20-00 fe] REF. 14,60 
GCOS6 MOD 400 SYSTEM CONCEPTS SRO110 ADD 1 CB20-00A ie} REF. .00 
GCOSG MOD 400 SYSTEM CONCEPTS 012060 ADD 2 CB20-008 0 REF, 00 
GCOS6 MOD 400 SYSTEM CONCEPTS 0121 ADD 3 CB20-00C 0 REF. 00 
GCOSG SYSTEMS CONCEPTS MOD400/0200 CB20-01 1 REF, 11,34 
GCOSG MOD 400 PROGRAM EXECUTIGN & CHECKOUT SRO100 CB21-00 ie) REF. 16.56 
GCOS6 MOD 400 PROGRAM EXECUTIGN & CHECKGUT SRO110 ADD! CB21-O0A Oo REF, .00 
GCOSG MOD 400 PROGRAM EXECUTIGN & CHECKOUT 0120 ADD 1 CB21-00B ie) REF. 00 
GCOSG PORGRAM EXECUTION + CHECKOUT MOD400/0z200 CB21~-01 1 REF, 19.28 
GCOS6 MOD 400 SYSTEMS BUILDING SRO110 CB23-01 1 REF. 26.13 
@COS6 MOD 400 SYSTEM BUILDING 0120 ADD 1 CB23-01A 1 REF. oo 
GCOSG SYSTEM BUILDING MG&D 400 120 ADD 2 CB23-01B 1 REF. oo 
GOCS6 SYSTEM BUILDING M&D400/0200 CB23-02 2 REF, 32.11 
GCOSG SPERATOR GD MOD400/0100 CB24-00 ie} REF, 10.26 
GCOS6 GPERATOR GD MG&D400/0110 ADD 1 CB24-00A ie) REF. oo 
GCOS6 MOD 400 GPERATORS GUIDE 120 CB24-01 1 REF. 11.18 
GCOSG OPERATORS GUIDE M&D400/0200 CB24~-02 2 REF . 12.22 
CGOS6 MOD 400 FORTRAN REF MNL $SRO100 CB25-00 ie) REF, 30.19 
GCOS6 MOD 400 ENTRY-LEVEL COBOL SRO100 CB26-00 ie] REF. 25.34 
GCOS6 PROGRAMMERS POCKET GD 4000/0100 CB27-00 ie) REF. 4.56 
GCOS6 PROGRAMMERS POCKET GD400/0120 CB27-01 1 REF, 5.94 
GCOSG PROGRAMMERS POCKET GD MOD 400 CB27-02 2 REF, 9.43 
GCOS 6 MO&D400 MASTER INDEX CB26-01 1 REF, 23.12 
LG REMOTE BATCH FACILITY USER SD SRO100 CB30-00 ie} REF, 14,60 
L6 REMOTE BATCH FACILITY USER GD $RO110 ADD 1 CB30-00A 1¢] REF. oo 
L6 M&D 400 REMOTE BATCH FACILITY USERS GD 0120 ADD 2 CB30-00B Q REF. oo 
GCOS6 REMOTE BATCH FACILITY USERS GUIDE MGD400/0200 CB30-01 1 REF. 13.80 
LG DATA ENTRY USER GD M&D400/0100 CB31-00 o REF. 18.42 
L6 DATA ENTRY FACILITY USER GD SRO110 CB31-O1 1 REF. 23,658 
L6 DATA ENTRY FACILITY USERS GUIDE 120 ADD 1 CB31-O1A 1 REF. 00 
GCOS6 DATA ENTRY FACILITY USERS GUIDE M@D400/0200 CB31-02 2 REF, 32.86 
L& DATA ENTRY FACILITY GPERATORS QUICK REF @D ©0120 CB32-01 1 REF. 6.768 
L6 TG L6 FILE TRANSMISSION USER GD M&D400/0100 CB33-00 i?) REF. 3.68 
L6 TS L6 FILE TRANSMISSIGN USER GD M6D400/0120 CB33-01 1 REF. 3.93 
L6 T&G L6 FILE TRANSMISSION USER 6D M&D400/0120 ADD 1 CB33-O1A 1 REF. 00 
L6 TS L6 FILE TRANSMISSIGN USER GD CB33-01B 1 REF. 00 
L6 TO L62 FILE TRANSMISSION USER GD M&D400/0100 CB34-00 6 REF, 6.11 
LG TG L62 FILE TRANSMISSION USER GD MOD400/0100 ADD 1 CB34-00A ie) REF, oo 
L6 TO L62 FILE TRANSMISSIGN USER GOD M&D400/0110 ADD 2 CB34 -00B ie] REF, oo 
L6 TG L62 FILE TRANSMISSIGN USER GD M6D400/012¢ CB34-01 1 REF, 5.26 
L6 TO L64 (NATIVE) FILE TRANSMISSION USER GD SRO100 CB35-00 ie) REF. 6.08 
L6 TO L64 (NATIVE) FILE TRANSMISSION USER GD SRO110 ADD 1 CB35-00A Le) REF. 00 
L6 TO L64 (NATIVE) FILE TRANSMISSIGN USER GD 0120 AD 2 CB35-O0B ie) REF, 00 
LG TO L64(NATIVE) FILE TRANSMISSION USER GD 3.3 CB35-00C 2] REF, 00 
L6 TO L66 FILE TRANSMISSION USER GD MOD400/0100 CB36-00 ie} REF, 4.73 
L6 TG L66 FILE TRANSMISSIGN USER GD SRO110 CB36-01 1 REF. 4.90 
L6 TG L66 FILE TRASMISSIGN USER GD 0120/0100 ADD 1 CB36-O01A 1 REF. 00 
L6 TO L66 FILE TRANSMISSION USER GUIDE 0302 ADD 2 CB36-01B 1 REF. 00 
L6 TO 200/0 FILE TRANSMISSION USER GD SRO100 CB37-00 ie} REF, 6.08 
L6 TO 200/0 FILE TRANSMISSION USER GD $RO110 CB37-00A ie) REF, ,00 
L6 TO BSC2780/3780 FILE TRANSMISSION USER GD MtiD400/0100 CB38-00 ie) REF, 3.68 
L6/BSC 2780/3780 FILE TRANSMISSIGN USER GUIDE ©0110 CB38-01 1 REF. 4,25 
L6/BSC 2780/3780 FILE TRANSMISSION USER GD ADD! CB38-O1A 1 REF, ,00 
L6/BSC 2780/3780 FILE TRANSMISSION USER GD ADDe CB38-01B 1 REF , , 00 
L6/BSC 2780/3780 FILE TRANSMISSION USER GD ADD3 CB38-01C 1 REF , ,00 
L6 TO L64 (EMULATOR) FILE TRANSMISSION USER GD SRO100 CB39-00 ie) REF, 6,08 
L6 TO L64 (EMULATOR) FILE TRANSMISSION USER GD 0110 ADD! CB39-00A oO REF, 00 
L6 2780/3780 WORKSTATION USER GD MO&D400/0110 CB40-00 QO REF. 3.63 
L6 2780/3780 WORKSTATIGN FACILITY USERS GD 120/100 CB40-01 1 REF. 4,29 
GCOS6 2780/3780 WORKSTATION FACILIYT M&D400/0200 CB40-02 2 REF, 4,55 
LG HASP WORKSTATION USER GD MGD400/0110 CB41-00 Oo REF 3.90 
LG HASP WORKSTATION FACILITY USERS GUIDE 0100/0120 CB41-01 1 REF , 6.72 
L&6 TO L6G HOST RESIDENT FACILITY USERS GD M400/0100 CB42-00 Q REF, 4.58 
L6 TG L66 HOST RESIDENT FACILITY USERS GD CB42-01 1 REF, 7.08 
L6é T&S L66 HOST RESIDENT FACILITY USERS GD M&D4c10/0100 CB42-02 2 REF 7.48 
L6 INTERACTIVE FUNCTION USER GUIDE 0120 CB44-00 ie) REF, 10.17 
L6 INTERACTIVE FUNCTION USERS GUIDE CB44-00A Oo REF. .00 
L6 3270 INTERACTIVE FACILITY USERS GUIDE CB48~-00 o REF, 5, 09- 
GCOSG MOD 600 SYSTEM CONCEPTS 0100 CBS50-00 ie} REF, 18.63 
GCOSG MOD 600 SYSTEM CONCEPTS 0110 CBS0-01 1 REF. 14.28 
GCOSG MG&DGOO PROGRAM EXECUTION + CHECKGUO010G CB51-00 ie] REF, 8.21 
GCOS6 MOD 600 PROGRAMEXECUTIGN + CHECKSUT 0110 CB51-01 1 REF 10,93 
GCOS6 MOD 600 PROGRAMMERS GUIDE 0100 CB52-00 ie) REF 25.71 
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MARKETING PUBLICATIONS 

GCOS6 MOD 600 PROGRAMMERS GUIDE 0100 CB52-00A o REF, oo 
GCOS6 MOD 600 SYSTEM BUILDING 0100 CB53-00 fe) REF. 11.39 
@COS6 MOD 600 SYSTEM BUILDING 0110 CB53-01 1 REF. 27,04 
GCOS6 MOD 600 SYSTEMS BUILDING 1-1 CB53-O01A 1 REF. 00 
GCOS6 MODGOO ADMINSTRATORS GUIDE 0100 CB54-00 Q REF. 15.35 
GCOS6 MOD6OO ADMINISTRATORS 0110 CB54-01 1 REF, 15.81 
GCOS6 MOD 600 TRANSACTION DRIVEN SYSTEM 0100 CB55-00 0 REF, 19,67 
GCOSG MOD 600 TRANSACTION DRIVEN SYSTEM 0110 CB55-01 1 REF, 25.34 
@COSG MOC 600 I1-D-S/I!I DATA BASE ADMINISTRATOR 0100 CB56-00 ie) REF. 16.91 
GCOSG MOD 600 !-D-S/I!I USER'S GUIDE 0100 CB57-00 0 REF, 15.33 
GCOS6 MODGO0O OPERATORS GUIDE 110 CBS8-01 ie} REF 13.09 
GCOS6 MOD 600 MASTER INDEX CB59-00 0 REF. 20.63 
LEVELS 66868 MTUO610 MAGNETIC TAPE UNIT OPERATION CB64 1 REF, 4,29 
LEVELS 66 + 68 MTUOG610 MAG TAPE UNIT OPER ADD! CB64A 1 REF. mole) 
L6& CDU9114/15/16 CARTRIDGE DISK GPERATON REF MNL CB65 1 REF. 2,26 
L6 CDU9114/15/16 CARTRIDGE DISK OP MNL CB65A 1 REF, mele) 
L6 CDU9114/15/16 CARTRIDGE DISK OP MNL . CB65B 1 REF. ,00 
L6 PRU9103/04/05/06/08/09 LINE PRINTER OPERATION MNL CB66 1 REF. 2,88 
L6 PRU9103/04/05/06/08/09 LINE PRINTER OPERATION MNL CB66A 1 REF. oo 
L6 PRU9103/04/05/06/08/09 LINE PRINTER OP MNL ADD2 CB66B 1 REF. oo 
DATANETWORK SERVICES PRICE CATALOG CB76 3 REF. 1,37 
L6 TOTAL 6 DATABASE MANAGEMENT SYSTEM GUIDE CB77-00 ie) REF, 15,12 
L6 TOTAL 6 DATABASE MANAGEMENT SYSTEM CB77-00A Qo REF. , 00 
L6 TOTAL 6 DATABASE MANAGEMENT SYSTEM CB77-00B 0 REF. , 00 
L6 TOTAL 6 DATABASE MANAGEMENT SYSTEM CB77-00C ie) REF. ,00 
L6 PRUS112/9114 SERIAL PRINTERS OPERATION MNL CB&O fe) REF. 2,39 
L6 PRU9112/14 SERIAL PRINTERS OPERATION CB80A ie} REF. »00 
66/6000 MASS STORAGE UTILITY PACKAGE USER GD SI & 4J CB87-01 1 REF. 2.66 
66/6000 MASS STORAGE UTILITY PACKAGE USER GD 3I & 4J ADD 1 CB87-O1A 1 REF. ,00 
L6& PCUS101 CARD PUNCH & CCU9101 REASER PUNCH OP MNL CC17 oO REF, 4,35 
L6 PCU9101 CRD PNCH + CCU9101 RDR/PNCH CC17A ie) REF. mele) 
L& DKU9103/9104 CRT KEYBOARD CONSOLES REF MNL ccis8 1 REF. 3.92 
L6& DKU9103/9104 CRT KEYBOARD CONSOLES CC18A 1 REF. 00 
L66 RESOURCE RETRIEVAL SYSTEM USER GUIDE CO26 Q REF, 6.66 
PPS BURROUGHS SUPPORT SRS.2 CC30-00 Q REF. 3.86 
L68 MULTICS BULK INPUT/OUTPUT 7.0 CC34-01 1 REF. 7.92 
L68 MULTICS BULK INPUT/GUTPUT 68.0 CC34-O1A 1 REF. .00 
L68 MULTICS BULK INPUT/OUTPUT 8.0 CC34-01B 1 REF, oo 
L62 GCOS SROSOO IMPLEMENTATION GUIDE cc40-00 ie) REF. 16.30 
L6 INFOG USERS GUIDE CC&4-02 2 REF. 7,82 
L6 INFOG6 USERS GUIDE CC54-02A 2 REF. oo 
VIP7800 USER'S REF MNL 71010760-200 Ccc60 1 REF. 23.41 
L6& MTUS109/10/14/15 MAG TAPE UNIT SPERATIGN REF MNL cCc61 ie} REF, 4.35 
L6 INFOG POCKET REF CARD CC62-01 1 REF. 56 
L6J PAYROLL SYSTEM HANDBOOK CC66 fe) REF. 41.72 
L64 PAYROLL SYSTEM HANDBOOK ADDENDA CC6E6A fe) REF. 00 
L64 PAYROLL SYSTEM HNDBK ADD 2 CC66B ie) REF. 00 
L64 PAYROLL SYSTEM HANDBBOK ccéeéc 0 REF, oo 
L64 PAYROLL SYSTEM HANDBOOK ADDENDA cc6é6D ie) REF, oO 
L68 MULTICS REPORT PROGRAM GENERATOR REF MNL MSR 6.0 cc69-00 ie) REF. 10.80 
L68 MULTICS FORTRAN USERS GUIDE 7.0 CC70-00 ie) REF . 8.64 
L68 MULTICS FORTRAN USERS GUIDE 8-0 cCC70-61 1 REF. 8,64 
L6 MINICOMPUTER HNOBK 23/33/43/47/63/57 CC71 fe) REF. 23,01 
L6 MINICOMPUTER HNOBK 23/33/43/47/83/57 CC7IA fe) REF. tol) 
L6 MINICOMPUTER HNOBK 23/33/43/47/83/87 CC71B ie) REF. .00 
200/0 234-13/14 MICR READER-SORTER GPERATION MNL CC72 ie) REF. 10.43 
200/2000 234-13/V4 MICR READER SORTER OP MNL ADD1 CC72A 0 REF. ele) 
L68 MAM RESOURCE CONTROL PACKAGE 7.0R CC74-00 0 REF, 4,68 
L68 MAM RESOURCE CONTROL PACKAGE 8.0 ADDENDA CC74-00A ie) REF, 00 
L68 MAM COMMUNICATIONS REF MNL 7-0 CC75-00 fe) REF, 2.86 
L68 MAM COMMUNICATIONS REF MNL 8,0 CC75-00A fe) REF. .00 
L6 TECHNICAL NOTE = 78-001 CC77-00 ie) REF, 5,37 
L64 MSU0402/04652 MASS STORAGE UNIT OPERATION ccgi 0 REF. 1,92 
L64 MSU0402/0452 MASS STORAGE UNIT OPERATION ADD1 CC9IA 19) REF. .00 
L68 MPM ~ COMMUNICATIONS 1/76 SR7.0 CC92-00 ie) REF. 7.20 
L68 MPM-COMMONICATIONS 1/6 8.0 CCS82-00A ie) REF. ,00 
L68 MULTICS TRANSACTIONAL PROCESSING REF MNL 7.0 CCS6-01 fe) REF. 5.76 
L62 PRUO306/0456/0656 PRINTER OPERATION cDO1 ie) REF. 3.02 
L62 PRUOSO0G/0456/0656 PRINTER GPERATION ADD1 CDOIA fe) REF. 00 
L& PROGRAMMER'S POCKET GUIDE cDO6 1 REF, 1,64 
L64 GENERAL LEDGER SYSTEM HANDBOOK cDOog 0 REF, 15.51 
L64 GENERAL LEDGER SYSTEM HANDBOOK ADD 1 CDO9A fe) REF. 00 
L64 GENERAL LEDGER SYSTEM HANDBOOK ADD2 CDOSB fe) REF, ,00 
L64 GENERAL LEDGER SYSTEM HANDBOOK cbogsc ie) REF. 00 
L64 FULL RANGE SITE PREP MNL cD1i7 0 REF, 20,37 
L64 FULL RANGE SITE PREP MANUAL ADD1 CDI7A Qo REF, .00 
L6 T+V MOD400/600 ONLINE OPERATOR GD 71010362-200 CD18 1 INST 9,75 
L6 DISPLAY FORMATTING & CONTROL M400/120M600/100 CD46-00 ie) REF. 17.71 
GCOS6 DISPLAY FORMATTING + CONTROL MO&0400/0200 CD46-01 1 REF, 18,48 
6COS6 MOD 200 SYSTEM CONCEPTS REF MNL 0100 CD47-00 ie) REF, 9,81 
GCOSG6 MOD 200 SYSTEM CONCEPTS REF MNL 0110 CD47-01 1 REF, 11,23 
GCOS6 MOD 200 APPLICATION DEVELOPMENT GD 0100 CD48-00 0 REF. 31.41 
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MARKET I 


6CcG 
6co 
6co 
eco 
6cG 
clots) 
LS 


TITLE 
NG PUBLICATIONS 
S6 MOD 200 APPLICATION DEVELOPMENT GUIDE 1,1 
S6 MOD 200 GPERATORS GUIDE 90100 
$6 MOD 200 OPERATORS GUIDE 1.1 
S6 MOD 200 HASP WORKSTATION FACILITY USERS GD 0100 
$6 MOD 200 L6/L6 FILE TRANSMISSIGN USER GD C100 
$6 MOD 200 L6/L66 FILE TRANSMISSION USERS GD 0100 
T+V CENTRAL SYST CPU(CPSTSE 71010705-100 
T+V CENTRAL SYST CPU(CPSS1/CRSL1) 71010706-200 
CENTRAL SYST T+V CPU EXECUTION TIMES 71010707-200 
T+V CENTRAL SYST CPU EXECUTIGN TIMES 71010707-200 
T+V CENTRAL SYST RTC/WDT(CPFS1/CPFL1)71010709-100 
T+V CENTRAL SYST OPTION SIP 71010710-100 
T+V CENTRAL SYST OPTION MEMORY SAVE 71010712-100 
T+V CENTRAL SYST OPTION WCS 71010713-200 
T+V INTERFACE OPTION INTERSYSTEM 71010714-100 
T+V INTERFACE OPTION GPI(G1$S1/GISL1)71010718-100 
T+V PERIPHERAL DEVICE CONSOLE 71010716-200 
T+V PERIPHERAL DEVICE CARDREADER/PCH 71010717-200 
T+V PERIPHERAL DEVICE PRINTER 71010718-100 
T+V PERIPHERAL DEVICE DISKETTE 71010719-100 
T+V PERIPHERAL DEVICE STORAGE MODULE 71010720-100 
T+V PERIPHERAL DEVICE CART DISK STGE 71010721-200 
T+V PERIPHERAL DEVICE 7 TRK TAPE NRZI71010722-100 
T+V PERIPHERAL DEVICE STRK TAPE NRZI 71010723-100 
T+V COMMUNICATION MLCP (MLCOS1/MLCL1) 71010724-100 
T+V COMMUNICATION TERM/AUTOCALL 71010725-100 
T+V COMMUNICATIGN PROC LINE ADAPTER 71010726-100 
T+V COMMUNICATION HDLC LINE ADAPTER 71010727-100 
T+V COMMUNICATION B/BND HDLC 71010728-100 
T+#V CRT VIP7800 (VIPS8/VIPL8) 7101069'7~200 


PPS CONTROL LANGUAGE + CONTROL BLOCK REF MNL 

PPS & PPS II CONTROL LANGUAGE AND CONTROL BLOCK MNL 
EQUAL/62 USER MANUAL MGUNTAIN SOFTWARE GROWERS 
EQUAL/62 USER MANUAL MOUNTAIN SOFTWARE GROWERS 
EQUAL/62 DEPENDENT SUBSYSTEMS PROGRAM DEVELG@PMENT MSG 
EQUAL/62 DATA CGLLECTIGN 

EQUAL/62 REMOTE PRINTER SUPPORT USER MNL(MSG) 

L6 T+V CENTRAL SYST CACHE (CMCS1/CMCL1) 71010698-100 
L6& T+V CENTRAL SYST GPT MAIN MEMORY PROM71010699-100 
L6 T+V COMM DEVICE BOOTSTRAP ADAPTER 71919701-100 
L6 T+V COMMUNICATION DLCP (DCMC1) 71010702-100 
L6 T+V COMMUNICATION CLA (DCMC2) 71010703-100 


L66 
L66 
L66 
L66 
L66 
L66 
L66 
L66 
L66 
L66 
L66 
L66 
L66 
L866 
L66 
L66 
L66 
L66 
L66 
Lé6 
L6é6 
L668 
L66 
L66 
L66 
L66 
L66 
L66 
L66 


cP 
CP 
cP 
cP 
cP 
cP 
cP 
cP 
cP 
cP 
cP 
cP 
cP 
cP 
cp 
cP 
cP 
cP 
CP 
cP 
cP 
cP 
cP 
cP 
cP 
cP 
cP 
cP 
cP 


-6 CONCEPTS & FACILITIES SRI 

-6 CONCEPSTS + FACILITIES BOO 
-6 TEXT REF MNL SR1 

-6 SORT & MERGE SR1 

-~6 COBOL REF MNL SR1 

6 COBGL REFERENCE MANUAL SRBOO 
-6 IDP REF MNL AOO 

-6 IDP REFERENCE MAN SRBOO 

~6 FORTRAN REF MNL SRI 

6 FORTRAN-77 REF MNL SRBOO 

-6 BASIC REF MNL SRI 

-6 BASIC REF MNL SRBOO 

-6 MONITOR SERVICES REF MNL SR1 
-6 OPERATIGNS REF MNL SRi 

-6 1-D-S/I1 REF MNL SRI 

-6 1-D-S/11 REF MAN SRBOO 

-6 I-D-S/I1I DATA BASE ADM SR1 
-6 I1-D-S/II DATA BASE ADM REF MAN SRBOO 
-6 RPG II REF MNL SR1 

-6 APL REF MNL SR1 

-6 DELTA REF MNL SRI 

-6 PROGRAMMERS REF MNL SR1 

-6 SYSTEM SUPPORT REF MNL SR1 
-6 POCKET GUIDE AOoO 

-6 COMMON INDEX SR1 (A00) 

-6 PL6 REFERENCE MANUAL SRBOO 
-6 PRIMER AOQO 

-6 COBGL PROGRAMMER BUIDE SR 1 
-6 FORTRAN PROGRAMMER GUIDE SR 1 (A00) 


CP-G TEXT PROCESSING REFERENCE MANUAL 
MSUO0390 OPERATION MNL 


L62 
L62 
L64 
L64 
L64 
L64 
L.64 
L64 
L64 
L64 


MS 


UO380 GPERATION MNL ADD! 


ACCOUNTS RECEIVABLE SYSTEM HANDBOOK 

ACCOUNTS RECEIVALBE SYSTEMS HANDBOOK ADO 1 
ACCOUNTS RECEIVABLE SYSTEM HANDBOOK 
PRUO457/P657/0857/1107 PRINTER GPERATION MNL 
PRUO457/P657/0857/1107 PRINTER GPERATION ADD1 
ACCOUNTS PAYABLE SYSTEMS HANDBOSK 

ACCOUNTS PAYABLE SYSTEMS HANOBOGK ADDI 
ACCOUNTS PAYABLE SYSTEMS HANDBOOK ADD2 
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ORDER 


NS. 


CD48-01 
CD49-00 
CD49-01 
CD50-00 
CD51-00 
cD52-00 
CD57 
CD88 
CD59 
CD60 
CD62 
CD63 
CD64 
CD65 
CD&6 
CD67 
cD68 
cDE9 
CD70 
CD71 
cbd72 
CD73 
CD74 
CD75 
CD76 
CD77 
CD78 
cD79 
CD80 
cp82 
CD87-00 
CD87-01 
CEO07-00 
CEO7-01 
CE08-00 
CEO9-00 
CE10-00 
CE11 
CE12 
CE14 
CE1S 
CE16 
CE26-00 
CE26-01 
CE27-00 
CE28-00 
CE29-00 
CE29-01 
CE30-00 
CES0-01 
CE31-900 
CE31-01 
CE32-00 
CE32-01 
CE33-00 
CE34-00 
CE35-00 
CE35-01 
CE36-00 
CE36-01 
CE37-00 
CE38-00 
CE39-00 
CE40-00 
CE41-00 
CE42-00 
CE43-00 
CE44-00 
CE45-00 
CE46-00 
CE47-00 
CE48-00 
CE84 
CE84A 
CE94 
CES4A 
CE94B 
CE95 
CESBA 
CE99-01 
CES9-O1A 
CES9-01B 


—“—--oOo0q00q0Q 0000000 O0000000-0-000-0-0-0-000-000000000-0-0—-0000000—-000--00-0-00--0000-0- 


1/81 
AB81-11A 


MARKETING PUBLICATIONS 


L64 ACCOUNTS PAYABLE SYSTEMS HANDBOOK ADDS 

L6 CDU 9101/2/3/4 CARTRIDGE DISK UNIT OP REF MNL 
L6 CDU9101/9102/9103/9104 CART DISK UNIT GPER ADD! 
L6 DIU 9101/2/3/4 DISKETTE UNIT OPERATION REF MNL 
L6 01U9101/02/03/04 DISKETTE UNIT GP 

L64 MSUO350 MASS STORAGE UNIT GPERATIGN 

L64 MSUO350 MASS STORAGE UNIT GPERATION ADD1 

L6 MTU9104/05/12/13 MAG TAPE UNIT OP REF MNL 

LG MTU9104/05/12/13 MAG TAPE UNIT OP MNL 

L6@ REMOTE BATCH FACILITY/64 USERS GUIDE 0120 

L6 CRU9108/09/10/11 CARD READER UNIT OP REF MNL 

L6 PCU 9101 CRD PNCH + CCU9101 RDR/PNCH 

L6 PRUS101/9102 SERIAL PRINTER OPERATION REF MNL 
L6 PRU9101-02 SERIAL PRINTER OP MNL 

L62 PAYROLL PROCESSING GD : ACCOUNTING + ADMINISTRATION 
L62 PAYROLL PROCESSING GD ACCGUNTING & ADMIN ADDD 1 
L64 INVENTORY MANAGEMENT SYSTEM/64 HANDBOOK 

L6 TTU9101/2/3/4 TELEPRINTER UNIT OPERATION REF MNL 
L6 TTU9101/62/03/04 TELEPRINTER CONSOLES OPERATION 
L6 TWU9104/06/08/10 KEYBOARD TYPEWRITER CONSOLE 

L6 TWU9104/06/08/10 KEYBOARD TYPEWRITER CNSL OP 

L6 OKU9101/9102 CRT KEYBOARD CONSOLE OP REF MNL 

L6 DKU9101/02 CRT KEYBOARD CONSOLE OP 

L64 SALES ORDER PROCESSING HANDBOOK 

L64 SALES ORDER PROCESSING HANDBOOK ADDENDA 

L64 PRUO658/0856/1108 PRINTER GPERATION 

L64 PRUO688/0858/1108 PRINTER SPERATION ADD1 


L62 ACCOUNTS RECEIVABLE PROC GD: ACCOUNTINN + ADMINISTRATION 


L6 TPS 6 GVERVIEW MOD400/0210 

L6 TPS 6 OVERVIEW MO&D400/0220 

L_6 MOD400 TPS 6 IMPLEMENTATION GUIDE 

L6 TPS6 IMPLEMENTATION GUIDE 0210 

L6 TPS 6 IMPLEMENTATION GUIDE 0220 

L6 TPS 6 PROGRAMMERS REFERENCE MNL 0210 

L6& TPS6 PROGRAMMERS REFERENCE MNL 0220 

L& TPS 6 GPERATIORS GUIDE 0210 

L6 TPS 6 GPERATORS GUIDE MOD400-0220 

LG TPS 6 GPERATGRS GUIDE 

L62 INTERACTIVE PROCESSING SYST PLANNING GD 0610 

L62 INTERACTIVE PROCESSING SYST WORK-STATION GP GD 610 
L62 INTERACTIVE PROCESSING SYST WORK-STATION GP GD 610 
L62 INTERACTIVE PROCESSING JOB MANAGEMENT GD 610 

L62 INTERACTIVE PROCESSING JOB MANAGEMENT GD 610 ADDENDA 
L62 IPS INTERACTIVE FILE SERVICES 0610 

62 IPS INTERACTIVE FILE SERVICES 0610 

L62 INTERACTIVE PROCESSING SYSTEM TPS 0610 

L62 INTERACTIVE PROCESSING SYSTEMS TPS 0610 

L62 INTERACTIVE PROCESSING SYST SCREEN FORMATTING 610 
L62 INTERACTIVE PROCESSING SYST SCREEN FORMATTING 610 
L62 IPS GENERATION AND MAINTENANCE 0610 

L62 IPS GENERATION ADN MAINTENANCE 0610 

L62 COMPUTER TO COMPUTER CONNECTIONS: INTERACTIVE 0600 
L62 CP T&S CP MULTILEAVING O600 

L6 CRU9107 CARD READER OPERATION 

L6 CRUS107 CARD READER GPERATIGN ADD1 

L668 REMOTE BATCH FACILITY MULTICS 7.0 TO L6& MOD400 0110 
L68 QEDX TEXT EDITOR USER GUIDE 7.0A 

L62 GENERAL LEDGER PROC GD: ACCOUNTINN + ADM 

L62 ACCOUNTS PAYABLE: ACCOUNTING & ADMINISTRATION 
GCOSG MOD 600 OPERATORS POCKET GUIDE 0100 

GCOS6 MOD LOO GPERATGRS POCKET GUIDE 0110 

GCOS6 MOD 600 USERS POCKET GUIDE 0100 

GCOS6 MOD 60 USERS PCKET GUDE 0110 

L6 T+V INTERFACE OPTION FEPCOUPLER 71010745-100 
GCOS6 DATA ENTRY FACILITY-I! USERS GUIDE MOD400/0200 
GC6S6 MOD 600 SYSTEM BUILDING MEMORY CALCULATOR 

L6 MOD 600 SOFTWARE + DOCUMENTATION DIRECTORY 

L6 MOO SOFTWARE + DOCUMENTATION DIRECTORY ADDENDA 
GCOS6 SOFTWARE & DOCUMENTATION DIRECTORY M&D400/0200 
GCOS6 MSD 400 TRANSACTIGN CODE LANGUAGE FACILITY 60200 
L&6 MOD 200 SOFTWARE & DOCUMENTATION DIRECTORY 0110 
DATA ENTRY/64 OPERATORS GUIDE 

L6 DATA ENTRY FACILITY-I1l GPERATORS QUICK REF GD 

L6 REMOTE FILE FACILITY USER GUIDE SR2.0 

L6/66 DHU0803/0814/9840 DOCUMENT HANDLER OPERATION 

L6 DHUO803/0814/9840 DOCUMENT HANDLER OPERATIGN ADD1 
L68 NEW USER'S INTRODUCTION TO MULTICS PART 1 

L68 NEW USER'S INTRODUCTION TO MULTICS- PART I! 

L68 MULTICS ERROR MESSAGES: PRIMER AND REF MNL 8.0 
L68 EMACS TEXT EDITOR USERS' GUIDE 8.0 

L6 TPS 6 SYSTEM MESSAGES 

L6 TPS 6 SYSTEM MESSAGES 0220 
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CE99-01C 
CFO1 
CFOIA 
CFo2 
CFO2A 
CFO6 
CFO6GA 
CF10 
CF10-00A 
CF11-00 
CF17 
CFI7A 
CFI8 
CFI8A 
CF20 
CF20A 
CF25-00 
CF27 
CF27A 
CF28 
CF28A 
CF33 
CFS3A 
CF75 
CF75A 
CF76 
CF76A 
CF78-00 
CF86-01 
CF86-02 
CF87-01 
CF87-02 
CF87-02A 
CF88-01 
CF88-02 
CF89-01 
CF89-02 
CF89-02A 
CG06-00 
CG@07-00 
CGO7-00A 
CG08-00 
CG08-00A 
CG09-00 
CGOS-00A 
CG10-00 
CG10-00A 
C@12-00 
C@12-01 
CG13-00 
C@13-00A 
C@14-00 
CG15-00 
CQ17 
CGI7A 
CG18-00 
CG40-00 
C643 
Ce44 
CG@65-00 
CG65-01 
C@66-00 
CG66-01 
C667 
CG70-00 
C@71-00 
CG72-00 
CG72-00A 
C@79-00 
CG80-00 
C@81-00 
C@83-00 
CG85-00 
C@89-00 
CH10 
CHIOA 
CH24-00 
CH25-00 
CH26-00 
CH27-00 
CH28-00 
CH28-01 
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ORDER E FUNC- PRICE 
TITLE NO. V TION 
MARKETING PUBLICATIONS 

L64 MSSO420 AND MSU0421 OPERATION CH29 (0) REF, 1,52 
LS64 MSSO420 AND MSU0421 GPERATIGN ADD} CH29A fe] REF, role] 
VIP7800 DISPLAY TERMINALS USER REF MNL 71010397-100 CHS2 Q REF, 39,86 
L64 PAYROLL PROCESSING GD ACCOUNTING & ADMINISTRATION CH55 ie) REF, 18,03 
VTS7720 TERMINALS USER'S GUIDE CHS57 0 REF. 7,88 
L64 QUERY DRIVEN SYSTEM REFERENCE MANUAL CH73-00 0 REF. 13.40 
L62 INTERACTIVE PROCESSING SYSTEM QUICK REF 0610 CJ34-00 Oo REF, 7,63 
L6@ MINUTEMAN REPORTING SYSTEMS USER GUIDE CJ37-00 @] INST 3,34 
L6G PERIPHERAL DEVICE T+D CART MOD DISK 71010801-100 CJ46 0 INST 1,08 
COMPUTER SUPPLIES CATALOG FOR XEROX SYSTEMS CJ50 0 REF, oo 
L68 EMACS EXTENSION WRITERS GUIDE 8.0 CJ52-00 0 REF, 6,48 
L& TACPAC USERS REFERENCE MNL 71010816-100 CJ69 (@) INST 17,16 
L64 PRODUCTION SCHEDULING AND CONTROL HANDBOOK CJ79 0 REF, 24,95 
L64/DPS-330 SITE PREPARATION MANUAL CJ80 0 REF 20,61 
PPS II SITE PREPARATION MANUAL C81 0 REF, 10,88 
PPS Il SITE PREPARATION MANUAL CUBIA 0 REF, 00 
L68 MULTICS PPS UTILITY MANUAL MR8.0 CJ97-00 0 REF, 3,36 
INFO6 PRIMER CJ99-00 0 INST 7,49 
PPS II SYSTEMS OPERATION MANUAL CP08-00 0 REF, 19,32 
PPSII SYSTEMS OPERATION MANUAL ADD1 CPOS-00A 0 REF. 00 
L62 INTERACTIVE GENERATION SERVICE GUIDE CP17-00 Q REF, 7.25 
PAGE PROCESSING SYSTEM DESK TOP SALES PRESENTATION CP29 0 INST 53,00 
PAGE PROCESSING SYSTEM DESK TOP SALES PRESENTATION CP29A e) INST .00 
L6 PRU9117/9118 BAND PRINTER GPERATIGON MANUAL CPS2-00 0) REF, 4,83 
L68 INTRODUCTION TO PROGRAMMING GN MULTICS 8.0 CP65-00 fe) REF 6.72 
L64 DISKETTE & CARDLESS FACILITY USERS GUIDE 0500 CQ16-00 ie) REF 8,27 
L64 ERROR MESSAGES & RETURN CODES POCKET GD 400 CQ17-00 ie] REF 7,63 
L64 SYSTEM BEHAVIGR REPGRTER OS00 CQ28-00 @) REF. 6,10 
L64 ERROR MESSAGES + RETURN CODES 0400 CQ31-00 0 REF. 19,29 
L64 REMOTE BATCH FACILITY 0400 CQ35~-00 0 REF, 3,74 
L64 BASIC 0400 CQ43-00 i@) REF. 11,39 
L64 BASIC O&00 CQ43-C0A 0 REF. .00 
L64 MLDS USER GUIDE 0500 CQ47-00 ie) REF. 9,06 
L64 DATA SECURITY MANUAL CQ49-00 Q REF, 8.13 
L64 GENERAL ACCESS CGONTRGL MNL O500 Ca52-00 .@) REF, 8,30 
PPS II PAGE PROCESSING SYSTEM COMMANDS REF CARD CR17-00 fo] REF. 42 
SERIES 1525 REMOTE 3276 EMULATOR SYSTEM GPERATION MNL CR67-00 ie) REF. 3.74 
SERIES 6000 GCOS SYSTEM STARTUP + OPERATION RELEASE F DAO6-02 2 REF, 22,68 
“SERIES 600/6000 DATABASIC LANGUAGE MANUAL DAOS8 0 REF. 12,17 
SERIES 6000 EQUIPMENT SPERATORS MANUAL DAS3 1 REF. 12,17 
6000/6000 INDEXED SEQUENTIAL PROCESSOR 8/F DA37 1 REF. 13,84 
66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 1 DA43 0 REF, 13.48 
600/6G000TIME-SHARING APPLICATIGNS LIBRARY GUIDE VOL 1 ADD B DA43B fe) REF, ,00 
66/6000 TIME-SHARING APPL LIBRARY GD V.1 DA43C 0 REF. oo 
66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 2 DA44 1 REF , 21,03 
66/6000 TIME-SHARING APPL LIBRARY GD V,.2 STATISTICS DA44B 1 REF, oo 
66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 3 MGMT SC1 DA45 2 REF, 25.45 
66/6000 TIME-SHARING APPL LIBRARY GD V.3 MGMT SCI DA4S5E 2 REF, fete} 
66/6000 TIME-SHARING APPL LIBRARY GUIDE VOL 4 DA46 1 REF. 12,10 
66/6000 TIME-SHARING APPL LIBRARY GD V.INV DA46B 1 REF. fete) 
600/6000 GCOS TOTAL GNLINE TEST SYSTEM TOLTS 8/F DA49 0 REF. 17.27 
L66 APT PUNCHED PAPER TAPE DEMO GUIDE DAS1 2 REF. 2,94 
6000/6000 GCaS TOLTS TOTAL GNLINE TEST SYSTEM TEST PAGES 8/F DA73 1 REF, 35,90 
6000/6000 REMOTE TERMINAL SYSTEM GRTS 8/F DA79 fe) REF. 15,05 
600/6000 MULTI-ACCESS 1-D-S IMPLEMENTATION GUIDE 7/E DA8O fe) REF, 5,48 
6000/6000 GCOS TRANSACTIGN PROCESSING USERS GUIDE 8/F DA82 1 REF. 7.46 
200/2000 SALES GRDER PROCESSING DISK FUNCTIGNAL DESCRIPTION DASO 0 REF. 3,92 
SERIES 600/6000 SERVICE ROUTINES 8/F DAS7 (9) REF, 10,99 
600/6000 DEBUG AND TRACE ROUTINES 6/D DB20 Q REF, 12.96 
SERIES 6000 MTSSO00O MAGNETIC TAPE SUBSYSTEM DB28 fo) REF. 7,46 
SERIES 6000 MTSS00 MAGNETIC TAPE SUBSYSTEM ADD 1 DB28A re) REF, .9o0 
L66 APT/66 PUNCHED PAPER TAPE USER'S GUIDE DB3O 2 REF. 3.81 
600/6000 ANC-APT PUNCHED PAPER TAPE REFERENCE MANUAL DB31 OQ REF. 11,97 
6000 DSS190/190B DISK STORAGE SUBSYSTEM REF MANUAL DB37 3 REF, 6.66 
6000 DSS190/190B DISK STORAGE SUBSYSTEM REF MANUAL DB37A 3 REF ,60 
600/6000 TEXT EDITOR QUICK REFERENCE GUIDE 4/B DB42-00 OQ REF, 10,338 
LEVEL 66 ANC - INDEPENDENT POSTPROCESSOR EXECUTIVE SUBSYS DB46 0 REF, 3.51 
6000 GCOS ERROR ANALYSIS + LOGGING SYSTEM HEALS SR/F DB50-02 2 REF, 7,46 
66/6000 GCOS 1/0 PROGRAMMING 2H DB82-00 =o REF. 18.85 
66/6000 GCOS 1/0 PROGRAMMING 31 ADD 2 DB82-008 oo REF, 00 
66/6000 GCOS 1/0 PROGRAMMING 4J ADD 3 DB82-00C ie) REF , ,00 
66/6000 1/0 PROGRAMMING 482 + DPS1.2 DB82-01 1 REF, 20.67 
600/6000 REMOTE ENTRY STAIGN PROGRAM/360 8/F DB85-00 ie) REF, 5.28 
66/6000 CONCORDANCE GENERATOR PROGRAM FUNCTIANAL DESC DB96 2 REF, 3.28 
2000/2000 234-0 MICR READER-SORTER OPERATORS MANUAL Dcos fe) REF, 2.94 
200/2000 234-0 MICR READER-SORTER OPER MNL ADD1 DCOSA OQ REF, ,00 
LEVEL 66 GENERAL PURPGSE SIMULATOR SYSTEM/66 GPSS/66 REF MN DC34 1 REF, 22,86 
66/6000 TDS USER GD SRi DC39-01 1 REF, 9,05 
66/6000 TDS USER GD SRS ADD 1 DC39-O01A ie) REF, »90 
66/6000 GCOS TOS USER GD SR4 DC39-02 2 REF, 25.17 
66/6000 TDS USER GD TD410/TD4,0VM DC38-02A 2 REF, ,00 
66/6000 TDS SITE MNL SRS DC40-02 2 REF, 24,07 
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66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
86/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 


TRANSACTON DRIVEN SYSTEM SITE MNL TDS 4 

TDS SITE MANUAL TD4.0/TD4,O0VM 

@COS TDS TRANSACTION DRIVEN SYSTEM LIBRARIAN 
GCOS TDS TRANSACTIGN DRIVEN SYSTEM LIBRARIAN ADD 1 
TRANSACTION DRIVEN SYSTEM REF MNL TDS 2 
TRANSACTION DRIVEN SYSTEM REF MNL TOS 3 ADD 2 
TRANSACTION DRIVEN SYSTEM REF MNL TOS 4 ADD 3 
TRANSACTION DRIVEN SYSTEM REF MNL (TDS) 
1-D-$/1 PROGRAMMERS GUIDE 2H 

I-D-S/1 PROGRAMMERS GUIDE 2H 

1-D-S/1 PROGRAMMERS GUIDE 3! 

1-D-S/1 USER GUIDE 2H 

I-0-S/!I USER GUIDE 2H ADD 1 

I-D-S/1I USER GUIDE 31 ADD2 


LEVEL 66 EQUIPMENT OPERATORS GUIDE 
LEVELS 66868 SITE PREPARATION MANUAL 
LEVELS 66868 SITE PREPARATION MANUAL ADDENDA 


66/6000 
66/6000 
66/6000 
66/6000 


MDQS/I1 USER GD SRMDG,O 
MDQS/II USERS GD SRMT1.0 
MDQS/IT USERS GD SRMT2.0 
6c6S MDQS DATA BASE ADM GD 


L66 DATANET 6600 FRONT-END NETWORK PROCESSOR 


66/6000 
66/6000 
66/6000 
66/6000 
66/6000 


UNIFIED FILE ACCESS SYSTEM 2H 
UNIFIEO FILE ACCESS SYSTEM 31 

UNIFIED FILE ACCESS SYSTEM 4J 
UNIFIED FILE ACCESS SYSTEM 4JS1 
UNIFIED FILE ACCESS SYSTEM 4JS2 &PDS1 


L66 UTL2 UTILITY ROUTINE SR2 

L66 UTL2 UTILITY ROUTINE SRS 

L66 UTL2 UTILITY ROUTINE SR4S1 

L66 UTL2 UTILITY ROUTINE 482, DJPS1.2 


66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 


AUTOMATED DYNAMIC ANALYZER FUNCTIONAL DESCRIPTION 
ERROR MESSAGES + ABORT CODES 2H 

GCOS ERROR MESSAGES AND ABORT CODES 31 

GCOS ERROR MESSAGES & ABORT CODES 482,DPS1.2 

GCOS PROGRAM RECOVERY/RESTART 27H 

GCOS PROGRAM RECOVERY/RESTART 3/1 ADD 1 

GCOS PROGRAM RECOVERY/RESTART 482+DP81.2 


L66 GCOS MESSAGE CONTROL SYSTEM SITE MNL SR2 
L66 GCOS MESSAGE CONTROL SYSTEM SITE MNL SRS ADD 1 


66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 
66/6000 


DATANET 3855/6600 MACRO ASSEMBLER PROGRAM 2/H 
FORTRAN 2/H 
FORTRAN 31 
GCOS GRTS/355/6600 STARTUP PROCEDURE 2H 
GCOS GRTS/355/6600 STARTUP PROCEDURE 2H ADD 1 
GCOS GRTS/355/6600 STARTUP PROCEDURE SI ADD 2 
SOURCE AND OBJECT LIBRARY EDITOR 2/H 
SOURCE AND OBJECT LIBRARY EDITOR 4J ADD 1 
SOURCE AND OBJECT LIBRARY EDITOR 4$28&DPS1.2 
FILE & RECORD CONTROL 2H 

+ RECORD CONTROL 2H ADD 1 

+ RECORD CONTROL 3! ADD 2 
FILE + RECORD CONTROL 4J ADD 3 

& RECORD CONTROL 482 & DPS1.2 
MACRO ASSEMBLER PROGRAM (GMAP) 2H 
MACRO ASSEMBLER PROGRAM (GMAP) $1 ADD 2 
MACRO ASSEMBLER PROGRAM (GMAP) 4J ADD 3 
MACRO ASSEMBLER PROGRAM (GMAP) 4JS & DPS1 
MACRO ASSEMBLER PROGRAM (GMAP) 431 
SORT/MERGE 2/H 
SORT MERGE 3/1 ADD 1 
GENERAL LOADER 2H 
GENERAL LOADER 2H ADD 1 
GENERAL LOADER 31 ADD 2 
GENERAL LOADER 4J ADD 3 
GENERAL LOADER SR4S2 + DPS1.2 
GCOS BULK MEDIA CONVERSION 2H 
6COS BULK MEMIA CONVERSION SI ADD 2 
@cOS BULK MEDIA CONVERSION 31 ADD 3 
@caS BULK MEDIA CONVERSION 482 + DPS1.2 
ecos UTILITY 2H 
SYSTEM CONSOLE MESSAGES 2H 
GCOS SYSTEM CONSOLE MESSAGES 3/1 
GCOS SYSTEM CONSOLE MESSAGES 4J ADD 1 
GCOS SYSTEM CONSOLE MESSAGES 4S8/J8S 
SYSTEM CONSOLE MESSAGES 4S82/JS2 
SYSTEM TABLES 16 
SYSTEM TABLES 2H ADD 1 
GCOS SYSTEM TABLES 3/1! 
6COS SYSTEM TABLES 4J ADD 1 
GCOS SYSTEM TABLES 4J/ ADD 2 
6COS SYSTEM TABLES 4S/J3S 
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DC40-03 
DC40-04 
DC41-00 
DC41-O0A 
DC42-01 
DC42-01B 
DC42-01C 
DC42-01D 
Dc&52-00 
DC52-00A 
Dc&2-00B 
DC5S3-00 
DC53-00A 
DCS3-008 
DC78 
DC79 
DC79A 
DC8o-01 
DCc8so0-02 
DC80-02A 
DC81-00 
DC88 
DC&g-00 
Dcss-O1 
DCS9-O1A 
Dcss-02 
DCag-03 
bC91-00 
DC91-01 
DC91-O1A 
DC91-02 
DCca4 
DC97-00 
DC97~-01 
DC97-O1A 
DC98-00 
DC98-00A 
DC98-O00B 
Dcs9-00 
DCS9-00A 
DDO1 -00 
DDO2Z-00 
DDO2-00B8 
DDOS-00 
DDOS-O0A 
BOOS -00B 
DDOG6-00 
DDO6-O0A 
DDO6-OOB 
DDO7-00 
DDO7-00A 
DDO7 -00B 
DDO7-00C 
DDO7-01 
DDO08-00 
DDOs-O00B 
DDO8-00Cc 
DDO8-00D 
DDO8-O00E 
DDOs-00 
DDOS-00A 
DD10-900 
DD10-O0A 
DD10-00B 
DD10-00C 
DD10-00D 
DD11-00 
DO11-O0B 
DD11-o00C 
DO11-cOoD 
DD12-00 
DD13-01 
DD13-02 
DD13-02A 
DD13-02B 
DD13-03 
DD14-00 
DD14-00A 
BD1i4-01 
DO14-O1A 
0014-018 
DD14-01C 


=--]$-O000ONNN~-~OCOCCOCOTCCCOOCCOCSCOCOO“COODCOCDOODOCOCCOCOCO0OO-]--CON]--OON—--C-ONN-“BANDOCOOO-—-=—-004hG6 
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66/6000 GCOS SYSTEM TABLES 4S2 + DPS1.2 DD14-01D 1 REF, 00 
66/6000 COMPREHENSIVE INDEX FOR SOFTWARE REF MNL DD15-01 1 REF. 28.46 
66/6000 GCOS TIME SHARING BASIC 2H DD16-00 fe) REF, 19.40 
66/6000 GCOS TIME SHARING BASIC 4J ADD 1 DD16-00A ce) REF. 00 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 2H DD17-00 fe) REF. 12.56 
66/6000 6COS TSS SYSTEM PROGRAMMERS REF MNL 2H ADD 1 DD17~00A Le) REF, oo 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 3I ADD 2 DD17-0O0B fe) REF. oo 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF MNL 4J ADD 3 DD17-00C 0 REF. 00 
66/6000 GCOS TSS SYSTEM PROGRAMMERS REF SR4S/DPS1+JS DD17-00D ce) REF. 00 
66/6000 TIME SHARING TEXT EDITOR 2/H DD18-00 fe) REF. 9,81 
66/6000 TIME SHARING TEXT EDITOR 3/1! ADD 1 DD18-00A 0 REF. 00 
66/6000 TIME SHARING TEXT EDITOR 4J ADD 2 DD18-00B fe) REF, 00 
66/6000 GCOS GENERAL COMP GOP SUPERVISOR 2H DD19-00 re) REF, 19.24 
66/6000 GCOS GENERAL COMP GP SUPERVISOR 31 ADD 2 DD19-00B 0 REF . .00 
66/6000 GCOS GENERAL COMP OP SUPERVISOR 4J ADD 3 DD19-00C Le) REF. 00 
66/6000 GCOS GENERAL COMP GP SUPERVISOR 4S/JS_ DD19-00D ce) REF. ,00 
66/6000 GCOS GENERAL COMP OP SUPERVISOR 4S2+DPS1-2 DO19-00E ce) REF. ,00 
66/6000 FORTRAN SUBROUTINE LIBRARIES 2/H DO20-00 Q REF, 18,85 
66/6000 FORTRAN SUBROUTINE LIBRARIES 3! ADD i DD20-00A Qo REF, ,00 
66/6000 TSS TERMINAL/BATCH INTERFACE 2H DD21-00 ce) REF. 6,68 
66/6000 TSS TERMINAL/BATCH INTERFACE 31 ADD 2 DD21 -OOB fe) REF, 00 
66/6000 TSS TERMINAL/BATCH INTERFACE 4J ADD 3 DD21 -00c fe] REF, 00 
66/6000 TSS GENERAL INFO MNL 3/1 DD22-01 1 REF. 14,52 
66/6000 TSS GENERAL INFO MNL 4J DD22-01A 1 REF, 00 
66/6000 TSS GENERAL INFO MNL 4S+DPS1 JS DD22-01B 1 REF. 00 
66/6000 TSS GENERAL INFO MNL 4$2 + DPS1,.2 JS2 DD22-01C 1 REF, 00 
66/6000 JOVIAL 2/H DD23-00 Le) REF , 13.15 
66/6000 GCOS SUMMARY EDIT PROGRAM 2H DD24-00 Le) REF. 7.87 
66/6000 GCOS SUMMARY EDIT PROGRAM 3I ADD 2 DD24-00B ce) REF, 00 
66/6000 GCOS SUMMARY EDIT PROGRAM 4J ADD 3 DD24-00C fe) REF, 00 
66/6000 SUMMARY EDIT PROGRAM 4$3/DPS1.3/JS3 DD24-01 1 REF, 12.22 
66/6000 COBOL REFERENCE MANUAL 2/H DD26~-00 Q REF. 27.88 
66/6000 COBOL REFERENCE MANUAL 3/1! ADD 1 DD25-00A ie) REF, oo 
66/6000 COBOL USER GUIDE 2H DD26-00 ce) REF. 30,44 
66/6000 COBOL USER GUIDE 31 ADD 1 DD26-00A fe) REF, 00 
66/6000 COBOL USER GUIDE 4J ADD 2 DD26-O0B ce) REF. 00 
66/6000 ALGSL 3/1 DD27-00 fe) REF , 18.485 
66/6000 TSS POCKET GUIDE 4J DD28-00 fe) REF. 3.65 
66/6000 GMAP POCKET GUIDE SR4S/JS DD29-00 fe) REF, 9,34 
66/6000 SYSTEM LIBRARY EDITOR 2/H DD30-00 ce) REF. 5.51 
66/6000 SYSTEM LIBRARY EDITOR 482 & DPS1.2 DDS0-00A fe) REF. ele] 
66/6000 GCOS CONTROL CARDS REF MNL 2H DD31-00 0 REF. 23.58 
66/6000 GCOS CONTROL CARDS REF MNL 31 ADD 2 DD31 -OOB fe) REF. 00 
66/6000 GCGS CONTROL CARDS REF MNL 4J ADDS DD31-00C ce) REF. ele) 
66/6000 GCOS CONTROL CARDS REF MNL 4JS1 DD31-O0D fe) REF, mele) 
66/6000 GCOS CONTROL CARDS REF MNL 4S2 & DPS1.2 DD31 -OO0E ce) REF , 00 
66/6000 CONTROL CARDS REF MNL 483,DPS1.3,JS3 DD31-01 ce) REF, 26.50 
66/6000 DATANET 3555/6600 SIMULATOR 2/H DD32-00 .¢) REF . 4.70 
66/6000 SYSTEM STARTUP 2H DD33-01 1 REF, 18.88 
66/6000 GCOS SYSTEM STARTUP 3/1! DD33-02 2 REF. 24.18 
66/6000 GCOS SYSTEM STARTUP 4J DD33-02A 2 REF. 00 
66/6000 GCOS SYSTEM STARTUP 4S,DPS1/JS DD33-03 3 REF, 23.17 
66/6000 SYSTEMS STARTUP 4S82,DP$1.2 DD33-03A 3 REF. 00 
6000 DSS180 DISK STORAGE SUBSYSTEM STARTUP PROCEDURES SR H DD34-00 fe) REF, 7,85 
66/6000 DATANET 3955/6600 RELOCATABLE LGADER 2/H DD35-00 Le) REF, 5,89 
66/6000 INDEXED SEQUENTIAL PROCESSOR 2/H DD38~-00 fe) REF, 13,74 
66/6000 INDEXED SEQUENTIAL PROCESSOR ADD 1 2/H DD38~-00A fe) REF, 00 
66/6000 GCOS TOLTS TOTAL ONLINE TEST SYSTEM 16 DD39-00 Le) REF, 14,74 
66/6000 GCOS TOLTS TOTAL GNLINE TEST SYSTEM 2/H ADD1 DDS8-00A e) REF. , 00 
66/6000 GCOS TOLTS TOTAL ONLINE TEST SYSTEM 3/1 ADD 2 DD39-O00B fe) REF, fefe) 
66/6000 GCOS TOLTS TOTAL ONLINE TEST SYSTEM 4J ADD 3 DD39-00C Le) REF. 00 
66/6000 GCOS REMOTE TERMINAL SUPERVISOR GRTS 2/H DD40-00 fe] REF, 14,93 
66/6000 GCOS REMOTE TERMINAL SUPERVISOR GRTS 2H ADD 1 DD40-00A fe) REF. 00 
66/6000 GCOS REMOTE TERMINAL SUPERVISOR GRTS SI ADD 2 DD40-00B fe) REF, 00 
66/6000 TRANSACTION PROCESSING SYSTEM USER GD 16 DD41-00 .e) REF, 5,94 
66/6000 TRANSACTION PROCESSING SYSTEM USER GD 2H ADD 1 DD41-O0A o REF, ,00 
66/6000 TRANSACTION PROCESSING SYSTEM USERS GUIDE 3/1 DD41-01 1 REF. 10,97 
66/6000 TRANSACTION PROCESSING SYSTEM USERS GD 4J ADD 1 DD41-O1A 1 REF, ,00 
66/6000 SERVICE ROUTINES 2H DD42-01 1 REF , 12,24 
66/6000 SERVICE ROUTINES 31 ADD 1 DD42-01A 1 REF. 00 
66/6000 SERVICE ROUTINES 4J ADD 2 DD42-01B 1 REF. 00 
66/6000 SERVICE ROUTINES 4S2 + DPS1.2 DD42-01¢ 1 REF, oo 
66/6000 GCOS DEBUG AND TRACE ROUTINES 2H DD43-00 ce) REF, 11,78 
66/6000 GCOS DEBUG AND TRACE ROUTINES SI ADD 1 DD43-00A Le) REF. oo 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 16 DD44-00 ce) REF. 9,03 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 2H ADD 1 DD44~-00A fe) REF, oo 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 31 ADD 2 DD44-O0B, ce) REF , mele) 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 4J ADD 3 DD44-00Cc ce) REF, oo 
66/6000 GCOS HEALS ERROR ANALYSIS/LOGGING SYST 4S/DPS1 JS DD44-00D Le) REF. .00 
66/6000 FILE MANAGEMENT SUPERVISOR 31 DD45-01 1 REF, 25.16 
66/6000 FILE MANAGEMENT SUPERVISOR 4J ADD 1 DD45-01A 1 REF. 00 
66/6000 FILE MANAGEMENT SUPERVISOR 4S JS DD45-02 2 REF, 30,12 
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66/6000 FILE MANAGMENT SUPERVISOR 452 + DPP1-2 DD45-02A 2 REF, 00 
66/6000 I1-D-S DATA QUERY SYSTEM USERS GUIDE 2/H DD46-00 0) REF. 6,27 
66/6000 I1-D-S DATA QUERY SYSTEM USERS GUIDE 3/1 ADD 1 DD46-00A 0 REF, 00 
66/6000 1-D-S DATA QUERY SYSTEM INSTALLATION 2/H 0047-00 0 REF. 7.46 
66/6000 !-D-S DATA QUERY SYSTEM INSTALLATION 3/1 ADD 1 DD47-00A e) REF. 00 
66/6000 NETWORK PROCESSING SUPERVISOR 2H DD44-01 1 REF. 27,86 
66/6000 NETWORK PROCESSING SUPERVISOR NT1 ADD 1 DD46-01A 1 REF, ile) 
66/6000 NETWORK PROCESSING SUPERVISOR NT2 ADD 2 DD48-01B 1 REF. jefe) 
66/6000 NPS NETWORK PROCESSING SUPERVISOR NTS DD48-02 2 REF, 27.52 
66/6000 GCOS TOLTS TOTAL ONLINE TEST PAGES 2H DD49-00 0 REF, 38,25 
66/6000 GCOS TOLTS TOTAL GNLINE TEST PAGEG 2H ADD1 DD49-00A fe) REF, oo 
66/6000 GCOS TOLTS TOTAL GNLINE TEST PAGES 31 ADD 2 DD49-00B fe] REF. mele) 
66/6000 GCOS TOLTS TOTAL GNLINE TEST PAGES 4J ADD 3 DD49~-00C ie) REF. ,00 
66/6000 SYSTEM OPERATION TECHNIQUES 2H DDS0-00 ie] REF. 16,09 
66/6000 GCOS SYSTEM SPERATION TECHNIQUES 3/1 DDS0-01 1 REF, 19,99 
66/6000 GCOS SYSTEM OPERATION TECHIQUES 4J DDSO-O1A 1 REF, ,00 
66/6000 GCOS SYSTEM OPERATION TECHNIQUES 4S,DPS1/JS DD50-02 2 REF, 30,26 
66/6000 GCOS SYSTEM OPERATION TECHNIQUES 482,DPS1.2 DDS0-02A 2 REF, 00 
66/6000 NPS STARTUP 16 DDS1-00 Le) REF. 12,94 
66/6000 NPS STARTUP 2H DD51-Q1 1 REF. 19,82 
66/6000 NPS STARTUP NT-1 DD51-O1A 1 REF, 00 
66/6000 NPS STARTUP SRNT-2 DDS51-02 2 REF. 18,07 
66/6000 NPS STARTUP SRNT-3 ADD 1 DDS1-02A 2 REF, iele) 
66/6000 PROJECT MGMT & CONTROL PMCS/66 SYSTEM HNDBK DDS9 2 REF. 21,83 
LEVEL 66 MPS - CFMS IMPLEMENTATION GUIDE DD&67 e) REF. 14.14 
L66 MPS - CFMS IMPLEMENTATION GUIDE ADD A DD67A fe) REF, 00 
66/6000 APL/66 USERS GUIDE DD78 1 REF, 14.14 
66/6000 FORTRAN POCKET GUIDE 2/H DD82-00 Le) REF, 4,30 
66/6000 BANK INFO SYST NETWORK (BISNET) ADMIN GUIDE DD86 ce) REF. 11.45 
66/6000 MDOGS/IV MGMT DATA QUERY SYSTEM/IV USERS GD DD92-02 2 REF. 38,56 
66/6000 MDQS/IV MGMT DATA QUERY SYSTEM/IV USERS GD DD92-02A 2 REF. oo 
66/6000 MDGS/IV MGMT DATA QUERY SYST ADM 6D DD92-02B 2 REF. ,00 
66/6000 MDGS ADM GD MD3.0 + MD490 DD94-01 1 REF. 31.41 
66/6000 MDGS ADMINISTRATORS GUIDE MT1.0 + MF1,0 DDS4-02 2 REF. 39,43 
66/6000 MDGS ADMINISTRATORS GUIDE MT1.0 + MF1,.0 ADENDA DD94-02A 2 REF, oo 
66/6000 MDGS ADMINISTRATORS GUIDE MT1.1 + MF1.1 ADENDA DD94-02B 2 REF. ,00 
66/6000 MOGS ADMINISTRATORS GUIDE MT2.0 + MF2.0 ADENDA DDS4-02¢C 2 REF, ,00 
66/6000 DATABASIC SYSTEM LANGUAGE MANUAL 2/H DDS5-00 0 REF, 11,78 
66/6000 DATABASIC LGAD UNLGAD SYSTEM 2H DDg6-00 ] REF 7,05 
66/6000 GCOS SYSTEM SPERATION SHARED MASS STORAGE 31 DDS7-00 8) REF. 4,30 
66/6000 GCOS SYSTEM SPERATIGN SHARED MASS STORAGE 4J ADD 1 DDS7-00A Le) REF. mele) 
66/6000GCOS SYSTEM OPERATION SHARED MASS STGRAGE 482 DO97-008 fe] REF, 00 
L66 COBOL-74 REF MNL DEO1-00 ie) REF. 32.76 
L66 COBGL-74 REF MNL SRCB2.0 ADD 1 DEO1-O0A Le) REF. oo 
L66 COBOL-74 REF MNL SRCBS,0O DEO1-OOB Le) REF, 00 
L66 COBOL-74 REF MNL SRCB4.0 DEO1-00c 6) REF, 00 
L66 COBOL-74 REF MNL SRCB4,0 DEO1-0O0D 0 REF. 00 
L66 COBOL-74 USERS GUIDE SRCB2.0 DEO2-00 e) REF. 26.91 
L66 COBOL-74 USERS GUIDE SRCB3.0 ADD 1 DEO2-00A Le) REF, 00 
L66 COBOL~74 USERS GUIDE CB4.0 ADD 2 DEO2-00B .e) REF. ete] 
L66 COBOL-74 USERS GUIDE SRCB4.0 DEO2-00C 0 REF, 00 
66/6000 COBOL-74 POCKET GUIDE DEO3-00 fe) REF. 7,82 
66/6000 PL/I USER GD 1.0 DEOQ4-a0 Le) REF. 25.65 
66/6000 PL/I USERS GUIDE SR2.0 DEO4-01 1 REF. 28,82 
66/6000 PL/I REF MNL SRPL1,.0 DEOS-00 Q REF, 42,60 
66/G000 PL/I REF MNL SRPL2.0 ADD 1 DEOS-00A .e) REF, 00 
66/6000 DOCUMENT ENTRY SUBSYSTEM HNDBK SR DE 1.0 DEOQ7-00 re) REF, 19,98 
66/6000 DOCUMENT ENTRY SUBSYSTEM HNDBK DES.0 ADD 2 DEO7-O0B ce) REF, 00 
LEVEL 66 I-D-S/II COBOL-74 PROGRAMMERS GUIDE SRDB1,0 DEO9-01 1 REF. 10.60 
LEVEL 66 1-D-S/11 COBOL-74 PROGRAMMERS GUIDE SRDB2.O ADD 1 DEO9-O1A 1 REF. 00 
L66 1-D-S/I1 DATA BASE ADMINISTRATORS GUIDE SR DB2.0 DE10-01 1 REF. 24,86 
LEVEL 66 INTERACTIVE I-D-S/1I1 SRDB1.0 DE11-01 1 REF, 7.87 
LEVEL 66 INTERACTIVE I-D-S/1I1 SROB2.0 ADD 1 DE11-O1A 1 REF. 00 
L66 ASTRA II RESOURCE ALLOCATION PROGRAM REF MNL DE12 0 REF, 16,26 
66/6000 STANDARD COBOL-68 REF MNL 3/1 DE17-00 ce) REF. 27.59 
66/6000 STANDARD COBOL-68 USERS GUIDE 3/1 DE18-00 Le) REF, 38,00 
66/6000 STANDARD COBGL-68 USERS GUIDE 4J ADD 1 DE18-00A ce) REF, 00 
LEVEL 66 MPP FUNCTIONAL CHARACTERISTICS DE23 ce) REF. 4,84 
LEVEL 66 MPP FUNCTIONAL CHARACTERISTICS DE23A fe] REF, ,00 
LEVEL 66 TOTAL REFERENCE MANUAL DE28 fe) REF. 13,14 
66/6000 CHECK PROGF/TRANSIT SUBSYSTEM SYSTEM HANDBOOK DESO 2 REF. 24.82 
66/6000 GCOS NPS TABLES SR NT-2 DES34-01 1 REF. 21,94 
66/6000 GCOS NPS TABLES SR NT-3 ADD 1 DES4-O1A 1 REF. 00 
66/6000 NPS MICRO-OPS PROGRAMMING DES5-00 ce) REF, 25,88 
66/6000 NPS MICRO-OPS PROGRAMMING SRNT-2 ADD-1 DES5-O0A se) REF. mele) 
66/6000 NPS MICRO-OPS PROGRAMMING SRNT-3 ADD 2 DE35 -O0B ie) REF. ,00 
66/6000 COEXISTENT I-D-S/11 COBOL-74 PROGRAMMERS GUIDE DES7~-00 fe) REF. 9,03 
L66/6000 COEXISTENT 1-D-S/I1I DATA BASE ADMINISTRATORS GUIDE DES8-00 ie) REF. 23,15 
66/6000 COEXISTENT INTERACTIVE I-D-S/II DES9-00 fe) REF. 6.66 
66/6000 COEXISTENT INTERACTIVE I-D-S/II SR GI1-1 ADD 1 DE59-00A e) REF, ,00 
66/6000 COEXISTENT 1-D-S GVERVIEW 3/1 DE60-00 0 REF, 4,30 
LEVEL 66 SYSTEM SOFTWARE OVERVIEW DE61-00 Le) REF, 7.05 
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66/6000 SYST MANAGEMENT GD: SOFTWARE INSTAL + MAINT 
66/6000 SITE TECHNIQUES GUIDE: JOB MANAGEMENT 
66/6000 SITE TECHNIQUES GUIDE: JOB MANAGEMENT 
66/6000 SITE TECHNIQUES GUIDE: FILE MANAGEMENT 
66/6000 SITE TECHNIQUES GUIDE: SYSTEM AVAILABILITY 
66/6000 SITE TECHNIQUES GUIDE: SYSTEM AVAILABILITY 
66/6000 GCOS USER'S GUIDE: BATCH PROCESSING 

66/6000 INTERACTIVE SYST USER GD 

66/6000 INTERACTIVE SYST USER GD ADD 1 

66/6000 GCOS NPS ERRGR MESSAGES SRNT1-E 

66/6000 GCOS NPS ERROR MESSAGES SR NT-2 ADD 1 
66/6000 GCOS NPS ERRGR MESSAGES SR NT-3 ADD 2 
66/6000 GCOS NPS CONFIGURATION EXAMPLES SRNT1-E 
66/6000 GCOS NPS CONFIGURATION EXAMPLES SRNT-2 ADD 1 
66/6000 GCOS NPS CONFIGURATION EXAMPLES SRNT-3 ADD 2 
66/6000 GCOS APPLICATIGNS GUIDELINES FOR NPS SRNT1-E 


66/6000 GCOS APPLICATIONS GUIDELINES FOR NPS SR NT-2 ADD 1 


L66 IMS/66 (EXTENDED) SYST HNDBK 

L66 IMS/66 EXTENDED I /& MANUAL 

L6G APT/66 PART PROGRAMMING LANGUAGE MNL 

L66 APT/66 PART PROGRAMMING POCKET GUIDE 

L66 INDIVIDUALIZED MATHEMATICS INSTRUCTIGN USERS GUIDE 
66/6000 RESGURCE COLLECTION & PLOT RECAP RM2.0/3,.0 
L66 DM-IV TRANSACTION PROCESSOR REF MNL SR TAI.O 

L66 DM-IV TRANSACTIGN PROCESSOR REF MNL SR TA2.0 

L6G + DPSS DM-IV TRANSACTION PROC REF MNL TA2.0 TA2OVM 
L6G DM-IV TRANSACTIGN PROCESSOR SITE MNL TA1.0 

L66 DM-IV TRANSACTION PROCESSOR SITE MNL TA2.0 
66/DPS8 DM-!IV TRANSACTION PROC SITE MNL TA2.0/TA2, OVM 
66/6000 TSS TEX SR WP1.0 

L66 DM-I1V SYSTEM OVERVIEW 

L6G OM-IV SYSTEM GVERVIEW ADD i 

L6G DM-IV SYSTEM OVERVIEW 

L6G DM-IV ADMINISTRATIGN/APPLICATIGN SUMMARY 

L66 DM-IV COBOL-74 PROG REF MNL SR DB3.0 

L66 DM-IV COBOL-74 PROG REF MNL SR DB4.0 ADD 2 

L66 DM-IV COBGL-74 PROG REF MNL DBS.0 

L66 DM-IV COBOL-74 PROG REF MANUAL DB6.O 

L66 DM-IV DATA BASE ADMINISTRATOR REF MNL DB3.0 

L66 DM-IV DATA BASE ADMINISTRATGR REF MNL DB4.0 

L66 DM-I1V DATA BASE ADMINISTRATOR REF MNL DBS.O 

L6G DM-IV DATA BASE ADMINISTRATGR REF MNL DBS.O 
66/6000 DM-IV INTERACTIVE I-D-S/I1 SR 0B3,.0 

L66 DM-IV INTERACTIVE 1-D-S/II SRDBS.O 

L66 DM-IV INTERACTIVE I-D-S/II SRDB6.O 

L66 DM-IV QUERY + REPORTING REF MNL MQ1.0 + MA1.0 

L6G DM-1V QUERY & REPORTING REF MNL MQ2,0 & Mé2.0 
66/6000 DM-IV PROCEDURAL LANGUAGE REF MNL 

L66 DM-IV PROCEDURAL LANGUAGE REF MNL SRMA.2 

L66 DM-IV QUERY + REPORTING ADM GD MQ+MA1.0 

L66 DM-I1V QUERY + REPORTING ADM GD MQ+MA ADD 1 

L66 DM-IV QUERY + REPORTING ADM GD MQ+MA ADD 2 

L66 DM-I1V QUERY + REPORT ADM GD MQ + MA2.0 

L66 DM-I1V QUERY + REPGRT ADM GD M22.1 + MA2.1 

L66 MDQS BASIC USERS GUIDE 

66/6000 MOQS BASIC USER GUIDE MT1.0 MF1.0 

L66 NUMERICAL CONTROL/66 SYST HNDBK 

L66 MATHEMATICAL PROGRAMMING SYSTEMS (MPS) USER GUIDE 
L66 MATHEMATICAL PROGRAMMING SYSTEMS (MPS) USER GUIDE 
66/6000 GRTSII STARTUP PROCEDURE SRSG-1 

66/6000 GRTSII STARTUP PROCEDURE SRSG-1.2 

66/600/ GRTS-I1 STARTUP PROCEDURES SG2.0 

66/6000 GRTS I1 TERMINAL USER GD SRSG-1 

66/6000 GRTS II TERMINAL USER GD $61.2 

L66 DM-IV FORTRAN PROGRAMMER REFERENCE MANUAL DB4.0 
L66 DM-IV FORTRAN PROGRAMMER REFERENCE MNL SRDBS.O 
L6G OM-IV FORTRAN REFERENCE MNL SRDB6G,O 

L6G SPAMII SLAVE PROGRAM ACTIVITY MONITOR SYST USER GD 
L66 SPM/II SLAVE PROGRAM ACTIVITY MONITOR SYST USER GD 
L66 PMCS PROJECT MGMT + CONTROL/66 POCKET GUIDE 
66/6000 DEBUG SUPPORT SYSTEM DS$2.0 

66/6000 DEBUG SUPPORT SYSTEM DS2.0 

DATANETWORK CASH ANALYSIS REPORTING (CAR) SYST USED GD 
DATANETWORK HABIT SYSTEM USERS GUIDE 

L66 PAYROLL SYSTENS HANDBOOK 

L6G PAYROLL SYSTEMS HANDBOOK ADDENDA 

L66 PAYROLL SYSTEMS HANDBOGK ADDENDA 

L66 PAYROLL SYSTEMS HANDBOGK ADDENDA 

L66 PAYROLL SYSTEMS HANDBOOK ADDENDA 

L66 GENERAL LEDGER SYSTEM HANDBOOK 

L6G GENERAL LEDGER SYSTEM HANDBOGK ADDENDA 

L66 GENERAL LEDGER SYSTEM HANDBOOK ADDENDA 
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DE68-O0A 
DE75-00 
DE75-00A 
DE75~O0B 
DE76-00 
DE76-O0A 
DE76-O0B 
DE77-00 
DE77~-O0A 
DE80 
DE81 
DES4 
DES85 
DF30 
DF43-01 
DF44-00 
DF44-00A 
DF44-01 
DF48-00 
DF45-01 
DF45-02 
DF72-00 
DF73 
DF73A 
DF73B 

DF 74 

DF 76-00 
DF 76-00B 
DF76-00C 
DF76-01 
DF77-00 
DF77-01 
DF77-O1A 
DF77-02 
DF78-00 
DF78-00A 
DF78-00B 
DF73-00 
DF79-01 
DF80-00 
DF80-01 
DF81-00 
DF81-0O0A 
DF81-O0B 
DF81-01 
DF81-O1A 
DGO7-00 
DGO7-01 
DGOS 
DG10 
DG10A 
DG14-00 
DG14-00A 
DG14-01 
DG15-00 
DG15-00A 
DG27-00 
0627 -00A 
DG27-00B 
DG40-00 
DG40-00A 
DG44 
DGS3-01 
DES3-O1A 
DGS6 
DG57-00 
DGG! 
DG61A 
D661B 
DG61C 
DG61D 
DG62 
DGG2A 
DG62B 
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L66 ACCOUNTS PAYABLE SYSTEM HANDBOOK 0663-00 ) REF, 21.41 
L66 ACCOUNTS PAYABLE SYSTEM HANDBOOK ADD1 DG63-00A 0 REF, 00 
L66 ACCOUNTS PAYABLE SYSTEM HANDBOOK ADD2 D@63-00B 0 REF. ,00 
L66 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK De64 fe) REF. 30.40 
L66 ACCOUNTS RECEIVABLE SYSTEM HANDBOOK DG64A 0 REF. 00 
66/6000 FORTRAN REFERENCE MNL FT1.0 D@75-00 re) REF. 31,23 
66/6000 FORTRAN REFERENCE MNL FT2.0 DG75-O0A 0 REF. 00 
66/6000 FILE GENERATION UTILITY SR FG1.0 DG79-00 fe) REF. 4.11 
66/6000 1-D-S COEXISTENCE TO 1-D-S/II CONVERSION RF1.0 D@99-00 re) REF. 5,08 
DPS8 ASSEMBLY INSTRUCTIONS MNL DHO3-00 ) REF. 47.85 
DPS& GCOSB OS UNIFIED FILE ACCESS SYSTEM DHO7-00 oO REF 31.88 
DPS8 GCOSS8 OS PROGRAMMER MESSAGES + ABORT CODES 1000 DH12-00 0 REF, 17.39 
DPS8 GCOSB8 OS SYSTEM OPERATOR MESSAGES 1000 DH13-00 re) REF 17,49 
DPSS GCOSS 6S MASTER MODE ENTRY OPERATIONS DH16-00 Oo REF. 10,91 
DPS8 GCOSB OS JOB CONTROL LANGUAGE $R1000 DH17-00 fe) REF. 27,30 
DPS8 GCOSB OPERATING SYSTEM - SYSTEM STARTUP DH18-00 re) REF 24.96 
DPS8 GCOS8 OS FILE MGMT SUPERVISOR SR1000 DH19-00 fe) REF, 28,09 
DPS6 BCOS6 OS SYSTEM OPERATING TECHNIQUES SRO100 DH20-00 0 REF. 30,42 
DPS8 GCOS8 OS ACCOUNTING SR1000 DH22-00 0 REF. 21.26 
DPS8 GCOS8OS 1/8 PROGRAMMING DH23-00 OQ REF. 17,17 
DPSS GCOS6 OS TIME SHARING SYSTEM REFERENCE MNL DH24-00 0 REF. 49.94 
L66 NAME/ADDRESS SCRUB SYSTEM USERS GUIDE DH63-00 re) REF, 4,72 
L66 LOGICAL DATA TRANSFER USERS GUIDE R100 SRDB4.0 DH72-00 OQ REF, 7.87 
66/6000 COBOL 74/UFAS DEBUGGING TECHNIQUES DH73-00 re) REF. 47,35 
86/6000 TRANSACTION PROCESSING EXECUTIVE-11 SITE MANUAL DH74-00 ) REF. 23,81 
66/6000 TRANSACTION PROCESSING EXECUTIVE-IT SITE MANUAL DH74-00A REF, 00 
66/6000 TPE-I1 REFERENCE MANUAL TE1.0 DH78-00 0 REF. 8.78 
66/6000 TPE-I1 REFERENCE MNL TE2.0 DH75-O0A 0 REF. ,00 
66/6000 SYSTEM OPERATOR'S GUIDE DH79-00 ) REF, 9.34 
66/6000 OM-IV ORP BASIC USER GUIDE MA2Z.O MQ2.0 DH88-00 0 REF. 9.45 
66/6000 CONTROL CARDS POCKET GUIDE 4J DH95-00 Oo REF, 10,17 
L66 PMCS/66 INTERACTIVE INPUT & REPORTING USER GUIDE DJOS 1 REF, 27.64 
66 66DPS DPSB8 INTERACTIVE INPUT POCKET GUIDE DJO4-01 1 REF, 6,36 
66/6000 TSS TXLIB SRWL1,0 DJO6-00 fe) REF 2,78 
66/6000 1-D-S$/1-DD SYSTEM HANDBOOK DJ11-00 ) REF 9,75 
66/6000 1-D-S/I-DD SYSTEM ONLINE USER 6D DJ12-00 re) REF 4,70 
TEX BASIC USERS GUIDE 4JS2, 1000 DJ17-00 ) INST 26,08 
GUIDE TO MULTICS WORDPRO pu18 Q INST 18,24 
200/2000 BANKING MICRCOM + TRANSIT SYSTEMS HNDBOOK DJ27 re) REF, 12,28 
66/6000 UNIFIED FILE ACCESS SYST (UFAS) USER GDE DJ28-00 fe) REF, 15,42 
L66 EXTENDED TIME SHARING (ETS) SITE MNL DJ30-00 ) REF, 96 
66/6000 TIME SHARING SYSTEM REF MNL 452, DPS1,2, JS2 DJ31-00 Oo REF, 52,44 
66/6000 RPGII LANGUAGE REF + GCOS SUPPLEMENT MNL DJ34-00 0 REF 14,85 
66DPS ONLINE JOB SERVICE MATCHING JSMS FUNCTIGNAL DESCRIPT DU8O 0 REF 2.71 
66/6000 COLLECTION + PLOT OF SYST USAGE LEVELS MNL DKO2-00 ey REF, 5,85 
L66 SCRIBE STUDENT SCHEDULING SYST HANDBOOK MNL DLO? te) REF. 19,13 
L66 SCRIBE STUDENT SHEDULING SYST HANDBOOK DLO7A 0 REF. .00 
APL/66 POCKET GUIDE DLOS 0 REF. 3,31 
L66 DM-IV UTILITY ROUTINES SRDB6.O DL17-00 Q REF. 18,36 
L66 SCRIBE STUDENT SCHEDULING SYST ADMIN GUIDE MNL DL20 re) REF. 16.96 
66/6000 GRITS-11 TABLES MANUAL $62.0 DL45-00 fe) REF. 6.76 
DPS6/52 + 8/70 SITE PREPARATION MANUAL DL63-00 0 REF, 12,03 
DPSS SITE PREP MANUAL DL64-00 oO REF. 10,45 
66/6000 FILE SYSTEM UTILITY PACKAGE SRFM1-0 DL75-00 re) REF. 4,78 
L@ STACKER SELECT LANGUAGE SYSTEM HANDBOOK DL84-00 Oo REF, 10,64 
L6 STACKER SELECT LANGUAGE. SYSTEMS HANDBOOK ADD1 DL84-00A 0 REF. ,00 
DPS8 SCRIBE/DPS STUDENT SCHEDULING SYSTEM HANDBOOK DL93-00 0 REF. 22,68 
66DPS & DPS8 PASCAL/66 USER GUIDE DL96-00 re) REF. 4,55 
DPS8 SCRIBE/DPS STUDENT SCHEDULING SYSTEM ADMIN GUIDE DM17-00 re) REF. 19.12 
L64 SYSTEM OPERATION DPS-330 OPERATOR STATION Dao1-00 o REF, 7.42 
L64 SYSTEM OPERATION DPS-330 OPER STATION ADD! DQ01-00A 0 REF, ,00 
L64 AUTOMATED UPDATE FACIALITY USER GUIDE pa02-00 0 REF. 4.68 
L/6 MOD23 T+V OPERATIONS GUIDE 71010204 -300 FW80 2 INST 5,08 
L/6 MOD23 T&V OPERATORS GUIDE 71010204-301 FW8OA 2 INST 2.21 
L/6 MOD23 T+V OPERATORS GUIDE 71010204 -302 FW80B 2 INST 1,18 
L/6 MOD23 T+V OPERATORS GUIDE 71010204-303 FWweoc 2 INST ,68 
900906 SIGMA 5/7 MATH ROUTINES TECH x14 E REF, 4,80 
900907H CP-V TIME-SHARING REF MNL Eoo XO18 re) REF, 14,16 
900907H-1 CP-V TIME-SHARRNG REF MNL FO® ADDENDA XG15A re) REF, .00 
900950J SIGMA 7 COMPUTER REF MNL XG46 re) REF, 8,76 
9009520 $5/9 META-SYMBOL LANGUAGE OP REF MNL X648 ) REF, 7,92 
SO0966F 550/560 S5-9 EXTENDED FORTRAN IV LANGUAGE REF MNL X@54 oO REF 11.40 
900989 SIGMA 5S REF XO56 F REF. 7.44 
900959F SIGMA 5 REF ADD XGB6A F REF. ,00 
900966 SIGMA 5-9 COMPUTER EXTENDED FORTRAN IV LANG REF x@60 F REF. 6,72 
900970 CARD READER REF. XG62 fe) REF. 2,04 
900977C 7320/7322/7323 9-TRACK MAG TAPE SYSTEM REF Xx@69 Oo REF, 1,92 
900979 SIGMA RAD REF x@71 0 REF. 2,16 
900980 SIGMA HI-SPEED RAPID ACCESS DATA REF MAN X72 A REF, 1,32 
900981 SIGMA CHARACTER ORIENTED COMM EQUIP REF X673 re) REF. 2,40 
900982 SIGMA MULTI-PURPOSE KEYBD DISP REF X74 0 REF. 1,56 
900983 SIGMA PAPER-TAPE INPUT/QUTPUT REF MAN X75 0 REF. 1.44 
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901014 SIGMA LINE PRINTER REF ~ XHO7 D REF, 2.16 
901037J 530 + $2/3 RBM REAL-TIME BATCH PROC REF MNL SRHOO XH24 ) REF, 11.70 
901047 STAND-ALONE SYS OPS REF XH32 B REF, 3,84 
$01051D SYMBOL LANG + GPS REF MNL S30 + SIGMA 2/3 XH34 Le) REF, 3.36 
901052F EXTENDED SYMBOL LANGUAGE OP REF MNL XH36 0 REF. 5.64 
901500D SIGMA 6/9 ANS COBOL FOR BPM/CP-5 XJ78 Le) REF. 9,24 
9015016 $5/9 ANS COBOL FOR BPM/CP-V OPS REF MNL XJ80 te) REF. 5.76 
901508 SIG 5-9 NUM SUBROUTINE PKG TECH MAN XJ87-00 e) REF. .00 
901524 EXT FORTRAN LIBRARY SIGMA 8/9 TECH MAN XKO4 E REF, 11.40 
901529 SIGMA 7 REF CARD XKO8 Le) REF , .84 
901830 SYMBOLS+CODES REF CARD XKO9 Cc REF, 48 
9015466 $5-9 BASIC LANGUAGE/GPERATIONS REF -MNL. XK14 ce) REF, 5.28 
901565H RT BATCH MONITOR GPERATIGNS REF MNL SR-HOO XK18 0) REF, 3,24 
901587) EXTENDED PERFORMANCE RAD STORAGE SYSTEM REF XK19 6) REF. 2,04 
901568 SIGMA MOc EQUIP REF XK27 ce) REF, 2.88 
901577 SIGMA 5/8 BATCH TIME-SHARE MONITOR REF MNL XK36 ic) REF. 6.36 
901592 SIGMA 3 COMPUTER REF MAN XK52 D REF. 4,80 
-901596D $2/3 REF CARD XK86 D REF , +48 
901600 SIGMA PERIPH SWITCH EQUIP REF XK58 A REF. 1,56 
901601B MOD.7450 X-BUFFERED LINE PRINTER REF XK59 a REF, 2.16 
901602 REMOTE TERMINAL REF FOR SIGMAS XK60 0 REF, 3.60 
901609C FUNCTIONAL MATH PROG SYST S5-8 REF MNL. XK67 Cc REF. 7,08 
901610C SIGMW 5/7 MANAGE REF MNL XK69 c REF, 4,80 
901624 SIGMA 5 REF CARD XK82 Le) REF. 36 
901654C SIGMA/5/9 FLAG REF MNL XLOS3 ie) REF. 9.12 
901672A KEYBOARD PRINTERS (ASR,KSR) REF MNL XL18 A REF, 2.16 
901674H CP-V SYST MGMTT DOO XL21 H REF, 6.90 
901674H-1 CP-V SYST MGMT EGO ADD 1 XL21A e) REF, 00 
901674H-2 CP-V SYSTEM MANAGEMENT REF. FOO XL21B Le) REF, 00 
901675H CP-V OPERATIONS REF MAN SIG 6/7/9+560 XL23 fe) REF. 8.88 
9016754-1 CP-V OPERATIONS EOO ADD 1 XL23A ce) REF, ,00 
901675H-2 CP-V OPERATIONS REFERENCE FOO XL23B e) REF, 00 
901677B S 5-9 FORTRAN DEBUG PACKAGE (FDP) REF MNL XL26 Le) REF, 4.44 
901692D CP-V TIME-SHARING USERS GUIDE S7 XL34 D REF, 8.16 
901692D-1 CP-V TIME-SHARING USERS GUIDE S7 ADD 1 XL34A 6) REF, .00 
901692D-2 CP-V TIME SHARING USERS GUIDE SRCCO XL34B ce) REF. 00 
901692D-3 CP-V TIME-SHARING USERS GUIDE S7 ADD 3 XL34C D REF, mele) 
901692D-4 CP-V TIME-SHARING USERS GUIDE S7 ADD 4 XL34D 0 REF, 00 
901701 COMM KEYBRD PRINTER REF FOR SIGMAS XL44 ce) REF. 1,56 
9017133 SIGMA 6 REF MNL XL47 0 REF. 9,00 
901733¢ SIGMA 9 COMPUTERS REF MAN XL52 Cc REF, 12,00 
901742 CROSS ASSEMBLER REFERENCE MANUAL XL62 Cc REF, 1,44 
901744B FORTRAN DEBUG PACKAGE REF CARD XL64 B REF. .24 
971758B S 5-9 GENERAL PURPOSE DISCRETE SIMULATER COO XL82 fe) REF. 15,96 
901764H CP-V BATCH PROCESSING XL89 ce) REF. 18.48 
901764H-1 CP-V BATCH PROCESSING REF. Foo XLB9A fe) REF, mele) 
901785 RBM USERS GUIDE $273 XL95 A REF, 8.28 
901785 RBM USERS GUIDE S2/3 ADD 1 XL9BA A REF, 00 
901787 SIG 3 SORT REF XMO2 B REF, 2.16 
901790A S 5-9 LANGUAGE AND GPERATIONS REF MNL XMO6 Le) REF, 3,24 
901806C 530/S/2/3 FORTRAN 4 REF MNL XM12 e) REF 7.44 
901807 FORT IV OPS SIG 3 XM13 Cc REF , 3.12 
901835 FORTRAN LIB TECH XM18 ie) REF, 8.76 
901851¢C S60 S6/7/9 TEXT LANGUAGE/GPS REF MNL XM23 ie) REF, 7,08 
9018734 EASY LANGUAGE OPS ADN REF MNL S6/7/9 xM29 te) REF , 3,84 
9018886 EXTENDED FORTRAN IV REF CARD XM46 ie) REF, .36 
901931C $6/7/9+560 APL LANGUAGE/OPERATIONS REF MNL XM51 c REF. 14.88 
901960B XDSS530 COMPUTER REF MNL xM70 B REF, 6.48 
901960B-1 X0S530 COMPUTER ADDENDA XM70A B REF, ,00 
901995D CP-V DATA BASE TECH XN18 D REF, 22.56 
901995D-2 CP-V DATA BASE TECH ADD 2 XN15B ce) REF, ,00 
901995D-3 CP-V DATA BASE TECH FO® ADD 6 XN15C 0 REF, 00 
901999B SIGMA 5-9 RPG REF MNL XN19 e) REF, 5.04 
903000C SIGMA 5/9 ASSEMBLY PROG LANG OPS REF MAN XP78 fe) REF, 6,96 
903005 RPG SORT AID CARD XP80 Le) REF. 24 
903012¢c §60/S6/7/9 EDMS REF MNL XP62 c REF, 12,24 
903012C-2 EOMS REF MAN ADD 2 XP82B fe] REF, .00 
903014A MODEL 7605 PROC ORIENTED COMM EQUIP REF XP86 A REF , 2,04 
903023 KEYBOARD/PRINTERS 4191-4194 REF MNL XP92 A REF, 2,88 
903024 CART.DISK CTLR XP93 fe) REF, 26.64 
903026C CP-V REMOTE PROCESSING XP94 Cc REF, 4,20 
903026C-1 CP-V REMOTE PROCESSING EO® ADD 1 XP94A fe) REF, 00 
$03026C-2 CP-V REMOTE PROCESSING FOO ADD 2 XP94B 0 REF. ,00 
903036D RT BATCH MONITOR SYSTEM MANAGEMENT REF MNL. SR-HOO XP97 ce) REF, 3,84 
903054B §$30/S2 3 AVAILABILITY FEATURES REF MNL XQ15 B REF 6.72 
903054B-1 530/S2 3 AVAILABILITY FEATURES REF MNL HOO ADD 1 XQ1i5A Le) REF, ,00 
S03060A SIGMA 7/9 ANS COBOL REF MNL XQ22 ce) REF, 2,40 
903066 IOP REF S560 + SIGNA 6/7/92 SRBOO xQ27 ce) REF 4.08 
903066B-1 X560/S6/7/9 IDP LANGUAGE/SOPERATIONS REF XQ27A B REF, 00 
903076B S60 COMPUTER REF MNL XQ31 B REF, 13.80 
903077 S50 REF XQ32 A REF. 11.40 
903080C CP-V XEROX S6O0/SIGMA 6/7/9 COMMON INDEX (D66) XQ35 ce) REF 4,20 
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903085D 
903085D-1 
903086D 
$03086D-1 
903087C 
903087C-1 
e03088c 
9O03090B 


CP-R FOR REAL-TIME REF MNL 

CP-R REALT-IME BATCH/PROC REF E0O VERSION 
550/S9 CP-R GPERATIONS REF MNL 

550/S9 CP-R OPERATIONS REF MNLSR EOO ADD 1 
$9+550 CP-R USERS GUIDE 

X650/S9 CP-R REAL TIME BATCH PROC.USERS GUIDE 
CONTROL PROGRAM FOR REAL-TIME 

X83/ ANS COBGL(RBM)LANGUAGE/OPS REF 


903094 3461 LINE PRINTER REF MAN 


903095A 


LINE PRINTER MODELS 3463/4/5/6 REF MNL 


903097 7463 LINE PRINTER REF MAN 


903110C 
903110C-1 
903111B 
903112A 
903112A 
9$03112A~-1 
903112A-3 
903112A-4 
903113B 
903113B-1 
903113B-2 
9031144 
903131 C 
903137A 
903137A-1 
903139 
901143E 


X550/S9 CONTROL PROGRAM FOR REAL-TIME AVALL. REF 
CP-R AVAILABILITY REF MNL ADD 1 
530 SATELLITE PROC TECH MNL 
EP-V TRANSACTIGN PROCESSING BOO 
CP-V TRANSACTION PROCESSING BOO 
CP-V TRANSATIGN PROCESSING CO® ADL 1 
CP-V TRANSACTION PROCESSING EGO ADD 3 
CP-V TRANSACTION PROC REF. FOO 
CP-V SYSTEMS PROGRAMMING DOG 
CP-V SYSTEM PROGRMMING EGO ADDENDA 
CP-V SYSTEM PROGRAMMING FOOADD 
SIGMA 5/9 EXTENDED FORTRAN IV 
CP-V POCKET GUIDE DOO 
DISK STORAGE SYSTEM REF MNL 
DISK STORAGE SYSTEM REF MNL ADD 1 
XEROX ELLA POCKET GUIDE 
$650/560/S5-9 EXTENDED FORTRAN IV OPERATIONS REF ML 


901153 REAL-TIME BATCH MONITOR SYS TECH 2/73 


901153F-1 
901199H 
903200A 
903200A-1 
903200A-2 
903200A-3 
903200A-4 
903201B 
903201B-~-1 
903201B-2 
903132A 


RBM SYSTEM TECH 2/3 ADD 1 SR HOO 
560/S5-9 SORT MERGE (CP-V/BPM)REF MNL 
CP-V ANS FORTRAN REF MNL 

CP-V ANS FORTRAN LANGUAGE AGO ADD 1 
CP-V ANS FORTRAN LANGUAGE BOS ADD 2 
CP-V ANS FORTRAN LANGUAGE EOO® ADD 3 
CP-V ANS FORTRAN LANGUAGE REF. Foo 
CP-V ANS FORTRAN GPERATIGNS 

CP-VANS FORTRAN GPERATIONS EGO ADD 1 
CP-V ANS FORTRAN GPERATIGNS REF. Foo 
SPL LANGUAGE AND OPERATIGNS FOR CP-V REF MNL 


SYSTEM 700 GP-16 CARTRIDGE AND DISK UNIT DRIVERS 
SYSTEM 700 GP-16 CASSETTE AND MAGNETIC TAPE ORIVERS 
SYSTEM 700 OP-~16 LINE PRINTER DRIVERS 

SYSTEM 700 OP-16 PAPER TAPE READER/PUNCH DRIVERS 
SYSTEM 700-GP-16 ASR33/35 DRIVER 

SYSTEM 700 GP-16 DISPLAY LINE PROCEDURE MODULE SROSOO 
SYSTEM 700 GP-16 CARD READER/PUNCH DRIVERS 

SYSTEM 700 OP-16 BASIC COMMONICATIONS SOFTWARE 

SYSTEM 700 GP-16 GENERAL LINE PROCEDURES 

SYSTEM 700 GP-16 COMMUNICATIONS HARDWARE DRIVERS 
SYSTEM 700 GP-16 USERS GUIDE SRO300 

SYSTEM 700 GP-16 BOS-COMPATIBLE FILE HANDLING PACKAGE 
SYSTEM 700 GP-16 UTILITY PROGRAMS 

SYSTEM 700 OP-16 INTER COMPUTER COMMUNICATIGNS UNIT DRIVER 
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XQ63-00A 
XQ63 -00B 
XQ65 
XQ77 
XQs80 
XQ80A 
xQ82 
XSO08 
X$10 
XS10A 
XS37 
XU03 
XUO3A 
XUO3B 
XUO3C 
XUO3D 
XU04 
XU04A 
XU04B 
XU18 
YX35 
YX36 
YX37 
YX38 
YX39 
YX40 
YX41 
YX42 
YX43 
YX44 
YY78 
Y2Z49 
YZ50 
Yz652 
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REV ¢ TPAC INSTRUCTION MANUAL 70130071058 FRO1 14,30 
REV C 1 MC INSTRUCTION MANUAL 70130071174 FRO2 31.78 
REV A 200 KC INSTRUCTION MANUAL 70130071233 FROS 50,89 
REV B & MC INSTRUCTION MANUAL 70130071234 FRO4 47.76 
REV D S-PAC INSTR MAN W/RP-31 32 33 PS 70130071175 FROS 57,31 
REV B H-PAC INSTRUCTION MAN W/RP-33 PS 70130071028 FROG 19,09 
REV © C-PAC INSTRUCTION MANUAL 70130071290 FRO? 31,78 
REV B SILICON S-PAC INSTRUCTION MANUAL 70130071266 FROS 57.31 
REV A DPG INSTRUCTION MANUAL 70130071128 FRO 31.78 
REV ¢ MODEL 2030 INSTRUCTION MANUAL 70130071142 FR1O 19.09 
REV C MODEL 2031 INSTRUCTION MANUAL 70130071143 FR11 15,93 
REV C MODEL 2032 INSTRUCTION MANUAL 70130071144 FR12 15.93 
REV A MODEL SPTS3O INSTRUCTION MANUAL 70130071139 FRI3 22,34 
REV © MODEL WT40 INSTRUCTION MANUAL 70130071169 FRi4 9,53 
REV C MOVING HEAD DISC GPTIGN MANUAL 70130071795 FR15 31.78 
REV D MOVING HEAD DISC GPTION MAN ADD 1 70130071795 FRISA 00 
REV D TCM31 INSTRUCTION MANUAL 70130071286 FR16 23.85 
REV D TCM32 INSTRUCTION MANUAL 70130071218 FR17 23,85 
REV & TCM35 INSTRUCTION MANUAL FOR 8K 70130071304 FR18 23.85 
REV © INTERFACE MANUAL 70130071147 FRI9 14.30 
REV F 7050 LINE PRINTER MANUAL 70130071757 FR20 38,20 
REV OG INSTRUCTION MANUAL 70130071171 FR21 57,31 
REV A SERVICE MANUAL VOLUMES 1+2 70130071179 FR22 47.76 
REV ©& M3000 MAGTAPE UNIT OPTION MANUAL 70130071208 FR23 15.93 
REV GO OCP GPTION MANUAL 70130071209 FR24 4.74 
DATAMEC MAGTAPE TRANSPORT OPTION MANUAL 70130071210 FR25 23,85 
REV © DMA GPTIGN MANUAL 70130071211 FR26 14.30 
REV © 8 LEVEL PRIORITY INTERRUPT OPT MAN70130071212 FR27 11,03 
REV GO DATAMEC M/TAPE OPT/MULT DEV 70130071213 FR28 25.49 
REV © ADDITIONAL INTERRUPT LINES MANUAL 70130071216 FR29 7.89 
REV © TWO ADD INDEX REGISTER OPTION MAN 70130071217 FR3O 7,89 
REV © DMA/FBC OPTIGN MANUAL 70130071219 FR31 12.77 
REV © SENSE LINES SPTIGN MANUAL 70130071220 FR32 6,37 
REV 6 OCP LINES OPTION MANUAL 70130071221 FR33 6.37 
REV © WORD FORMING BUFFER OPTION MANUAL 70130071225 FR34 9.53 
REV © OCP GSPTION MANUAL FOR 8K 70130071228 FR35 4.74 
REV © SCP OPTION MANUAL FOR 4K 70130071230 FR36 4.74 
REV © OCP GPTION MANUAL FOR 4K 70130071231 FR37 4.74 
REV G CHANNEL 76 OPTION MANUAL 70130071236 FR38 6.37 
REV & 8K MEMORY OPTION MANUAL 70130071237 FR39 9,53 
REV B 12K MEMORY GPTION MANUAL 70130071238 FR40 9.53 
REV © 16K MEMORY OPTION MANUAL 70130071239 FR41 9.53 
REV G 20K MEMORY GPTION MANUAL 70130071240 FR42 9.53 
REV O 24K MEMORY GPTIGN MANUAL 70130071241 FR43 9.53 
REV © 28K MEMORY OPTION MANUAL 70130071242 FR44 9.53 
REV © 32K MEMORY OPTION MANUAL 70130071243 FR45 9,53 
REV H TALLY P/T PUNCH GPTIGN MANUAL 70130071436 FR46 38,20 
REV & DIGITRONICS 2500 P/T ROR VENDOR 70130071437 FR47 11,38 
REV & BURROUGHS 303 C/P SPTIGN MANUAL 70130071438 FR48 114,66 
REV © BURROUGHS B/22 C/R INSTRUCT MANUAL70130071439 FR49 66,87 
REV C DATA PROD LINE PRINTER OPTION MAN 70130071441 FRSO 191.12 
REV C ICM47 OPTION MANUAL 70130071827 FR51 41.33 
REV © M21-10P POWER SUPPLY OPTION MANUAL70130071443 FRS2 12,77 
REV © BURRGUGHS B303 CARD PUNCH PRINTS 70130071444 FRSS3 28,64 
REV © BURROUGHS C/R Bi22 PARTS + PRICE 70130071445 FRS4 23.85 
REV A EL922 CARD READER SCHEMATICS 70130071448 FR55 14.30 
REV A DIGITRINICS TAPE HANDLER 70130071449 FRS6 57.31 
REV A TCMS2 CORE MEMORY MANUAL 70130071206 FRS7 41,33 
REV F ICMD40E MCM MANUAL 70130071808 FRS8& 31.78 
REV © PARALLEL OUTPUT CHANNEL MANUAL 70130071260 FR59 12.77 
REV © PARALLEL INPUT CHANNEL OPTION MAN 70130071259 FR6O 12,77 
REV © QGUTPUT CONTROL BUS OPTION MANUAL 70130071263 FR61 12,77 
REV © LINE PRINTER GPTION MANUAL 701300712357 FR62 19,09 
REV ©& CARD READER OPTION MANUAL 70130071255 FR63 12,77 
REV © BINARY TO BCD GSPTION MANUAL 70130071253 FRG64 35.03 
REV © FULLY BUFFERED CHANNEL OPTION MAN 70130071252 FR65 12.77 
REV © I1CB GPTIGN MANUAL 70130071298 FR6G 12.77 
REV @ CARD PUNCH OPTION MANUAL 70130071256 FR67 12.77 
REV B INSTALLATION + INTERFACE MANUAL 70130071265 FR68 15,93 
REV C SKS/S8CP OPTIGN MANUAL 70130071821 FR69 4,35 
REV © DATA CONVERSION MANUAL 70130071279 FR7O 6,37 
REV O BUFF PARA INPUT CHANNEL OPT MAN 70130071250 FR71 12,77 
REV A INSTALLATION MANUAL FOR 4K 70130071283 FR72 23, 85 
REV OG DGP 1522A MANUAL 70130071288 FR73 31,78 
REV © BUFFERED PARALLEL OUTPUT CHNL OPT 70130071249 FR74 12.77 
REV & DIGITAL PLOITER MANUAL 70130071294 FR75 11,08 
REV A INTERFACE MANUAL 70130071293 FR76 9.53 
REV B MEMGRY TEST 2000 SERIES 70130071818 FR77 35,03 
REV C PROCESSOR INTERFACE VOL 1 70130071792 FR78 22.34 
REV A PROCESSOR INTERFACE VOL 2 70130071793 FR79 22.34 
REV © PROCESSOR INTERFACE VOL 3 70130071794 FR80 22,34 
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REV © INSTALLATION MANUAL VOL 2 70130071264 FRO1 14.30 
REV © BURROUGHS CARD READER OPTION MAN 70130071309 FRe2 12.77 
REV © INSTRUCTION MANUAL NVG@ 2041 7010071313 FR8S 15,93 
REV © INSTRUCTION MANUAL PVG 2042 70130071312 FR84 15,93 
REV © INSTRUCTIGN MANUAL VOLUME 1 70130071264 FR85 76,84 
REV D INSTRUCTION MANUAL VOLUME 2 70180071264 FRe6 47.76 
REV ©& BURROUGHS CARD PUNCH MANUAL 70130071323 FR87 23.85 
REV A PAPER TAPE PUNCH OPTION MANUAL 70130071320 FRE8 14,30 
REV © POWER FAILURE INTERRUPT OPTION MAN70130071314 FR89 4.74 
REV A PRIORITY INTERRUPT UNIT OPTION MAN70130071344 FR9O 19.09 
REV © OCP LINES OPTION MANUAL 70180071334 FRO1 9.53 
REV & SKS OPTION MANUAL 70130071333 FR92 14,30 
REV A TYPEWRITER OPTION MANUAL 70130071325 FROS 14,30 
REV © 24 BIT PARITY GENERATOR MANUAL 70130071346 FRO4 15,93 
REV B INSTRUCTION MANUAL VOLUME 1 70130071301 FROS 50,89 
REV B INSTRUCTION MANUAL VOLUME 2 70130071301 FROG 15.93 
REV C INSTRUCTION MANUAL VOLUME 3 70130071301 FRO? 23.85 
REV 6 INSTRUCTION MAN TCM35 MAG CORE MEM70130071357 FROS 23,85 
REV © INSTRUCTION MAN POWER UNIT M-2080 70130071354 FR99 19,09 
REV © POWER FAILURE INTERRUPT OPT MAN 70130071347 FSO1 4,74 
REV A PARALLEL [INPUT CHANNEL OPT MAN 70130071348 FSO2 25.49 
REV 6 IBM SELECTRIC MANUAL 70130071450 FSO 4.74 
TECH MAN HIGH SPEED TAPE PUNCH 2180 70130071481 FSO4 4,80 
REV © TECH MAN P/T PUNCH (BRPE) BUL 118470130071482 FSO5 4.67 
REV & ASR PARTS BULLETIN 1184B 70130071454 FSO6 12,35 
REV & INST MAN RPSS + RPSSE POWER SUPPLY FSO7 23,85 
REV © DUAL CDC MTIU $130 MGD A+B INST 70130071456 FSOS8 60.46 
REV A 8162/24 MAG CORE MEMORY INSTRUCT 701380071379 FSO9 47.76 
REV A MICROPAC RELIABILITY MANUAL 70130071383 FS10 19,09 
REV © PAPER TAPE PUNCH OPTION MANUAL 70130071321 FS11 19,09 
REV A DIRST MEMORY ACCESS DIST OPT MAN 70130071329 FS12 41,33 
REV A FULLY BUFFERED CHANNEL OPTION MAN 70130071330 FS13 31,78 
REV © CARD READER OPTION MANUAL 70130071322 FS14 19,09 
REV A PERIPHERAL INTERFACE UNIT 2 OPT 70130071396 FS15 22,34 
REV @ INCREMENT PLOITER MANUAL 70130071343 FS16 9,53 
REV A LINE PRINTER OPTION MANUAL 70130071342 FS17 22.34 
REV A CARD PUNCH OPTION MANUAL 70130071341 FSi8 14,30 
REV © 200 CPM CARD READER OPTION MANUAL 70130071340 FS19 14,30 
REV A 100 CPM CARD READER OPTION MANUAL 70130071339 FS20 15,93 
REV A PAPER TAPE UNIT OPTION MANUAL 70130071338 FS21 22,34 
REV C MAGTAPE TRANSPORT UNIT(75 180) OFT70130071337 FS22 38,20 
REV G MAGTAPE TRANSPORT UNIT (48) GPT 701230071336 FS23 41,33 
REV & CHARACTER BUFFER SPTIGN MANUAL 70130071335 FS24 3,53 
REV A INTERRUPT OPTION MANUAL 70130071332 FS28 73.15 
REV A WORD FORMING BUFFER OPT MNL 70130071331 FS26 15,93 
REV B ACCESS DISTRIBUTION UNIT OPTION 70130071326 FS27 98,80 
REV B MEMG@RY EXPANSIGN OPTIGN MANUAL 70130071390 FS28 4.74 
REV © MEMORY PARITY MANUAL 70180071391 FS29 6.37 
REV A HIGH SPEED ARIGHMETIC OPTION MAN 70130071315 FS30 25,49 
REV A REAL TIME CLOCK G@PTION MANUAL 70130071316 FS31 4.74 
REV © WATCH DOG TIMER OPTION MANUAL 70130071392 FS32 12.77 
REV @ DMC + 1ST SUBCHANNEL OPTION MAN 70130071317 FS33 14.30 
REV A DIRECT DATA CHANNEL GPTIGN MANUAL 70130071393 FS34 12,77 
REV @ PRIGRITY INTERRUPT OPTION MANUAL 70130071318 FS35 12.77 
REV © INPUT/OUTPUT CHANNELS GPTIGON MAN 70130071394 FS36 22,34 
REV A MAGTAPE TRANSPORT UNIT(45) OPT MAN70130071319 FS37 31.78 
REV A MAGTAPE TRANSPORT UNIT(78+150) OPT70130071395 FS38 47.76 
REV A LINE PRINTER OPTION MANUAL 70130071342 FS39 35.03 
REV © CDC PERIPHERAL EQUIP GROUP 1604 70130071457 FS40 47.76 
REV G cbc 9110 MOD B+C MAGTAPE REF 70130071488 FS41 41,33 
REV @ NCR CARD READER EM-DL MANUAL 70130071459 FS42 38,20 
REV @ BUFFERED PARALLEL INPUT OPT MAN 70130071284 FS43 33.42 
REV G SYNCHRONOUS SINGLE LINE CONTR OPT 70130071902 FS45 10.77 
REV A PB420 POWER SUPPLY MANUAL 70130072133 FS46 6,37 
REV B MAGTAPE SYSTEM OPTION MANUAL 70130072138 FS47 22,34 
REV © HZ MODIFICATION MANUAL 70130071870 FS48 6.37 
REV A TELETYPE BULLETIN 281B VOL 1 70130072034 FS49 9,53 
REV A MTD-10/11C EDP TAPE DRIVE PRINTS 70130072088 FS5O 30,33 
REV A MTD-10/11C EOP TAPE DRIVE PRINT 70130072087 FS81 45,92 
REV A TELETYPE BULLETIN 281B VOL 2 70130072038 FS82 9,53 
REV B DODC/DAS STATION LOGIC INTERFACE 70130071858 FS53 19,09 
REV A BUFFERED LINE PRINTER OPT MAN 70130072508 FS34 11,03 
REV B BUFFERED LINE PRINTER OPT MAN ADD170130072508 FSS4A .00 
REV A H632 CENTRAL PROCESSOR INSTRUCTION70130071962 FS35 31.78 
REV A H632 CENTRAL PROCESSOR DESCRIPTION70130071963 FSS6 19,09 
REV C H632 MAINTENANCE INSTRUCTION MAN 70130071964 FS857 9,53 
REV A INTERFACE MANUAL 70130071966 FS88& 7,89 
REV F CENTRAL PROCESSOR DIAGRAMS 70130071968 FSSgS 38.20 
REV @ CENTRAL PROCESSOR DIAGRAMS ADD 1 70130071968 FSS9A ,00 
REV H CENTRAL PROCESSGR DIAGRAMS ADD 2 7013007196& FS59B ,00 
REV E LOW CAPACITY MULTI LINE CONTR GPT 701300724 1¢ FS60 11,03 
REV F LOW CAPACITY MULTI LINE CONTR ADD170130072410 FS60A ,00 
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REV @ LOW CAPACITY MULTI LINE CONTR ADD270130072410 
REV C INPUT/GUTPUT PROCESSOR OPT MAN 70130071971 
REV D INPUT/OUTPUT PROCESSOR GPT ADD 1 70130071971 
REV E INPUT/GUTPUT PROCESSOR OPT ADD 2 70180071971 
REV A REMOTE MESSAGE CONCENTRATOR OPT 70130072514 
REV A ILLUSTRATED PARTS BREAKDOWN 70130071973 
REV B MODULAR PRODUCTS VOLUME 1 70130071974 
REV C MODULAR PRODUCTS VOLUME i ADD 1 70130071974 
REV D MODULAR PRODUCTS VOLUME 1 ADD 2 70130071974 
REV A MASKED OPERATIONS OPTION MANUAL 70130071975 
REV B PAPER TAPE PUNCH OPTION MANUAL 70130071976 
REV C PAPER TAPE PUNCH OPTION MAN ADD 1 70130071976 
REV D 7 TRACK MAGTAPE OPTION MANUAL 70130071978 
REV D CARD READER GPT MAN FOR 400 CPM 70130071979 
REV E CARD READER OPT FOR 400 CPM ADD 1 70130071979 
REV F CARD READER OPT FOR 400 CPM ADD 2 70130071979 
REV C 300 LPM LINE PRINTER GPTIGN MAN 70130071980 
REV A INTERRUPT OPTION MANUAL 70130071982 
REV B INTERRUPT OPTION MANUAL ADD 1 70130071982 
REV C INTERRUPT OPTION MANUAL ADD 2 70130071982 
REV B POWER FAILURE INTERRUPT OPT MAN 70130071983 
REV A MOVING HEAD DISC SPTIGN MANUAL 70130071985 
REV B MOVING HEAD DISC OPTION MAN ADD 1 70130071988 
REV A STORAGE TUBE DISPLAY GPTION MAN 70130072528 
REV A CP/MAIN MEMGRY INSTRUCTIGN MAN 70130072499 
REV B CP/MAIN MEMORY INSTRUCTIGN ADD 1 70130072499 
REV C MODEM BYPASS MAINTENANCE MANUAL 70130072532 
REV D 6925/6926 MODEM BYPASS MAINT ADD 70130072532 
REV E 6925/6926 MODEM BYPASS MAINT 70130072532E 
REV G RUGGEDIZED COMPUTER MANUAL 70130072565 
REV A ICM-200 MCM MANUAL 70130072529 
REV B-D ICM-200 MCM MANUAL ADD 1 70130072529 
REV A CARD PUNCH GPTIGN MANUAL 70130071998 
REV B CARD PUNCH SPTIGN MANUAL ADD 1 70130071998 
REV H MOD 1602 RT DATA ACQUI G+M MAN 70120072512 
REV FIXED HEAD DISC GPTIGN MANUAL 70130072000 
REV D MULTIPROCESS CONTROLLER OPT MAN 70130072042 
REV & MULITPROCESS CONTROLLER OPT ADD 1 70130072042 
REV F MULTIPROCESS CONTROLLER OPT ADD 2 70130072042 
REV F MEMORY ACCESS DIRECTOR OPT MAN 70130072037 
REV J DACS DIGITAL 1/6 SUBSYSTEM (1602) 70130072513 
REV A MOD-8 REFERENCE MANUAL VOLUME 1 70130072887 
REV A MOD-8 REFERENCE MANUAL VOLUME 2 70130072587 
REV A FLOATING POINT GPTIGN MANUAL 70130072061 
REV B FLOATING POINT SPTIGNAMANUAL ADD 170130072061 
REV A VOL 1 MPC-8& MANUAL 70130072098 
REV A VOL 2 MPC-8 MANUAL 70130072098 
REV B VGL 2 MPC-8 MANUAL 70130072098 
REV A REAL TIME CLOCK SGPTIGN MANUAL 70130072537 
REV A VOL 1 MAD-4 MANUAL 70130072100 
REV A VOL 2 MAD-4 MANUAL 70130072100 
REV A DIRECT COUPLED INTERFACE MANUAL 70130072589 
REV B DIRECT COUPLED INTERFACE MANUAL 70130072589 
REV A MEMORY PARITY GPTION MANUAL 70130072102 
REV B MEMORY PARITY GPTIGN MANUAL 70130072102 
REV A HIGH SPEED 1/6 PROCESSGR OPT MAN 70130072103 
REV C MODULAR PRODUCTS MANUAL VOL 2 70130072032 
REV D MODULAR PRODUCTS MANUAL VOL 2 70130072032 
REV C INPUT/OUTPUT TYPEWRITER OPT. MAN 70130072040 
REV G 9 TRACK MAGTAPE OPTION MANUAL 70130072424 
REV H 316/516 STRACK MAGTAPE SYSTEM 70130072424 
REV B DATASET CONTROLLER OPT MAN 70130072597 
REV B 9 TRACK MAGTAPE GPTIGN MAN 70130072124 
REV C UNIVERSAL 1/70 CONTROLLER OPT MAN 70130072125 
REV B RT CLOCK + WATCH DOG TIMER GPT 70130071991 
REV A DRUM STORAGE UNIT GPT MAN (6100) 70130072607 
REV A DIRECT 1/0 MANUAL 70130072099 
REV Bt+C DIRECT 140 MANUAL 70130072039 
REV A MOVING HEAD DISC OPTIGN MANUAL 70130072611 
REV H MEMGRY EXPANSION GPTION MANUAL 70130072276 


REV K HIGH SPEED DMC OPTION MANUAL 
REV C FAST RECOVERY AUTO RESTART 


H316 CIRCUIT MODULES/PARTS INSTR.MAN. 


REV A HIGH SPEED ARITHMETIC GPT MAN 


REV D REAL TIME CLOCK OPTION MAN 


SO CYCLE MODIFICATION OPTION MAN 
REV O& WIRING MANUAL FOR CPWN-21 


70130072280 
70130072682 


70130072166AY 


70130072168 
70130072179 


701300721814 
70130071941 
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REV © WIRING MANUAL FOR DPWN-21 70130071915 
REV G6 ISSUE 2 GR WIRING MAN FOR CPDM-21 70130071916 
REV & WIRING MANUAL FOR RTWB-21 70130071918 
REV & WIRING MANUAL FOR RTWE-21 706130071920 
REV 6 1/6 TYPEWRITER SUPPLEMENT 805-10 70130071921 
REV © DANA AMPLIFIER MOD 3400-5-309 MAN 70130071922 
REV 6 ASR 35 BULLETIN 1187B PARTS MANUAL70130071923 
REV ©& RHEEN PAPER TAPE READER MANUAL 70130071925 
REV MANUAL FOR SOLA POWER SUPPLY 60 70130071926 
REV © H-21 PAPER TAPE READER 805-9 MAN 70130071927 
REV © DCRM-21 REFERENCE MANUAL 70130071928 
REV © KSR 35 TELETYPE 1201B BULLETIN 70130071929 
REV © TECHNICAL MOTOR UNIT 2958 MANUAL 70130071930 
REV A SOLA POWER SUPPLY 282095 MANUAL 70130072005 
REV A SOLA POWER SUPPLY 282039 MANUAL 70130072006 
REV A SOLA POWER SUPPLY 282092 MANUAL 70130072007 
REV A SOLA POWER SUPPLY 282083 MANUAL 70130072012 
REV © cdc 9100 DEVICE MANUAL 70130071801 
REV © cDC 9115 DEVICE MANUAL 70130071500 
REV © CDC MAGTAPE MOD 9135 REFERENCE 70130071504 
REV 0 CDC MAGTAPE MOD 91258 REFERENCE 70130071506 
REV © cbC 9125 WIRELIST 70130071508 
REV A MAGTAPE 10711C REFERENCE MANUAL 70130071852 
REV © MAGTAPE 41742 OPTION MANUAL 70130071428 
REV B INSTRUCTION MANUAL VOLUME 1 70130071427 
REV B INSTRUCTION MANUAL VOLUME 2 70130071427 
REV F INSTRUCTION NAMUAL VOLUME 3 70130071427 
REV @ INSTRUCTION MANUAL VOLUME 3 ADD 1 70130071427 
REV B DMA SPAC GPTIGN MANUAL 70130071423 
REV G SPAC 1/76 CHANNEL OPTION MANUAL 70130071425 
REV A PRIGRITY INTERRUPT SPAC GPT MAN 70130071424 
REV B INPUT/GOUTPUT UNIT OPTIGN MANUAL 70130071426 
REV & SPAC CONFIGURATION OPTION MANUAL 70130071529 
REV C MICROPAC EXPANSION MANUAL 70130071530 
REV C MICROPAC EXPANSION MANUAL ADD 1 70130071530 
REV A CHARACTER BUFFER OPTION MANUAL 70130071531 
REV B 1/6 Q BUFFERED 1/6 OPTIGN MANUAL 70130071532 
REV A POWER FAILURE INTERRUPT GPT MAN 70130071533 
REV © SINGLE EXECUTIVE INTERRUPT OPT 70130071534 
REV A PRIORITY INTERRUPT OPTION MANUAL 70130071537 
REV B DDP-124-27M OPTIONAL SENSE LINES 130071537B 
REV © ADDITIONAL OCP LINES GPTIGN MAN 50130071538 
REV B OPTIONAL INTERFACE UNIT OPT MAN 70130071539 
REV D DMA MICROPAC OPTIONAL MANUAL 70130071540 
REV A INTERFACE MANUAL 70130071541 
REV B INTERFACE MANUAL ADD 1 70130071541 
REV C MPSOO0/S00E POWER SUPPLY MANUAL 70130071913 
REV 6 RP61/62 POWER SUPPLY INSTRUCTION 70130071933 
REV O LINE PRINTER OPTION MANUAL 70130071434 
VOL 1 ARS TELEPRINTER TECH (280B) MAN 70130071872 
VOL 2 ARS TELEPRINTER TECH (260B) MAN 70130071872 
REV G6 ICM40 INSTRUCTION MANUAL 70130071411 
REV A ASR3S OPTION MANUAL 70130071563 
REV B MP40/40E POWER SUPPLY W/RP-40 PR3670130071546 
REV O MAIN FRAME INTERRUPT OPT MDL 70130071565 
REV ADDITIGNAL INDEX REGISTER SPT MAN 70130071564 
REV 200 CPM CARD READER GPTION MAN 70130071583 
REV A DAS SYSTEM OPERATORS GUIDE 70130071659 
REV DDC SYSTEM OPERATORS INSTRUCTION 70130071887 
REV C MAGTAPE TRANSPORT GPTION MANUAL 70130071557 
REV ANALEX LINE PRINTER DEVICE MAN 70130071727 
REV K CDC MOVING HEAD DISC OPTIGN MAN 70130071862 
REV C DDP516 GENRL PURPOSE COMPUTER 70130071624 
REV J VOL 1 816 THEORY OF GPERAT + MAINT70130071620 
REV A CENTRAL PROCESSOR VOLUME 2 MAN 70130071621 
REV G MAGTAPE SYS DDP-416/516 4100SERIES701300716466 
REV A HIGH SPEED ARITHMETIC GPT MAN 70130071648 
REV.F ODP-516-21 DMA GPTION INSTR.MAN 70130071649F 
REV F DMC GPTION MANUAL 70130071647 
DDPS16 PAPER TAPE RDOR.OPTION 516-50/9885070130071642H 
PAPER TAPE PUNCH OPTION DDP-516/9522 70130071643 
REV C BURROUGHS CARD READER OPTION MAN 70130071656 
REV ANALEX SERIES S&S LINE PRINT !INSTRUC70130071729 
REV B ANALEX UNBUFFERED SHUTTLE LI NEPRIN70130071664 
REV MEMORY LOCKSUT OPTION MANUAL 70130071701 
REV A MEMORY PARITY OPTION MANUAL 70130071652 
REV B REAL TIME CLOCK GPTIGN MANUAL 70130071687 
REV D MEMORY LOCKOUT OPTION MANUAL 70130071651 
REV E MEMORY LOCKOUT OPTION MANUAL ADD 170130071651 
REV D PARALLEL 1/0 CHANNEL OPT MNL 70130071 721D 
REV D UNBUFFERED 1/0 CHANNEL GPT ADD 1 70130071721 
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REV D BUFFERED 1/0 CHANNEL OPTION MAN 70130071722 FT93 34.30 
M6DS16-25/416-25PRIORITYINTERRUPT/MEM, 70130071644F FT94 4,04 
REV F SMALL MASS STORE GPTIGN MANUAL 70130071677 FT95 38.20 
REV 1CM-S00/SO0E MAGCGRE MEMORY MAN 70130071894 FT96 19.09 
REV V ICM-S00/SOQ0E MAGCORE MEMORY MAN 70130071894 FT96A 00 
REV J FIXED HEAD DISC OPTION MANUAL 70130071650 FT97 28.18 
REV F EXTENDED ADDRESSING GPTIGN MANUAL 70130071646 FT98 19.09 
REV CP MANUAL FOR 416 VOLUME 1 701380071683 FT99 66.87 
REV INSTRUCTION MANUAL VOLUME 2 70130071654 FUuOo1 23.85 
REV D INSTRUCTION MANUAL VOLUME 2 70130071655 FUO2 28,64 
REV F INSTRUCTION MANUAL VOLUME CDD 1 70130071655 FUO2A 00 
REV C INTERFACE MANUAL 70130071732 FUO3 19.09 
REV B PAPERTAPE PUNCH OPTION MANUAL 70130071748 FUuO4 19,09 
REV ANALEX BUFFERED SHUTTLE LINEPRINT 70130071746 FUOS 38,20 
REV A MTP-93602 EXERCISER MANUAL 70130071751 FUO6 47.76 
REV A SOLDERLESS WRAP MPAC DIGITAL MOD 70130071371 FUO7 12.77 
REV MASS STORE OPTION MANUAL 70130071756 FUOS8 38,20 
REV D ICM42 INSTRUCTION MANUAL 70130071900 FUO9 22.34 
REV B CARD READER OPTION MANUAL 70130071807 FU10 6.37 
REV 8161 PROCESS INTERFACE CONT ADAPT 70130071752 FU11 19.09 
REV MEMORY EXERCISER MODEL MTP 3601 70130071561 FU12 50.89 
REV B PROGRAM MULTILINE CONTROL FOR 164870130072022 FU13 5.76 
REV B TIME SHARING SYSTEM AAC 1648 70130072023 FU14 3.24 
REV C TIME SHARING SYSTEM AAC 1648 ADD 170130072023 FUIAA .00 
REV B 816-661 LTU FOR 1648 70130072024 FUuts 4.74 
REV B TIME MULTIPLEX UNIT FOR 1648 70130072027 FU16 6.37 
REV D INTER COMPUTER COMMUNICATIGNS UNIT70130072076 FU17 2.35 
REV A TSS OGPERAT REFERENCE COMMUN PROC 70130072177 FU1I8 15.93 
REV U REAL TIME PUR ANALOG SUBSYSTEM 70130072106 FUI9 39,09 
R-T CONTROL SUBSYSTEMS DIGITAL 1/6 70130072107Y FU20 18,21 
REV J REAL TIME INTERFACE MAINTENANCE 70130072109 FU22 16,86 
REV B PORTABLE PAPERTAPE READER MANUAL 70130072182 FU23 8.02 
REV B RUGGEDIZED COMPUTER INSTRUCTION 70130072185 FU24 23.40 
REV E ASYNCHRONOUS SINGLELINE CONTROLLER701 30072237 FU25 6,33 
REV A INSTALLATION + MAINTENANCE MAN 70130072234 FU26 23,85 
REV A FLOW + TIMING DIAGRAMS 70130072235 FU27 25.49 
REV A ENGINEERING DRAWINGS 70130072236 FU28 33,42 
REV A INTERFACE MANUALS 70130072248 FU29 13.41 
REV A INSTALLATION MANUAL 70130072250 FUSO 14.04 
REV A INSTALLATION MANUAL ADDENDUM 70130072250 FUSOA ,00 
REV A INTERFACE CONTROLLER MANUAL 70130072198 FU31 35.03 
REV A GNLINE PLATED WIRE TESTE MOD 3804 70130072241 FUS2 35.03 
REV A INTERFACE + INSTALLATION MANUAL 70130072243 FU33 6,37 
REV CP DESCRIPTION MAN VOLUME 1 70130072244 FU34 32.18 
REV A CARD READER PUNCH GPTIGN MANUAL 70130072275 FUSS 14.30 
REV D ANALOG DIGITAL CONVERT MOD AD0C708B70130072164 FU37 6.37 
REV — ANALOG DIGITAL CONVERT MOD ADC708B70130072164 FUS7A ,00 
REV D ANALOG DIGITAL CONVERT MOD ADC710B70130072163 FUSS 6.37 
REV E ANALOG DIGITAL CONVERT MOD ADC710B70130072163 FUS&A mele) 
REV F ANALOG DIGITAL CONVERT MOD ADC710B70130072163 FUS8B 00 
REV ANALOG DIGITAL CONVERT MOD ADC713B70130072299 FUSS 7.89 
REV E ANALOG DIGITAL CONVERT MOD A0C713B70130072299 FUS9A »00 
REV F ANALOG DIGITAL CONVERT MOD ADC713B70130072299 FU3SB 00 
REV G ANALOG DIGITAL CONVERT MOD ADC7139B70130072299 FUS9C » 00 
REV A REAL TIME CLOCK OPTION MANUAL 70130072289 FU40 1.60 
REV A POWER FAILURE INTERRUPT GPT MAN 70130072290 FU41 3.24 
REV B PAPERTAPE READER + ASR33 OPT MAN 70130072306 FU42 17.47 
REV ICM~160 CORE MEMORY INSTRUC 70130072233 FU43 8.95 
REV I ICM-160 CORE MEMORY INSTRUC ADD 1 70130072233 FU43A 00 
REV J ICM-160 CORE MEMORY INSTRUC ADD 2 70130072233 FU43B mele) 
REV L ICM-~160 CORE MEMORY INSTRUC ADD 3 70130072233 FU43C .0O0 
REV M ICM-160 CORE MEMORY INSTRUC ADD 4 70130072233 FU43D .00 
REV CP DESCRIP MAN VOL 2 70130072346 FU44 9.53 
REV D CP DESCRIP MAN VOL 2 ADD 1 70130072346 FU44A 00 
REV A DIGITAL CONTROL MANUAL 70130072348 FU45 19,50 
REV J 400/800 CPM CARD READER INSTRUC 70130072332 FU47 5.44 
REV ADP 731/732/733 BACKPLANE MAN 70130072300 FU48 4,74 
REV B ADP 731/732/733 BACKPLANE MAN ADD170130072300 FU48A 00 
REV A MAN FOR POWER SUPPLY PB720 70130072301 FUd9 1.60 
REV A DDC OPTION MANUAL 70130072288 FUSO 6,37 
REV D MEMORY LOCKOSUT/BASE RELOCATION 70130072309 FUS1 6,63 
REV A VOL 1 ASR3O TECH BULLETINE 310B 70130072395 FUS2 34.30 
REV A VOL 2 ASR3GO TECH BULLETINE 3108 70190072395 FU52A »00 
REV E H316/DDP-516 DATASET 6876+6877 70130072394 FUS3 10,96 
7.36 

ses 22,34 

REV CD 716 CPU MAINTENANCE MANUAL 70130072627 FUS6 33.88 
REV CE 716 CPU MAINTENANCE MANUAL 70130072627CE FUS6A 71 
6307/8507 ASR/5310 KSR MAINT, MAN, 701300725762 FU59 6.82 
6312 SYNC SINGLE LINE CONTROLLER MAINT. 70130072656C FU60 9.70 
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70130072658C 


TYPE8712 REAL-TIME INTERFACE DIGITAL 1/8701300726406 


5010 PAPER TAPE ROR.OPTION MAINT. 
REV J TYPES210 PAPERTAPE PUNCH OPT 


REV H TYPE 5210 PAPERTAPE PUNCH GPT MAN 
REV J TYPE 65210 P/T PUNCH GPT ADD 2 

REV A REAL TIME INTERFACE CONTROLLER 
REV B VGL 1 LSMLC OPTION MANUAL 

REV A VGL 2 LSMLC OPTION MANUAL 

REV D VOL 2 LSMLC OPTION MANUAL 


REV C LINE PRINTER OPT MANUAL 

REV D+E LINE PRINTER OPT MAINT MNL ADD 
REV F LINE PRINTER GPT MAINT MAN ADD 
REV F TYPE 4500 FIXED HEAD DISK OPTION 
6341 LINE MODULE ADAPTER MAINT MNL 

REV D 6351 ASYNCH LINE MODULE MAINT 


8617/8618 REAL-TIME INTERF,.ANALOG MAINT. 


REV B 6353 SYNCH LINE MODULE urii0N 
REV B 6353 SYNCH LINE MODULE GPTIGN 


70130072577K 
70130072609J 
70130072609 
70130072609 
70130072641A 
70130072683 
70130072683 
70130072683 


70130072769 
70130072769 
70130072769 
70130072584 
70130072686C 
70130072687 
70130072642F 


70130072691B 
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READ-ONLY MEMORY MODULE MAINT. 
READ ONLY MEMORY MODULE MAINT MNL ADD 
REV A 1/@ AUTO CALL INSTRUCTION MANUAL 


REV — 716 MEMORY PARITY OPT MAINT 


REV H SSLC PROGRAMMINGSMAINT MAN- 


TYPE 716/2021 MEM LOCKGUT OPTION MAINT 
REV G 4180/81/90/91/1600 CPI MAGTAPE 
1600 CPI MAGTAPE PROG/MAINT 

REV G 4041,42,51,52$S53MAG TAPE OPTIONS 


SYSTEM CHECKGUT DIAG/DESINGSOPERATION 
REV 301 212-16 ONLINE COUPLER O+M MAN 
REV 300 DATANET 2000 SYSTEMS MANUAL 
MED SPEED LINE CONTR G&M INCL201CHG PG 
REV 200 SYCLIC REDUNDANRY CHECK OP+MNT 
REV 100 AUTOS DIAL SPERATION + MAINT 
REV 100 L102C CARD READER O+M MANUAL 
REV 100 L102C CARD READER O&+M MANUAL 
REV A MULTIPLEX LINE BUFFER O+M 

REV © AUTG DIAL BUFFER SPER + REFERENCE 
REV CYCLIC REDUNDANCY CHECK OP + REF 
REV L102C CARO READER OPER + REF 

REV 716 INTERFACE MAN FOR GEM GNLY 


70130072726C 
70130072726D 
70130079721 


70130072732E 


70130072737H 


70130072733B 
701300727586 
701300727586 
701300726386 


42401066-400 
424011223 
42401224 
42401225-200 
42401228 
42401229 
42401237 
42401237 
41286101095 
41286101097 
41286101099 
41286101106 
41286101107 


REV A SENSOR BASED SYS MODULE USER GUIDE70130072744 


REV SOO KEYPLEX GP + MAINT MANUAL . 

REV 400 KEYPLEX SOFTWARE UTILITY MANUAL 
REV 200 KEYPLEX OP SYS SOFTWARE MANUAL 
REV 200 KEYPLEX TEST ROUTINE SOFTWARE 
REV S00 KEYPLEX SCC OPER + MAINT 

REV 400 KEYSTATIGN GPER + MAINT 

REV406 KEYSTATION GPER+ MAINT ADD1 
KEYTAPE ADAPTER GPER + MAINT 


74190010-800 
74190025~400 
74190016-200 
74190019-200 
74190012-500 
74190011-400 
74190011-406 
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MOVING HEAD OPTION DISK CONTROL OSM 
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FORMS 


LAYOUT FORM 80 COLUMN CARD 

FORTRAN PROGRAM FORM 

EASY CODER CODING FORM 

REPORT LAYOUT - 1936 COLUMN 

DIAGRAM + FLOWCHART WORKSHEET 
DETAIL MEMORY LAYOUT 

CARD DESCRIPTOR FORM 

“SDING FORM ALL PURPOSE 80 COLUM 
COBOL PROGRAMMING 11 X 15 

DATA FORMAT 

COMPUTER PLANNING CONTROL SCHEDULE 
KEYTAPE PROGRAM LAYOUT CHART 
LAYOUT FORM -80 CHARACTER RECORD 
GENERAL PURPOSE INPUT FORM 
SALCULATIGN SPECIFICATIONS 

FILE EXTENSIGN + LINE COUNTER SPEC. 
GONTROL CARD + FILE DESCRIPT. SPEC 
INPUT SPECIFICATIGNS 

OUTPUT SPECIFICATIONS 

DATA/RECORD FORMAT 

CARD LAYOUT 80 COLUMN 

COBOL PROGRAMMING FORM 

FLOW CHARTING WORKSHEET 

PRINTER LAYOUT 128 COLUMN 
DATA/RECGRD FORMAT 

KEYTAPE PROGRAM CARD 

COMPUTER MALFUNCTIGN REPORT CS~122 
6000 SYMBOLIC CODING FORM 


WORKSHEET 12.5 HOR 4.0,6.0,8.0,10.0 VER 


GRIDSHEET 12.5 HOR 4.0 VERTICAL 
GRIDSHEET 12.5 HOR 6.0 VERTICAL 
GRIDSHEET 12.5 HOR. 8.0 VERT. 

GRIDSHEET 12.5 HOR 10.0 VERTICAL 
SYSTEM TECHNICAL ACTIGN REQUEST 


WORKSHEET 10.5 HOR 4.0,6.0,8.0 VERTICAL 


GRIDSHEET 10.0 HOR 4.0 VERTICAL 
GRIOSHEET 10.0 HOR. 6.O VERT. 
GRIDSHEET 10.0 HOR 8.0 VERTICAL 
LEVEL & CODING FORM 

PPS REMOVAL LOGO INSERT 

CUSTOMER PUBLICATIGNS GRDER FORM 
TEMPLATE 

PPS FORMS RULER 

COBGL PROGRAMMING FORM 8 172 X 11° 
CALCULATION SPECIFICATIONS 

FILE EXTENSION & LINE COUNTER SPECS 
HEADER & FILE DESCRIPTION SPECS 
INPUT SPECIFICATIONS 

GUTPUT SPECIFICATIONS 

VIP 24X80 SCREENLAYOUT 

SCREENRITE 
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PAD (50 SHTS) 
PAD (S50 SHEETS) 
PAD (50 SHTS) 
PAD (50) 

PAD (50 SHTS) 


PAD (50) 


PAD 

UNIT (25 CARDS) 
PAD 

PAD (30) 

PAD (50) 

PAD (50) 

PAD (50) 

PAD (50) 

PAD (350) 

UNIT (50 PAD) 
PAD (50) 

PAD (50) 

PAD (50) 

PAD (50) 

UNIT S0/PAD 
UNIT (28 CARDS) 
UNIT (28 SETS) 
PAD (50) 


UNIT 20/PAD 


UNIT 20/PAD 
UNIT 20/PAD 
UNIT (PAD/20) 
UNIT 20/PAD 
UNIT (25 SETS) 


UNIT 20/PAD 


UNIT 20/PAD 
UNIT (PAD/20) 
UNIT 20/PAD 
PAD (80) 

PAD (25) 

EACH 

EACH 

EACH 

PAD 


50/PAD 
50/PAD 
50/PAD 
50/PAD 
S0/PAD 


1 
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PAD(50O) 
PAD (50) 
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Data Processing & Page Printing 
Forms with Illustrations 


60001034 
0001258 
0001845 
0001851 
0001853 
0001862 
0001985 
0002191 
0002235 
0002385 
0002401 
0002556 
0002682 
0002793 
0002794 
0002795 
0002796 
0002797 
0002798 
0002802 
0002816 
0002817 
0002818 
0002819 
0002820 
0002840 
0002848 
0003012 
0003015 
0003016 
0003017 
0003018 
0003013 
0003026 
0003027 
0003028 
0003029 
0003030 
0003061 
0003079 
0003106 
0005131 
0007317 
001523A 
002794A 
002795A 
002796A 
002797A 
002798A 
004016A 
004017A 
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HONEYWELL PUBLICATIONS CATALOG 
ADDENDUM B 


SUBJECT 
Additions and Changes to the Manual 


SPECIAL INSTRUCTIONS 


This is the second addendum to the Honeywell Publications Catalog, Order No. 
AB81-13 dated May 1982, and supersedes Addendum A dated June 1982. This 
addendum consists of two listings: new and revised items sorted by product line; 
and new and revised items listed in alphanumeric order. Those items with “B” 
preceding the order number are new listings. 


ORDER NUMBER 
AB81-13B July 1982 


35077 


Printed in U.S.A. Hon eywel I 


7/82 
© Honeywell Information Systems Inc., 1982 File No.: 1ZT3 AB81-13B 


Product Line Index of Titles 


NO OF 
PAGES 


SELLING x 
PRICE 


a a a a ee 


LEVEL 6 
HARDWARE 


FACTORY MANAGEMENT SYSTEM SYSTEMS HANDBOGK ADD1 
DPS6 LG DIU 9607/9608/9107 DISKETTE UNIT GPERATIGN 
DPSG LG GCR/PE MAGNETIC TAPE UNIT SPERATIGON 


OVERALL GPERATING SYSTEM 


DPS6 L6 GCOS6 MOD200 GPERATOR GUIDE ADD 2.0 


DPS6 LS FILE TRANSMISSICN 
L& DATA ENTRY FACILITY-II 


FACILITY 
USER GUIDE 


MID2090/0200 


DPS6 LG MGD200 SGFTWARE & DOCUMENTATION DIRECTORY 


DATA CONTROL 


OPSG L6G L6/L66 FILE TRANSMISSION FACIL Man200/0200 
1. 


GAS/1 RECORDS PROCESSING GAS/1 
COMMUNICATIONS 
DPSG LG HASP WORKSTATIGN USER SUIDE HASP 3.1 
DPSS L6 IBM DNISTRIBUTTO DATA PROCESSING SNA 1. 
DPSS LG SNA ADMINISTRATOR GUIDE SNA 1. 
DPSG L6 SNA INTERACTIVE TERMINAI. FACILITY SNA 
L& DPSG SNA REMOTE JOB ENTRY FACILITY SNA 1. 
DPS6 L6G PROBE USER GUIDE SNA 1. 


MANUFACTURING 


IBS 
IBS 
IBS 
IBS 
IBS 
IBS 
IBS 
IBS 


ACCOUNTS RECEIVABLE 


INVENTGRY CONTROL 
CUSTOMER PROCESS USER 


HEALTH CARE 


USER GUIDE 
INVENTORY CONTROL USER GUIDE 
SYSTEM HANDBOSK 


GUIDE 


GENERAL SYSTEM PROCESS USER GUIDE 

ACCOUNTS RECEIVABLE SYSTEM HANDBOOK 
CUSTOMER PROCESS SYSTEM HANDBOGK 
GENERAL SYSTEM PROCESS SYSTEM HANDBOGK 


0 
0 
ie) 


Q 


ce] 


1TF 1 


COMPASS RETAIL PHARMACY SYSTEM ADMINISTRATOR GUIDE 


DISTRIBUTION 


IBS ACCOUNTS RECEIVABLE USER GUIDE 


IBS 
IBS 


INVENTORY CONTROL USE.2 GUIDE 
INVENTORY CONTROL SYSTEM HANDBOOK 


001 


me) 


DWW ww 


Bonn dodo 


Ung 


CTS5-00A 2 
CX62-00 O 
CX63-00 O 


CD49-02A 2 
cD51-O1 1 
C@70-O1 1 
CG81-O1 1 


cDS2-01 1 
CwWO7-00 O 


CB41-03 
CRS56-00 
CRS7-00 
CR58-00 
CRS9-00 
cwa1-00 


Ooooo0on8 


cP79-00 
cP8i-00 
CP86-00 
CR35-00 
CR38-00 
C$73-00 
C375-00 
C376-00 


oeoo00ceo°o 


CP43-00 0O 


cP72-00 
CP81-00 
CP86-00 


ooo 


REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 
REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 


14 
52 


204 


64 
68 
46 


OLROARKRGAGIO OO 
Oo 
o 


26,52 


8.32 
8,84 
5.98 


07/82 
AB81-13B 


ORDER 
No 


NO OF 
PAGES 


SELLING x 
PRICE 


LEVEL 6 
DISTRIBUTIGN 
IBS CUSTOMER PROCESS USER GUIDE 
IBS GENERAL SYSTEM PROCESS USER GUILE 
IBS ACCOUNTS RECEIVABLE SYSTEM HANDEGOK 
IBS CUSTOMER PROCESS SYSTEM HANDBOOK 
IBS GENERAL SYSTEM PROCESS SYSTEM HANDBOOK 
MARKETING CATALGGS 
L6 & TERMINALS PUBLICATIONS CATALOG 
PRODUCT MANUALS 


LS6/DPS6 DIM 9631/9103 DISKETTE ALAPTE® 71010647-300 


GFFICE AUTOMATION WP-6 


HARDWARE. 


PRT/PRU 1004 LETTER QUALITY PRINTER GPERATION 
OFFICE AUTOMATIGN 35-CPS PRINTER HANDBOCIK 


OVERALL OPERATING SYSTEM 


OASF SYSTEM BUILDING CAS 2.0 
DATA CONTROL 

GAS REFERENCE MANUAL 2.0 

GAS/1 REFERENCE MANUAL AS/1 1.0 

GAS/1 RECORDS PROCESSING O45/1 1.0 


MARKETING CATALOGS 
LG & TERMINALS PUBLICATIONS CATALSS 
SITE PREPARATION MANUALS 


DPSG OFFICE AUTG SYST 4 & 16 SITE PLAN 71617006-200 


DPS & 


HARDWARE 
FACTORY MANAGEMENT SYSTEM SYSTEMS HANDBOSK ALD1 
DPS6 LG DIU 9607/9608/59107 DISKETTE UNIT SPERATION 
DPS6 L& GCR/PE MAGNETIC TAPE UNIT OPERATION 

QVERALL OPERATING SYSTEM 
DPSG L6G GCOSE MGD200 GPERATGR GUIDE ADD 2.0 
DOPS6 L& FILE TRANSMISSION FACILITY MOD200,/02090 
DPSG LG MOD200 SOFTWARE & DOCUMENTATION DIRECTGRY 


DATA CONTROL 


OPSG LG LG6/LE6G FILE TRANSMISSION FACIL MOp200/0200 
GAS/1 RECORDS PROCESSING GAS/1 1,0 
COMMUNE CATIGNS 
DPSG LG HASP WORKSTATION USER GUIDE HASP 3,1 
002 


echusRucheenes) 


Wo tw 


CR35-00 
CR3&-00 
CS$73-00 
C$75-00 
CS76-00 


B CTSO-02 


FXO8-02 


CU03-00 


B cW11-a00 


CG75-01 


CG73-02 
CWO5-01 
cwOo7-00 


B CTS0-02 


B CR20-01 


CT55-004 
CX62-00 
CX63-00 


B cb49-02A 
cDS1-01 
cG&1-01 


cbp52-a1 
B CWO7-00 


B CB41-03 


oo0o00 


ooo 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 


REFERENCE 


REFERENCE 
REFERENCE 


REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 


REFERENCE 


REFERENCE 
REFEREWCE 
REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 
REFERENCE 


REFERENCE 


49 
36 
40 
32 
30 


40 


74 


40 


30 


G4 


.20 
.68 
.20 
.16 
. 90 


oObAGLC 


OO 


11.63 


49.25 
41.00 


.Q0 


.59 


6] 


07/62 
ABS1-13B 


CH 


TITLE NG 
DPS 6 
COMMUNI CATIGNS 
DPSG 1.6 IBM DISTRIBUTED DATA PRSCESSING SHA 17.0 B 
DPSG LG SNA ADMINISTRATOR GUIDE SNA *.0 
DPSG LS SNA INTERACTIVE TERMINAL FACILITY SNA 1TF 1.0 B 
L6 DPSS SNA REMGTE JOB ENTRY FACILITY SNA 1.0 B 
DPSG L& PROBE USER GUIDE SNA 71.0 B 
MANUFACTURING 
IBS ACCOUNTS RECEIVABLE USER GUIDE B 
IBS INVENTORY CONTRGL USER GUIDE B 
IBS INVENTORY CONTROL SYSTEM HANDBOOK B 
IBS CUSTOMER PROCESS USER GUIDE B 
IBS GENERAL SYSTEM PROCESS USER GUIDE B 
IBS ACCOUNTS RECEIVABLE SYSTEM HANDBOOK B 
IBS CUSTOMER PROCESS SYSTEM HANDBOOK B 
IBS GENERAL SYSTEM PROCESS SYSTEM HANDBOSK B 
EDUCATIGN 
DPSG6/CAN-8 EDUCATIR AUTOMATED AUTHORING SYSTEM NEW USER GD B 
DPSG/CAN-& BASIC: TEACH/RUN STUDENT USER GUITE 
DPSG/CAN-8 INSTRUCTIGNAL SYSTEM IMPLEMENTATIGN AIMIN GUIDE 
DPSG/CAN-8 BASIC: TEACH/RUN INSTRUCTOR USER GUIDE 
DPSG/CAN-& TEST ITEM DATA BANK SYSTEM HANDBOCK 
DPSG/CANS3 ENUCATGRS AUTOMATED AUTHORING SYSTEM RAYDBOGK 
DPSG/CAN-8 INSTRUCTIONAL SYST COURSE AUTHORING LAMGUAGE 
HEAL.TH CARE 
COMPASS RETAIL PHARMACY SYSTEM ADMINISTRATOR GUIDE 
DNISTRIBUTIGN 
IBS ACCOUNTS RECEIVABILE USER GUIDE B 
IBS INVENTORY CONTROL USER GUIDE B 
IBS INVENTORY CONTROL SYSTEM HANDBOOK B 
IBS CUSTOMER PROCESS USER GUIDE B 
IBS GENERAL SYSTEM PROCESS USER GUIDE B 
IBS ACCOUNTS RECEIVABLE SYSTEM HANDBOGK B 
IBS CUSTOMER PROCESS SYSTEM HANDBOGK B 
IBS GENERAL SYSTEM PROCESS SYSTEM HANDBOOK B 
SITE PREPARATIGN MANUALS 
DPS 6 SITE PREPARATION MANUAL 71010957-200 B 
PRODUCT MANUALS 
L6/DPSG6 DIM 963179103 DISKETTE ADAPTER 71010647-300 
LEVEL 64 
OVERALL GPERATING SYSTEM 
DPS7 L64 JGB CONTROL LANGUAGE USER GUIDE ADDi oO500 B 
DPS7 L64 DATA MANAGEMENT UTILITIES o500 B 
DPS7 & L64 UNIT RECGROD DEVICES USER GUIDE oOS00 ADD 1 B 
DNS TERMINAL OPERATOR GD ADD1 2.4A 
DNS SYSTEM GPERATIONS ADD1 2.44 
DNS SYSTEM GPERATIGNS WITH GCOSIII ADD1 2.44 
DPS? LG4 PREFORMS USER GUIDE 4500 
PROGRAM PREPARATION 
DPS7 LG4 FORTRAN LANGUAGE REFERENCE MNL OS00O ANDi B 


003 


OER 


CRSG-00 
CRS7-00 
CRS38-00 
CRS9-00 
CwWwO1-00 


cP79-00 
CP81-00 
CP86-00 
CR35-00 
CR3S&-00 
C373-00 
CS$75-0G6 
CS76-00 


CWG 1-00 
CWG63-00 
DNS4-00 
DNG7-00 
DNSS-00 
DNGO-00 
DN7O-00 


CP43-00 


CP79-00 
CPS1-00 
CP8&6--00 
CR3S~-00 
CR3S-O00 
CS73-00 
C$75-00 
CS76-00 


CP77-01 


FXO8-02 


AQ11-02A 
AQ20-05 

AQ59-03A 
DM23-00A 
DM24-00A 
DM30-00A 
DQO3-01 


AQGS-01B 


Bsoo0ce 


Ooo0o0o00co 


© Ooooo00o0d9o 


ooo0000$d 


-00O OUN 


FUNG ~ 


TiN 


REFERENCE 
REFERENCE 
REFERENCE 
REFEREMCE 
REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFIZRENCE 
REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


EDUCATIGN 


REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 


NO OF 
PAGES 


Hat 
124 
148 


Aa 


68 


158 


74 


22 


SELLING x 
PRICE 


6.16 
Jad 
87 
.26 
4.79 


.32 
. 4 
. 93 
.20 
.68 
.20 
.16 
. 90 


HAMA TG D 


.62 
.38 
»35 
.88 
36 
30 
.00 


QOnNOOW OO OC 


26.52 


.32 
84 
.95 
.20 
. 63 
.20 
.16 
. 80 


QAGA CGC HO 


17.38 


.00 
42.64 
,00 
. ao 
.90 
90 
30.68 


.O90 


07/82 
AB81-13B 


GR 
NG 


DER 


FUNC - 
TIGN 


NO OF 
PAGES 


SELLING x 
PRICE 


em ee wet rt tae mem meme meme mee mm ee ee ee mm mem nee meee na re etme me me mm mero me em mew mw mem em ttm 


LEVEL 64 


PROGRAM PREPARATION 
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DPS7 LG4 RPG LANGUAGE REFERENCE TiNL ADDICSOO0 


DPS7 LG4 FORTRAN LANGUAGE POCKET GUIDE 0”.00 
DATA CONTROL 

DPS7 L64 QUERY DRIVEN SYSTEM REFERENCE MAN IAL 
OPERATIONS CONTROL 

DPS? L64 GPERATOR POCKET GUIDE 0509 
UTILITY FUNCTIONS 


DPS? L64 SORT/MERGE ADD1 
DPS7 LG4 DISKETTE & CARDLESS FACILITY USER CIDE 9500 


MANUFACTURING 


HMS MANUFACTURING DATA CONTROL MODULE SYSTEM HANDE GOK 


DPS? 


HARDWARE 


DPS7 PRU 0615 BAND PRINTER GPERATION 
DPS7 SYSTEMS PRU 0906/1205 PRINTER OPERATION 
DPS? GPERATSR STATIGN 0500 


OVERALL GPERATING SYSTEM 


DPS7 LG4 JOB CONTROL LANGUAGE USER GUIDE ADD! 
OPS7 LG4 DATA MANAGEMENT UTILITIES 0500 
DPS7 & L64 UNIT RECORD DEVICES USER GUIDE 0500 ADD 1 
DPS7 LG4 PREFGRMS USER GUIDE os500 


o500 


PROGRAM PREPARATION 
DPS? LG4 FORTRAN LANGUAGE REFERENCE MNL O500 ADD1 
DPS7 L64 FORTRAN USER GD ADD2 0500 
DPS7 L64 MATHEMATICAL LIBRARY 0500 
DPS7 L64 RPG LANGUAGE REFERENCE MNL ADD10500 
DPS? LG4 FORTRAN LANGUAGE FOCKET GUIDE 0500 
DATA CONTROL 
DPS7 L64 QUERY DRIVEN SYSTEM REFERENCE MANUAL 
OPERATIONS CONTROL 
DPS? L64 GPERATGR POCKET GUIDE o500 
UTILITY FUNCTIONS 


DPS? L64 SORT/MERGE ADD1 
DPS7 LG64 DISKETTE & CARDLESS FACILITY USER GUIDE O890 


SITE PREPARATION MANUALS 
DPS7 SITE PREPARATION MANUAL 


‘004 
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AQ66~-02B 
AQG7-O3 
AQSB-O1A 
AQS4-02 


CH73-01 


4092-03 


AQSS-03A 
cqQis-02 


DL54-900 


cY25-00 
cv44-00 
Dbaog-00 


AQ11-O02A 
AQ20-05 
AQS9-O3A 
DQ03-01 


AQ65-01B 
AQG6S -02B 
AQ67-03 
AQGB-O1A 
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OPS7 
SITE PREPARATION MANUALS 
DPS 7 SITE PLANNING TEMPLATE KIT 


LEVEL 66 


QGVERALL OPERATING SYSTEM 


DNS TERMINAL OPERATOR GD ADD1 2.4A 
DNS SYSTEM SPERATIONS ADD1 2.44 
DNS SYSTEM GPERATIGNS WITH GCOSIII ADD1 2.4A 


PRODUCT SET P1 MAINTENANCE & ADMINISTRATIVE GUIDE 
PROGRAM PREPARATIGN 

L6G FORTRAN-77 REFERENCE MANUAL ADD1 F22,.0 8FZ2.¢ 
DATA CONTROL 

66/6000 DPSS DATA DICTIGNARY/DIRECTORY ADMIN GD DD1.¢ 

66/6000 DPSS DATA DICTIGNARY/DIRECTGRY DD1.0 8DD1.1 

L66 DM-IV 1-D-S/I1 POCKET GUIDE DBG. 
UTILITY FUNCTIONS 

L6G/DPS8 UTL2 UTILITY ROUTINE 483 DPS1.3 2000 
COMMUNI CATIGNS 

L6G & DPS8& HOST TO HOST FILE TRANSFER NT4 DNS2,.4A 
MANUFACTURING 

HMS MATERIAL REQUIREMENTS PLANNING MODULE SYSTEM HNDBK 

HMS CAPACITY REQUIREMENTS PLANNING MODULE SYSTEM HANDBOCK 

HMS MANUFACTURING DATA CONTROL MODULE SYSTEM HANDBOOK 
FINANCIAL MANAGEMENT SYSTEMS 

DPS8 L6G HONEYWELL FINANCIAL COPGRATE PLNG SYS NEW USER €D 

DPS8& L6G HONEYWELL FINANCIAL CORPORATE PLNG SYST HANDBOGK 

DPS8 L6G HONEYWELL FINANCIAL CORPORATE PLNG SYSTEM PRIMER 

L66 ACCOUNTS PAYABLE SYSTEM HANDBCGK ADDS 


MANAGEMENT SCIENCE 


DPS& MATHEMATICAL PROGRAMMING SYSTEM MPS 3.4 

MISC. MARKETING PUBLICATIONS 
LARGE SYSTEMS CUSTOMER SUPPORT HANDBOOK 

DPS 8&8 (GCOS @) 

GVERALL GPERATING SYSTEM 
DPS8& GCOS8 OS ACCOUNTING SR 2000 
DNS TERMINAL OPERATOR GD ADD 2,4A 
DNS SYSTEM GPERATIGNS ADDi 2.44 
DNS SYSTEM GPERATIGONS WITH GCOSIII ADND1 2.4A 


PRODUCT SET Pi MAINTENANCE & ADMINISTRATIVE GUIDE 


8DD1. 


evResiushve] 


B VF87-00 


DM23-00A 
DM24-0Q0A 
DM30-00A 
B DP2Z6-00 


B DL12-00A 


B DM10-00 
DN78-00 
B DP27-00 


DC91-03 


DN77-00 


B DK&S-00 


DK36-00 
DI.54-00 


cY62-00 
cY43-00 
CY63-00 
DG63-a00C 


DG1Q-01 


B csEe9g-02 


& DH22-01 
DM23-00A 
DM24-Q0A 
DM30-OQ0A 

B OP26-00 
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GROER E FUNC - NG OF SELLING * 
TITLE NO Vv TION PAGES PRICE 
DPS & (GCOS &) 
PROGRAM PREPARATIGN 
L6G FORTRAN-77 REFERENCE MANUAL ADD FZ22.0 8FZ2.0 B DL12-G0A REFERENCE 88 .90 
DATA CONTROL 
OPS8 GCDS& OS JOB CONTROL LANGUAGE ADD1 SR2000 B DH17-O0A 0 REFERENCE 74 00 
DPS& DM-IV UTILITY ROUTINES SDBS. 1 B DH29-00 Q REFERENCE 312 30.58 
DPSS DM-I[V TRANSACTION PROCESSOR REF MNLSTAS.O 3 DH44-00 0 REFERENCE 450 34.20 
DFS& DM-iV TRANSACTIGN PROCESSOR SITE MANUAL STAS.Q B DH45-00 0O REFERENCE 434 32.98 
66/6000 DPS& DATA DICTIGNARY/DIRECTORY ADMIN GD DD1.0 8DDi. 3 DM10-00 O REFERENCE 342 25.99 
66/6000 DPS& DATA DICTIGNARY/DIRECTGRY 0DDi.O 8DD1.1 DN78-00 O REFERENCE yoo 11.40 


UTILITY FUNCTIONS 


L66/DPS8 UTL2 UTILITY ROUTINE 433 DPS1.3 2000 DC9#1-03 3 REFERENCE 56 6.38 
DPSS GCOS& OS UNIFIED FILE ACCESS SYSTEM SR2000 B DHO?7-O1_ 1 REFERENCE 424 32.22 
DPS& GCOS& GS SERVICE ROUTINES 2000 DH49-00 O REFERENCE 184 20.98 


MANUFACTURING 


HMS MATERIAL REQUIREMENTS PLANNING MODULE SYSTEM HNDBK B DK&S-00 oO REFERENCE 224 29.12 

HMS CAPACITY REQUIREMENTS PLANNING MODULE SYSTEM HANDBOOK DK86-00 O REFERENCE 244 31.72 

HMS MANUFACTURING DATA CONTROL MODULE SYSTEM HANDBOGK PL54-00 0 REFERENCE 26G 33.80 
FINANCIAL MANAGEMENT SYSTEMS 

DPS8 L6G HONEYWELL FINANCIAL COPGRATE PLNG SYS NEW USER GD B cys2-00 oO EDUCATICN 1QG 13.00 

DPS& LGG HONEYWELL FINANCIAL CORPORATE PLNG SYST HANDBOOK B cYy49-00 0 REFERENCE 332 43.16 

DPS& L6G HONEYWELL FINANCIAL CORPORATE PLNG SYSTEM PRIMER B cY6s-00 Oo REFERENCE 36 4.68 
MANAGEMENT SCIENCE 

DPS8& MATHEMATICAL PROGRAMMING SYSTEM MPS 3.4 DGi0-O1 1 REFERENCE 340 44.20 
MISC, MARKETING PUBLICATIONS 

LARGE SYSTEMS CUSTOMER SUPPGRT HANDBOCK B cSaég-02 2 REFERENCE 28 3.64 

DPS8(GCaSs) 

COMMUNI CATIGNS 

L66 & DPS&8 HOST TO HOST FILE TRANSFER NT4 DNS2.4A DN77-00 OQ REFERENCE 60 6.84 
INSURANCE 

CASHFLOW MANAGEMENT SYSTEM USER GUIDE B CX76-00 QO REFERENCE 164 21.32 
EDUCATION 

CASHFLOW MANAGEMENT SYSTEM USER GUIDE B CX76-00 QO REFERENCE 164 21.32 
STATE/LOCAL GOVERNMENTS 

CASHFLOW MANAGEMENT SYSTEM USER GUIDE B CX76-0CG a REFERENCE 164 21.32 
FINANCIAL: MANAGEMENT SYSTEMS 

CASHFLOW MANAGEMENT SYSTEM USER GUIDE B CX76-00 0O REFERENCE 164 21.32 
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DPS&(GCcas) 


MANAGEMENT SCIENCE 


DPS8 MATHEMATICAL PROGRAMMING SYSTEM MPS 3.4 


LEVEL 68 (MULTICS) 


HARDWARE 
DPS/L68 DPS8M MULTICS PROCESSOR MANUAL ADD1 

GVERALL GPERATING SYSTEM 
L68 MULTICS PROGRAMMER MANUAL 9.0 ADD4 
L68 DPS8M MULTICS LIBRARY MAINTENANCE SYSTEM DESIGNERS NOTE 
L68 MULTICS SYSTEM PROGRAMMING TOOLS 2.0 
MULTICS TEXT EDITOR REFERENCE MANUAL 9.0 

GENERAL. 


DPS& W/MULTICS GUIDE TO MULTICS MANUALS 9.1 


DPS 8&8 (MULTICS) 
DPS8 W/MULTICS GUIDE TO MULTICS MANUALS 9.1 


CP-& 


GVERALL GPERATING SYSTEM 


CP-6 DELTA REFERNCE MANUAL SRBO3 
TERMINALS & COMMUNICATIONS 


HARDWARE 


VTS 7710 VIDEG TERMINAL SUBSYSTEM GPERATGR MANUAL 
VTS 7740 VIDEG TERMINAL SUBSYSTEM GPERATORS MNL 
PRU 7O60/7061 PRU 7065/7066 PRINTERS HANDBOOK 


OVERALL GPERATING SYSTEM 
DNS TERMINAL GPERATGR GD ADD! 2.44 
DNS SYSTEM OPERATIONS ADD) 2.4A 
DNS SYSTEM GPERATIONS WITH GCOSIII ADDI 2.4A 


MARKETING CATALGGS 

LG&E & TERMINALS PUBLICATIONS CATALOG 
PRODUCT MANUALS 

VDF 7811 72-LINE VERT SCROLLING OPTIGN 71010526-200 
USER REFERENCE MANUALS 


VIP 7800 FAM DISPLAY TEF “4 USERS REF MNL 
VTS 7740 VIDEO TERMINAL j+UBSYS USER REF 


71010397-200 
71017545-100 


AIG/FIG TERMINALS 


HARDWARE 


FACTORY MANAGEMENT SYSTEM SYSTEMS HANDBOOK ADD! 


007 
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AL39-01B 


AGQ1-O2D 
AN80-OOF, 
AZQ3-02 
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AIG/FIO TERMINALS 
HARDWARE 
PRU 7060/7061 PRU 7085/7066 PRINTCRS HANSBOGK 
VDU 7622 7626 ADMINIS “RATIVE TERMINALS OPERATION 
PRU 75380 BDDCUMENTA/PA.SBCOK PRINTER GPERATION 
PROGRAM PREPARATIGH 
VDS1510 VIDEG OLSPLAY 
FINANCIAL INDUSTRIES 
SR74A00 CASH CONTRGEL SYSTEM USER GUIDE ANDI 
MARKETING CATALOGS 
LS & TERMINALS PUBLICAT SNS CATALOG 
SITE PREPARATION MANUALS 


$7400 CASH CONTROL SYSTE:: SITE PREPARATION MANUA 


DATA ENTRY 


DATA CONTROL 


DATA ENTRY/64 ADMINISTRATE-R GUIDE 1.04 


6000 


OVERALL GPERATING SYSTEM 
PRODUCT SET Pi MAINTENANCE « ADMINISTRATIVE GUID 


DATA CONTROL 


66/6000 DPS8 DATA DICTIONAR\, ‘DIRECTGRY ADMIN GD DO1.0 8101. 
66/6000 DPSS DATA DICTIGNARY DIRECTORY BD1.0 8DD1.1 


COMMUNICATIONS 


L66 & DPS8 HOST TOG HOST FILE TRANSFER NT4 ONS2 
MISC. MARKETING PUBLICATIONS 


LARGE SYSTEMS CUSTOMER SUPPORT HANDBCGK 


NG SPECIFIC PRODUCT LINE 


HARDWARE 

FACTORY MANAGEMENT SYSTEM SYSTE iS HANDBOGK AND1 
MARKETING CATALOGS 

PUBLICATIONS PRICE CATALS&G 
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PROGRAM PREPARATION 


DATANETWORK TIME SHARING SYSTEM U. ER GUIDE ADD2 


SYSTEM PROGRAMMER MEF MHL 7363.0 
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SERVICES 


DATA CONTROL 

DATANETWORK TIME SHARING SYSTEr. USER GUIDE ADD2 
MANAGEMENT SCIENCE 

DATANETWORK MINI-HIMS USER GUILT. 


009 


se eee ema 


B ARS4-02B 2 


B CY47-00 0O 
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L68 MULTICS PROGRAMMER MANUAL. 9.0 ADD4 
DPS/L68 DPS&M MULTICS PROCESSOR MANUAL ADD1 
DPS8 W/MULTICS GUIDE TG MULTICS MANUALS Q.1 


L68 DPS8M MULTICS LIGRARY MAINTENANCE SYSTEM DESIGNERS NOTE 


DP57 LG4 JOB CONTRSL LANGUAGE USER GUIDE ADD1 0500 
DPS? L64 DATA MANAGEMENT UTILITIES o500 

DPS7 & LG4 UNIT RECORD DEVICES USER GUIDE 0500 ADD 1 
DPS? L64 FORTRAN LANGUAGE REFERENCE MNL O500 ADD! 
DPS7 LG4 FORTRAN USER GD ADD2 0500 

DPS7 L64 MATHEMATICAL LIBRARY 0500 

DPS? LG4 RPG LANGUAGE REFERENCE MNL ADD10500 

DPS7 LG64 SORT/MERGE ADDI 

DPS? L64 OPERATOR POCKET GUIDE 0500 

DPS? L64 FORTRAN LANGUAGE POCKET GUIDE 0500 
DATANETWORK TIME SHARING SYSTEM USER GUIDE AND2 
L638 MULTICS SYSTEM PROGRAMMING TOOLS 3.0 

DPS6 L& HASP WORKSTATION USER GUIDE HASP 3.1 


DPSG LS GCOSG MOD200 GPERATOR GUIDE ADD 2.0 

DPS6 LG FILE TRANSMISSION FACILITY MOD200/0200 
DPSG LG L6/L6EG FILE TRANSMISSION FACIL MO&D200/0200 
CP-6 DELTA REFERNCE MANUAL SRBOS 

L6 DATA ENTRY FACILITY-I1 USER GUIDE 

GAS REFERENCE MANUAL 2.0 

GASF SYSTEM BUILDING GAS 2.0 

DPSG LG MOD200 SOFTWARE & DOCUMENTATIGN DIRECTORY 
DATA ENTRY/G4 ADMINISTRATOR GUIDE 1.04 

VIP 7800 FAM DISPLAY TERM USERS REF MNL 71010397-200 
DPS7 L64 QUERY DRIVEN SYSTEM REFERENCE MANUAL 
COMPASS RETAIL PHARMACY SYSTEM ADMINISTRATOR GUIDE 
MULTICS TEXT EDITOR REFERENCE MANUAL 9.0 

DPS 6 SITE PREPARATION MANUAL 71010957-200 
IBS ACCOUNTS RECEIVABLE USER GUIDE 

IBS INVENTORY CONTRGL USER GUIDE 

IBS INVENTORY CONTROL SYSTEM HANDBOOK 

DPS? L64 DISKETTE & CARDLESS FACILITY USER GUIDE 0500 
DPSG GFFICE AUTOS SYST 4 & 16 SITE PLAN 71017006-200 
IBS CUSTOMER PROCESS USER GUIDE 

IBS GENERAL SYSTEM PROCESS USER GUIDE 

DPS6 L6& IBM DISTRIBUTED DATA PROCESSING SNA 1.0 

DPS6 LG SNA ADMINISTRATOR GUIDE SNA 1.0 

DPS6 L& SNA INTERACTIVE TERMINAL FACILITY SNA 1TF 1.0 
L6 DPS6 SNA REMOTE JOB ENTRY FACILITY SNA 1.0 
VDS1510 VIDEO DISPLAY SYSTEM PROGRAMMER REF MNL 7363.0 
VTS 7710 VIDEG TERMINAL SUBSYSTEM SPERATGR MANUAL 
VTS 7740 VIDEG TERMINAL SUBSYS USER REF 71017545-100 
VTS 7740 VIDEO TERMINAL SUBSYSTEM GPERATORS MNL 

IBS ACCOUNTS RECEIVABLE SYSTEM HANDBOOK 

IBS. CUSTOMER PROCESS SYSTEM HANDBOOK 

IBS GENERAL SYSTEM PROCESS SYSTEM HANDBOGK 

LARGE SYSTEMS CUSTOMER SUPPORT HANDBOOK 

SR7400 CASH CONTROL SYSTEM USER GUIDE ADD1 

L6 & TERMINALS PUBLICATIONS CATALOG 

FACTORY MANAGEMENT SYSTEM SYSTEMS HANDBOGK ADD1 

DPS? SITE PREPARATIGN MANUAL 

PRT/PRU 1004 LETTER QUALITY PRINTER OPERATION 


DPS6 LG PROBE USER GUIDE SNA 1.0 
OAS/1 REFERENCE MANUAL GAS/1 1.0 
GAS/1 RECORDS PROCESSING OAS/1 1.0 


OFFICE AUTOMATION 35-CPS PRINTER HANDBOOK 
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AQS9-O3A4 
AQSS-01B 
AQS6-02B 
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AQG6S-O1A 
4Q85-03A 
AQ92-03 
AQ94-02 
ARS4-02A 
AZQ3-02 
cB41-a3 
CN49-02A 
CcD51-Q1 
cD52-01 
CE39-02 
cG70-O1 
CG73-02 
CG75-01 
CG31-01 
CG84-01 
CHS52-Q1 
CH73-01 
CP43-00 
CPSO0-00 
CP77-O} 
cP79-00 
CP81-a00 
cP86-00 
cQai5-o02 
cR20-01 
CR35-00 
CR38-00 
CRS56-00 
CR57-00 
CRS&-00 
CRS9-Q0 
CS$35-00 
CS51-01 
C$52-01 
CS53-01 
C$73-00 
CS75-00 
CS$76-00 
c$89-02 
CTOG-O0OA 
CT50-02 
CTS5-00A 
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DPSG6/CAN-8 ERUCATGOR AUTOMATED AUTHORING SYSTEM NEW USER GD 
DPSG/CAN-8& BASIC: TEACH/RUN STUDENT USER GUIDE 

$7400 CASH CONTROL SYSTEM SITE PREPARATIGN MANUAL 

DPS6 L6 DIU 9607/9608/9107 DISKETTE UNIT GPERATICGN 

DPSG LG GCR/PE MAGNETIC TAPE UNIT GFERATIGON 

CASHFLOW MANAGEMENT SYSTEM USER GUIDE 

DPS? PRU O615 BAND PRINTER GPERATIGN 

PRU 7060/7061 PRU 7065/7066 PRINTERS HANDBOGK 

VDU 7623 7626 ADMINISTRATIVE TERMINALS GPERATION 

PRU 7580 DDCUMENTA/PASSBOOK PRINTER GPERATIGN 

DPS? SYSTEMS PRU 0906/1205 PRINTER GPERATIGN 

DATANETWORK MINI-HIMS USER GUIDE 

DPS8 L6G HONEYWELL FINANCIAL CORPORATE PLNG SYST HANDBOGK 

DPS8 LGG HONEYWELL FINANCIAL COPOQRATE PLNG SYS NEW USER GD 
DPS8 L6G HONEYWELI. FINANCIAL CORPORATE PLNG SYSTEM PRIMER 

L66/DP38 UTL2 UTILITY ROUTINE 4S3 DPS1.3 2000 


DPS8 MATHEMATICAL PR&GRAMMING SYSTEM MPS 3.4 
L66 ACCOUNTS PAYABLE SYSTEM HANDBGSK ADD3 


DPS8 GCOS@ GS UNIFIED FILE ACCESS SYSTEM SR2000 
DPS8 GCDS8 OS JOB CONTROL LANGUAGE ADD1 SR2000 

DPSS GCOSa OS ACCOUNTING SR 2000 

DPS8 DM-IV UTILITY ROUTINES 8DB6. 1 

DPS8& DM-IV TRANSACTICN PROCESSOR REF MNL8TA3.Q 

DPS& DM-IV TRANSACTIGN PROCESSOR SITE MANUAL 8TA3.0O 
DPS8 GCOS&8 OS SERVICE ROUTINES 2Qa00 


HMS MATERIAL REQUIREMENTS PLANNING MGDULE SYSTEM HNDBK 
HMS CAPACITY REQUIREMENTS PLANNING MODULE SYSTEM HANDBOOK 
L66 FORTRAN-77 REFERENCE MANUAL ADD FZ2.0 8F2Z2.0 

HMS MANUFACTURING DATA CONTROL MODULE SYSTEM HANDBOOK 


66/6000 DPS8& DATA DICTIGNARY/DIRECTORY ADMIN GD 001.0 &8DD1. 


DNS TERMINAL OPERATOR GD ADD1 2.4A 
DNS SYSTEM OPERATIONS ADD1 2.44 
DNS SYSTEM GPERATIGONS WITH GCOSIII ADD1 2.4A 


DPSG6/CAN-& INSTRUCTIGNAL SYSTEM IMPLEMENTATIGN ADMIN GUIDE 
DPSG/CAN-8& BASIC: TEACH/RUN INSTRUCTOR USER GUIDE 
DPSG/CAN-8 TEST ITEM DATA BANK SYSTEM HANDBOOK 
DPSG/CAN8 EDUCATORS AUTOMATED AUTHORING SYSTEM HANDBOOK 
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HONEYWELL PUBLICATIONS CATALOG 
ADDENDUM C 


SUBJECT 
Additions and Changes to the Manual 


SPECIAL INSTRUCTIONS 


This is the third addendum to the Honeywell Publications Catalog, Order No. 
AB81-13 dated May 1982, and supersedes all previous addenda. This addendum 
consists of two listings: new and revised items sorted by product line; and new 


and revised items listed in alphanumeric order. Those items with C preceding 
the order number are new listings. 


ORDER NUMBER 


AB81-13C August 1982 


35333 
6882 


Printed in U.S.A. Hon eywel i 


Honeywell disclaims the implied warranties of merchantability and fitness for a partic- 
ular purpose and makes no express warranties except as may be stated in its written 
agreement with and for its customer. 


In no event is Honeywell liable to anyone for any indirect, special or consequential 
damages. The information and specifications in this document are subject to change 
without notice. 


© Honeywell Information Systems Inc., 1982 File No.: 1ZT3 
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ORDER E FUNC- NO OF SELLING x 
TITLE NO Vv TION PAGES PRICE 
LEVEL 6 
HARDWARE 
FACTORY MANAGEMENT SYSTEM SYSTEMS HANDBOOK ADD1 CTS5-00A 0 REFERENCE 14 00 
DPS6 L6 DIU 9607/9608/9107 DISKETTE UNIT OPERATION CX62-00 O REFERENCE 52 6.76 
DPS6 L6 GCR/PE MAGNETIC TAPE UNIT OPERATION CX63-00 O REFERENCE 60 7.80 
DPSG/L6 ACOUSTIC CABINET INSTALLATION  71017547-100 C CY46-00 0 REFERENCE 1.54 
SOFTWARE-OVERALL OPERATING SYSTEM RELEASE SUPPORTED 
DPS6 L6 GCOS6 MOD200 EPERATOR GUIDE ADD 2.0 CD49-02A 2 REFERENCE 6 00 
DPS6 L6 FILE TRANSMISSION FACILITY M6D200/0200 CD51-01 1 REFERENCE 46 5.24 
L6 DATA ENTRY FACILITY-II USER GUIDE CG70-01 1  £REFERENCE 244 # 23.91 
DPS6 L6 MOD200 SOFTWARE & DOCUMENTATION DIRECTORY CG81-01 1 REFERENCE 54 6.16 
DPS6 L6 GCOS6 MOD200 PROGRAMMER POCKET GUIDE C CX48-00 0 REFERENCE 64 3.97 
SOFTWARE-DATA CONTROL RELEASE SUPPORTED 
OPS6 L6 L6/L66 FILE TRANSMISSION FACIL M@D200/0200 CD52-01 1 REFERENCE 56 6.38 
OAS/1 RECORDS PROCESSING OAS/1 1.0 CWO7-00 0 REFERENCE 50 6.00 
SOF TWARE-OPERATIONS CONTROL RELEASE SUPPORTED 
DPS6 L6 PROGRAMMABLE FACILITY/3271 USER GUIDE 2.4 C CB48-01 1 #£REFERENCE 184 20.98 
SOF TWARE-COMMUNI CATIONS RELEASE SUPPORTED 
DPS6 L6 HASP WORKSTATION USER GUIDE HASP 3.1 CB41-03 3 REFERENCE 64 7.30 
DPS6 L6 IBM DISTRIBUTED DATA PROCESSING SNA 1.0 CR56-00 O REFERENCE 54 6.16 
DPS6 L6 SNA ADMINISTRATOR GUIDE SNA 1.0 CR57-00 0 REFERENCE 124 414,14 
DPS6 L6 SNA INTERACTIVE TERMINAL FACILITY SNA 1TF 1.0 CR58-00 O REFERENCE 148 16.87 
L6 DPS6 SNA REMOTE JOB ENTRY FACILITY SNA 1.0 CR59-00 O REFERENCE 90 10.26 
DPS6 L6 PROBE USER GUIDE . SNA 1.0 CWO1-00 O REFERENCE 42 4.79 
APPLICATIONS -MANUFACTURI NG 
IBS ACCOUNTS RECEIVABLE USER GUIDE CP79-00 0 REFERENCE £64 8.32 
IBS INVENTORY CONTROL USER GUIDE CP81-00 0 REFERENCE 68 8.84 
IBS SALES GRDER PROCESSING USER GUIDE C CP82-00 O # £REFERENCE 134 17.42 
‘IBS INVENTORY CONTROL SYSTEM HANDBOOK CP86-00 0 REFERENCE 46 5,98 
IBS CUSTOMER PROCESS USER GUIDE CR35-00 O REFERENCE 40 5,20 
IBS GENERAI SYSTEM PROCESS USER GUIDE CR38-00 0 REFERENCE 36 4.68 
IBS ACCOUNTS RECEIVABLE SYSTEM HANDBOOK CS73-00 0 REFERENCE 40 5.20 
{BS CUSTOMER PROCESS SYSTEM HANDBOOK CS75-00 0 REFERENCE 32 4.16 
IBS GENERAL. SYSTEM PROCESS SYSTEM HANDBOOK CS76-00 0 REFERENCE 30 3.90 
APPLICATIONS-HEALTH CARE 
COMPASS RETAIL PHARMACY SYSTEM ADMINISTRATOR GUIDE CP43-00 0 REFERENCE 204 26.52 
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SOFTWARE -PROGRAM PREPARATION RELEASE SUPPORTED 
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LS6/DPS8 UTL2 UTILITY ROUTINE 483 DPS1,3 2000 DC91-O03 3 REFERENCE 56 6.38 
SOF TWARE ~COMMUNICATIGNS RELEASE SUPPORTED 

_66 & DPS&8 HOST TO HOST FILE TRANSFER NT4 DNS2. 44 DN77-00 0 REFERENCE 60 6.84 


APPILICATIONS-MANUFACTURING 


HMS MATERIAL REQUIREMENTS PLANNING MODULE SYSTEM HNDBK DK85-00 O REFERENCE 224 29.12 

HMS CAPACITY REQUIREMENTS PLANNING MODULE SYSTEM HANDBOOK DK&86-00 O REFERENCE 244 31.72 

HMS MANUFACTURING DATA CONTRGL MODULE SYSTEM HANDBOOK DL54-00 0 REFERENCE 260 33.80 
APPLICATIGNS-FINANCIAL MANAGEMENT 

DPS8 L66 HONEYWELL FINANCIAL COPORATE PLNG SYS NEW USER GD cY62-00 0 EDUCATIGN 100 13,00 

DPS8 L66 HONEYWELL FINANCIAL CORPGRATE PLNG SYST HANDBOOK CY49-00 O REFERENCE 332 43.16 

OPS8 L66 HONEYWELL FINANCIAL CORPORATE PLNG SYSTEM PRIMER CY63-00 0 REFERENCE 36 4.68 

L66 ACCOUNTS PAYABLE SYSTEM HANDBGSK ADDS DG63-00C O REFERENCE 82 .o0 
APPLICATILONS-MANAGEMENT SCIENCE 

PMCS/66 SYSTEM HANDBOOK NETWCIRK + RESGURCE PROC ADD2 C DD59-02B 2 REFERENCE 6 .O0 

DPSS MATHEMATICAL PROGRAMMING SYSTEM MPS 3.4 : DG10-01 1 REFERENCE 340 44,20 
MISC. MARKETING PUBLICATIONS 

LARGE SYSTEMS CUSTOMER SUPPORT HANDBOOK CS89-02 2 REFERENCE 238 3.64 
SITE PREPARATION MANUALS 

L66/68 & DPS 8 SITE PLANNING TEMPLATE KIT C FZ97-00 0O EDUCATION 6) 89.76 

DPS 8 (GCOS 8) 

HARDWARE 

LARGE SYSTEMS PRUOQS01/1201 PRINTER OPERATION ADDI C CW939-00A O REFERENCE 20 00 
SGFTWARE-GVERALL OPERATING SYSTEM RELEASE SUPPORTED 

DPS&8 GCOS8 GS SYSTEM OPERATGR MESSAGES S$R2000 C DH13-01 1 REFERENCE 336 25.54 

NPS8 GCOS8 OS SYSTEM TABLES SR2000 C DH14-01 1 REFERENCE 380 28, 88 

NPS@ GCess GPERAT(ING SYSTEM STARTUP ADDI SR2000 C DH18-O0A O REFERENCE 218 .90 

DPS& GCOSSB OS ACCOUNTING SR 2000 DH22-01 1 REFERENCE 244 23.91 

DPSS GCGS8 OS TIME SHARING SYSTEM REFERENCE MANUAL ADD1 200 C DH24-00A O REFERENCE 188 .00 

OPSS 3COS3 OS SYSTEM GUTPUT USER GUIDE SR2000 C DH26-00 OQ REFERENCE 266 26.07 

DNS TERMINAL GPERATOR GD ADDI 2.44 DM23-O00A REFERENCE 18 mele) 

DNS SYSTEM OPERATIONS ADO 2.4A DM24-O00A O REFERENCE 72 .00 

PRODUCT SET Pil MALNTENANCE & ADMINISTRATIVE GUIDE DP26-00 0O REFERENCE 144 16.42 
SOF TWARE-PROGRAM PREPARATIGN RELEASE SUPPORTED 

L66 FORTRAN-77 REFERENCE MANUAL ADD1 F22.0 8F22.0 DL12-00A REFERENCE 88 00 


08/82 
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NO OF 
PAGES 


SELLING * 
PRICE 


DPS 8 (GCOS 8) 


SOF TWARE-PROGRAM PREPARATION RELEASE SUPPORTED 
L66 DPS8& FORTRAN-77 USER GUIDE 
L66/DPS8 COBOL-74 TIME SHARING SYSTEM 
DPS8 L66 GCOS8 SORT/MERGE USER GUIDE 


FZ2.0 .8FZ2.0 

CB4.2 8CB4.2 

2000 483 DPS/.3 
SOF TWARE-DATA CONTROL RELEASE SUPPORTED 
DPS& 
DPS8 
DPS38 
DPS8 
DPS8 


@CDS8& 
GCO6S8 
DM-IV 
DM-IV 
DM-IV 


OS JOB CONTROL LANGUAGE ADDI SR2000 
OS FILE MANAGEMENT SUPERVISORADD1 SR2000 
UTILITY ROUTINES 8DBS6. | 
TRANSACTION PROCESSOR REF MNL8TA3.0 
TRANSACTION PROCESSOR SITE MANUAL 8TAS3.0 


68/6000 DPSS DATA DICTIGNARY/DIRECTORY ADMIN GD DD1.0 8DD1. 


66/6000 DPS8 DATA DICTIONARY/DI RECTORY 
DPS8 GCOS8 OS FILE AND RECORD CONTROL 


DD1.0 8DD1.1 
2000 

SOFTWARE-UTILITY FUNCTIONS RELEASE SUPPORTED 
L66/DPS8 UTL2 
DPS8 GCOS8 OS 
DPS8 GCOS8& OS 
DPS8 GCOS8 OS 


UTILITY ROUTINE 483 DPS1.3 2000 
UNIFIED FILE ACCESS SYSTEM SR20900 
COBAL-74/UFAS DEBUGGING TECHNIQUES SR2000 
SERVICE ROUTINES 2000 


APPLICATIONS -MANUFACTURI NG 


HMS MATERIAL REQUIREMENTS PLANNING MODULE SYSTEM HNDBK 

HMS CAPACITY REQUIREMENTS PLANNING MODULE SYSTEM HANDBOOK 

HMS MANUFACTURING DATA CONTROL MODULE SYSTEM HANDBOOK 
APPLICATIONS-FINANCIAL MANAGEMENT 


DPS8 L6G HONEYWELL FINANCIAL COPGRATE PLNG SYS NEW USER GD 
DPS8 L66 HONEYWELL FINANCIAL CORPGRATE PLNG SYST HANDBOOK 
DPS8 L66 HONEYWELL FINANCIAL CORPORATE PLNG SYSTEM PRIMER 


APPLICATIGONS-MANAGEMENT SCIENCE 


DPS8 MATHEMATICAL PROGRAMMING SYSTEM MPS 3.4 


MISC. MARKETING PUBLICATIONS 


LARGE SYSTEMS CUSTOMER SUPPORT HANDBOOK 
DPS8(GCOS) 


HARDWARE 


LARGE SYSTEMS PRUOS01/1201 PRINTER OPERATIGN ADDI 


SOF TWARE-OVERALL OPERATING SYSTEM RELEASE SUPPORTED 


DNS SYSTEM GPERATIGNS WITH GCOSIII ADDI 2.44 


SOFTWARE-PROGRAM PREPARATION RELEASE SUPPORTED 


L66/DPS8 COBOL-74 TIME SHARING SYSTEM CB4.2 8CB4.2 


SOF TWARE -COMMUNI CATIONS RELEASE SUPPORTED 
L66 & DPS8 HOST TG HOST FILE TRANSFER NT4 DNS2. 4A 


APPLICATIONS- INSURANCE 


CASHF'.OW MANAGEMENT SYSTEM USER GUIDE 


QO7 


O00 


DL13-01 
DP34-00 
DP97-00 


DH17-O0A 
DH19-Q0A 
DH29-00 
DH44-00 
DH45-09 
DM10-00 
DN78-00 
DP96-00 


0c91-03 
DHO?7-O1 
DH40-900 
DH49~-00 


DK85-00 
DK86-00 
DL54-00 


cY62-00 
CY49-00 
CY63-00 


DG10-01 


CS89-02 


CW99-00A 


DM30-O0A 


DP34-00 


DN77-00 


CX76-00 


oo- 


ooo 


ooo 


REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 


EDUCATIGN 
REFERENCE 
REFERENCE 


REFERENCE 


REFERENCE 


REFERENCE 


REFERENCE 


REFERENCE 


REFERENCE 


REFERENCE 


352 
122 
44 


74 
152 
312 
450 
434 
342 
100 
224 


56 
424 
508 
184 


224 
244 
260 


100 
332 
36 


340 


28 


20 


80 


122 


60 


164 


6.75 


-fh 


.00 
.00 
.58 
.20 
.98 
.39 
11.40 
21.95 


6.38 
.22 
.6) 
. 98 


.12 
72 
.80 


rele) 
.16 
4.68 


44.20 


mele! 


00 


15.86 


21.32 
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ORDER E FUNC - NG GF SELLING * 
TITLE NG Vv TION PAGES PRICE 
DPS8 (GCOS) 
APPLICATIONS - INSURANCE 
APPLICATIONS-EDUCATIGN 
CASHFLOW MANAGEMENT SYSTEM USER GUIDE CX76-00 0 REFERENCE 164 21.32 
APPLICATIONS-STATE/LOCAL GOVERNMENT 
CASHFLOW MANAGEMENT SYSTEM USER GUIDE CX76-00 0O REFERENCE 164 21.32 
APPLICATIONS-FINANCIAL MANAGEMENT 
CASHFLOW MANAGEMENT SYSTEM USER GUIDE CX76-00 0 REFERENCE 164 21.32 
APPLICATICINS-MANAGEMENT SCIENCE 
DPS8 MATHEMATICAL PROGRAMMING SYSTEM MPS 3.4 DG10-01 1 REFERENCE 340 44.20 
LEVEI 68 (MULTICS) 
HARDWARE 
DPS/L68 DPS&8M MULTICS PROCESSOR MANUAL ADD1 AL39-O1B 1 REFERENCE 186 .00 
LARGE SYSTEMS MSU 0402/0451 MASS STOREGE UNIT OPERATION ADD C AT71-02B 2 REFERENCE 4 . 00 
SOF TWARE-OVERALL OPERATING SYSTEM RELEASE SUPPORTED 
L68 MULTICS PROGRAMMER MANUAL $3.0 ADD4 AG91-02D 2 REFERENCE 20 mele) 
L68 DPS8M MULTICS LIBRARY MAINTENANCE SYSTEM DESIGNERS NOTE AN80-O0OA REFERENCE ao .00 
L68S MULTICS SYSTEM PROGRAMMING TOGLS 9.0 AZO3-02 2 REFERENCE 382 37.44 
MULTICS TEXT EDITCR REFERENCE MANUAL 9.0 CP50-00 REFERENCE 172 19.61 
GENERAL 
DPS8 W/MULTICS GUIDE TO MULTICS MANUALS 9.1 AN50-04 4 REFERENCE 84 9.58 
SITE PREPARATIGN MANUALS 
L66/68 & DPS 8&8 SITE PLANNING TEMPLATE KIT C F297-00 90 EDUCATIGN ie) 89.76 
DPS 8 (MULTICS) 
GENERAL 
DPS8 W/MULTICS GUIDE TO MULTICS MANUALS 9.1 ANSO-O04 4 REFERENCE 84 9,58 
SITE PREPARATION MANUALS 
L66/68 & DPS 8&8 SITE PLANNING TEMPLATE KIT C F297-90 O EDUCATION ie) 89.76 
CP-6 
SOF TWARE-OVERALL GPERATING SYSTEM RELEASE SUPPORTED 
CP-6 DELTA REFERNCE MANUAL BO3 CE39-02 2 REFERENCE 128 13.70 
L66 CP-6 SYSTEM SUPPORT MANUAL BO3 C CE41-92 2 REFERENCE 744 58.03 
SOF TWARE-PROGRAM PREPARATION RELEASE SUPPORTED 
CP-6 PL-6 REFERNCE MANUAL BO2 C CE44-01 1 REFERENCE 336 25.54 
08/82 


08 AB81-13C _ 


NO OF 
PAGES 


SELLING x 
PRICE 


TERMINALS & COMMUNICATIONS 


HARDWARE 


VTS 7710 VIDEG TERMINAL SUBSYSTEM GPERATOR MANUAL 
VTS 7710 VIDEO TERMINAL SUBSYSTEM GPERATOR MANUAL 
VTS 7740 VIDEG TERMINAL SUBSYSTEM OPERATORS MNL 
PRU 7060/7061 PRU 7065/7066 PRINTERS HANDBOOK 


SOFTWARE-GVERALL SPERATING SYSTEM RELEASE SUPPORTED 


DNS TERMINAL GPERATOR GD ADD1 


2.4A 
DNS SYSTEM OPERATIONS ADD1 


2.4A 
MARKETING CATALOGS 


L6 & TERMINALS PUBLICATIONS CATALOG 
PRODUCT MANUALS 


VDF 7811 72-LINE VERT SCROLLING GPTION 71010526-200 


USER REFERENCE MANUALS 


VIP 7300 FAMILY DISPLAY TERMINAL 71010234-200 
VTS 7740 VIDEO TERMINAL SUBSYS USER REF 71017545~-100 


AIO/FIG TERMINALS 


HARDWARE 


FACTGRY MANAGEMENT SYSTEM SYSTEMS HANDBOOK ADDI 

PRU 7515 RECEIPT/JQGURNAL PRINTER OPERATION 

A/FIG& SETUP PROCEDURE PRU 706X & 707X 71017539-100 
PRJ 7060/7061 PRU 7065/7066 PRINTERS HANDBOOK 
FINANCIAL INDUSTRY CONTROL EQUIPMENT OPERATION 

VDU 7623 7626 ADMINISTRATIVE TERMINALS OPERATION 

PRU 7580 DDCUMENTA/PASSBOCK PRINTER OPERATION 

PRU 1018 ADMINISTRATIVE PRINTER OPERATICN 


SOF TWARE-PROGRAM PREPARATION 
V0S1510 VIDEO DISPLAY 


SYSTEM PROGRAMMER REF MNL. 7363.0 


APPLICATIGNS-FINANCIAL INDUSTRIES 


VDS 1525/1530 VIDEO DISPLAY SYSTEM PROGRAMMERS QUICK REF GD 
SR7400 CASH CONTROL SYSTEM USER GUIDE ADD1 


MARKETING CATALOGS 
L6 & TERMINALS PUBLICATIONS CATALOG 
SITE PREPARATION MANUALS 


$7400 CASH CONTROL SYSTEM SITE PREPARATION MANUAL 
DATA ENTRY 


SOFTWARE-DATA CONTROL RELEASE SUPPORTED 


DATA ENTRY/64 ADMINISTRATOR GUIDE 1.04 


09 


c 


CS51-01 
CS51-O1A 
CSS53-01 
CY34-00 


DM23-00A 
DM24-O00A 


cT50-02 


FW98-01 


CJ930-01 
cS$52-01 


CTS5-00A 
CW96-00 
CYO03-00 
CY34-00 
CY37-00 
CY39-00 
CY40-00 
CY41-00 


CS35-00 


CS30-00 
CTO6-O0A 


cT50-02 


CX29-00 


CcG84-01 


ore-- 


1 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 
REFERENCE 


REFERENCE 


REFERENCE 


REFERENCE 
REFERENCE 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


REFERENCE 


REFERENCE 
REFERENCE 


REFERENCE 


REFERENCE 


REFERENCE 


40 


32 


14 
30 
71 
68 
26 
30 
34 
56 


366 


64 
36 


40 


88 


128 


13,26 
.66 
17.78 


.00 
.90 


.00 


15. 
23. 


61 
32 


00 
90 
.79 
.84 
.38 
. 30 
.42 
.28 


NA QOODAGW 


27.82 


.90 


.90 


11.44 


32.25 


08/82 
AB81-13C 


R 
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6000 


SOFTWARE-GVERALL GPERATING SYSTEM 


PRODUCT SET P1 MAINTENANCE & ADMINISTRATIVE GUIDE DP26-00 0 REFERENCE 144 16.42 
SOF TWARE-DATA CONTROL RELEASE SUPPORTED 

66/6000 DPS& DATA DICTIONARY/DIRECTORY ADMIN GD 0D1.0 8DD1. DM10-00 QO REFERENCE 342 25.99 

66/6000 NPS8 DATA DICTIONARY/DIRECTORY DDi.O 8DD1.1 DN78-00 0 REFERENCE 100 11.40 
SOFTWARE - COMMUNI CATIONS RELEASE SUPPORTED 

L66 & DPSS HOST TO HOST FILE TRANSFER NT4 DNS2. 4A DN77-00 0 REFERENCE 60 6,84 


APPLICATIGNS-MANAGEMENT SCIENCE 
PMCS/66 SYSTEM HANDBOOK NETWORK + RESOURCE PROC ADD2 C DDS9-02B 2 REFERENCE 6 .00 


MISC. MARKETING PUBLICATIGNS 


LARGE SYSTEMS CUST@MER SUPPORT HANDBOOK CS8g-02 2 REFERENCE 28 3.64 
NO SPECIFIC PRODUCT LINE 
HARDWARE 
FACTORY MANAGEMENT SYSTEM SYSTEMS HANDBOOK ADD! CTSS-O0A O REFERENCE 14 .00 
MARKETING CATALOGS 
PUBLICATIONS PRICE CATALOG AB81-13 REFERENCE 156 .00 
SERVICES 
SOF TWARE-PROGRAM PREPARATION 
DATANETWORK TIME SHARING SYSTEM USER GUIDE ADD2 ARS4-02B 2 REFERENCE 26 .00 
SOF TWARE-DATA CONTROL 
DATANETWORK TIME SHARING SYSTEM USER GUIDE ADD2 ARS4-02B 2 REFERENCE 26 .00 
SOFTWARE -CIPERATIONS CONTROL 
DATANETWORK ACCESS QUICK REFERENCE GUIDE C CW70-0O1 1 REFERENCE 24 1.49 


APPLICATIO®NS-MANAGEMENT SCIENCE 


DATANETWORK MINI-HIMS USER GUIDE CY47-00 0 REFERENCE 128 14.59 


08/82 
10 AB81-13¢ 


Alphanumeric Price List 


PUBLICATIONS PRICE CATALOG 

L68 MULTICS PROGRAMMER MANUAL 9.0 ADD4 
DPS/L68 DPS8M MULTICS PROCESSOR MANUAL ADD1 
DPS8& W/MULTICS GUIDE TO MULTICS MANUALS 9.1 


L68 DPS8M MULTICS LIBRARY MAINTENANCE SYSTEM DESIGNERS NOTE 


DPS? LS64 JOB CONTROL LANGUAGE USER GUIDE ADD1 0500 
DPS7 L64 DATA MANAGEMENT UTILITIES 0500 

DPS? & L64 UNIT RECORD DEVICES USER GUIDE 0500 ADD 1 
DPS? L64 FORTRAN LANGUAGE REFERENCE MNL OS0O ADD1 
DPS7 L64 FORTRAN USER GD ADD2 0500 

DPS7 L64 MATHEMATICAL LIBRARY O5S00 

DPS7 L64 RPG LANGUAGE REFERENCE MNL ADD10500 

DPS7 L64 UNIFIED FILE ACCESS SYSTEM USERGUIDE oO50C 
DPS7 L64 SORT/MERGE ADD1 

DPS7 L64 OPERATOR POCKET GUIDE 0500 

DPS? L64 FORTRAN LANGUAGE POCKET GUIDE 90500 
DATANETWORK TIME SHARING SYSTEM USER GUIDE ADD2 


LARGE SYSTEMS MSU 0402/0451 MASS STOREGE UNIT OPERATION ADD 


L68 MULTICS SYSTEM PROGRAMMING TOOLS 
DPS6 LS HASP WORKSTATION USER GUIDE HASP 3.1 
DPSG6 L6G PROGRAMMABLE FACILITY/3271 USER GUIDE 2.4 
DPS6 LS GCOS6 MOD200 GPERATGR GUIDE ADD 2.0 

DPS6 LG FILE TRANSMISSION FACILITY MOD200/0200 


9.0 


DPS6 LG6 L6/L66 FILE TRANSMISSION FACI! MOD200/0200 
CP-6 DELTA REFERNCE MANUAL SRBOS 

L66 CP-6 SYSTEM SUPPORT MANUAL SRBOS 

CP-6 PL-G REFERNCE MANUAL SRBO2 

L6é DATA ENTRY FACILITY-I1I USER GUIDE 

MAS REFERENCE MANUAL 2.0 

SASF SYSTEM BUILDING GAS 2.0 


DPS6 L6 MUN200 SOFTWARE & DOCUMENTATION DIRECTORY 
DATA ENTRY/64 ADMINISTRATOR GUIDE 1.04 

DPS7 L64 QUERY DRIVEN SYSTEM REFERENCE MANUAL 

VEP 7300 FAMILY DISPLAY TERMINAL 71010234-200 
COMPASS RETAIL PHARMACY SYSTEM ADMINISTRATOR GUIDE 
MULTICS TEXT EDITOR REFERENCE MANUAL 9.0 

DPS 6 SITE PREPARATIGN MANUAL 71010957-200 
IBS ACCGUNTS RECEIVABLE USER GUIDE 

IBS INVENTORY CONTROL USER GUIDE 

IBS SALES ORDER PROCESSING USER GUIDE 

IBS [NVENTORY CONTROL SYSTEM HANDBOGK 

DPS7 L64 DISKETTE & CARDLESS FACILITY USER GUIDE 0500 


DPS7 L64 SYSTEM BEHAVIOR REPORTER 0500 
DPS7 L64 REMOTE FACILITIES 0500 
DPS7 L64 [-O-S/II USER GUIDE Q500 


DPS6 OFFICE AUTO SYST 4 & 16 SITE PLAN 
IBS CUSTOMER PROCESS USER GUIDE 

IBS GENERAL SYSTEM PROCESS USER GUIDE 
DPSS L6 [BM DISTRIBUTED DATA PROCESSING SNA 1.0 

DPS6 L&E SNA ADMINISTRATOR GUIDE SNA 1.0 

DPS6 6 SNA INTERACTIVE TERMINAL FACILITY SNA 1TF 1.90 
LG DPSG6 SNA REMOTE JOB ENTRY FACILITY SNA 1.0 


71017006- 200 


VDS 152571530 VIDEO DISPLAY SYSTEM PROGRAMMERS QUICK REF 


VDS1510 VIDE DISPLAY SYSTEM PROGRAMMER REF MNL 7363.0 
VTS 7710 VIDEG TERMINAL SUBSYSTEM GPERATOR MANUAL 

VTS 7710 VIDEO TERMINAL SUBSYSTEM OPERATOR MANUAL 

VTS 7740 VIDEG TERMINAL SUBSYS USER REF 71017545-100 


O00 


C 


AB81-13 
AG91-02D 
AL39-01B 
ANS50-04 
AN&80-O0A 
AQ11-02A 
AQ20-05 
AQ53-O3A 
AQ65-01B 
AQ66 -02B 
AQG67-03 
AQ68-O1A 
AQ84-03 
AQS85-03A 
AQG2-03 
AQ94-02 
ARS4-02B 
AT71-02B 
AZO03-02 
CB41-03 
CB48-01 
CD49-02A 
CDS1-01 
CDS52-01 
CE39-02 
CE41-02 
CE44-01 
CG70-01 
CG73-92 
CG75-01 
CG81-01 
CG84-01 
CH73-01 
CJ90-01 
CP43-00 
CP50-00 
CP77-Q01 
CP79-00 
cP81-00 
CP82-00 
CP86-00 
cais-02 
ca28-01 
CQ35-02 
CQ46-00 
CR20-01 
CR35-00 
CR38-00 
CRS6-00 
CR57-00 
CRS58-00 
CRS59-00 
CS30-00 
CS35-00 
CS51-01 
CSS5S1-O1A 
C$52-01 


Off Se ]-]N-- NN KKH N-“WONNNNDOO-ON-WON hR- 
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REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENC 

REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


EDUCATIGN | 


REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 
REFERENCE 


NO OF SELLING x 


PAGES 


PRICE 


42, 


26, 


14, 
16, 
10, 

3. 
27. 
13. 


23. 
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VTS 7740 VIDEG TERMINAL SUBSYSTEM OPERATORS MNL 
IBS ACCOUNTS RECEIVABLE SYSTEM HANDBOOK 

IBS CUSTOMER PROCESS SYSTEM HANDBOOK 

IBS GENERAL SYSTEM PROCESS SYSTEM HANDBOOK 
LARGE SYSTEMS CUSTOMER SUPPORT HANDBOOK 

SR7400 CASH CONTROL SYSTEM USER GUIDE ADDI 

DPS 6 CENTRAL PROCESSOR GPERATIGON MANUAL 

L6 & TERMINALS PUBLICATIONS CATALOG 

FACTORY MANAGEMENT SYSTEM SYSTEMS HANDBOOK ADD1 
DPS? SITE PREPARATIGN MANUAL 

PRT/PRU 1004 LETTER QUALITY PRINTER OPERATION 
PRT/PRU 1004 LETTER QUALITY PRINTER OPERATION ADDI 


DPS6 L6 PROBE USER GUIDE SNA 1.0 
MAS/1 REFERENCE MANUAL GAS/1 1.0 
MAS/1 RECORDS PROCESSING OAS/1 1.0 


SFFICE AUTOMATION 35-CPS PRINTER HANDBOOK 

OPS6/CAN-8 EDUCATOR AUTCIMATED AUTHORING SYSTEM NEW USER GD 
DPS6/CAN-8 BASIC: TEACH/RUN STUDENT USER GUIDE 

DP3G“CAN-8 BASIC: TEACH/RUN STUDENT USER GUIDE ADDI 
DATAN..TWEIRK ACCESS QUICK REFERENCE GUIDE 

PRU 7515 RECEIPT/JOURNAL PRINTER OPERATION 

LARGE SYSTEMS PRUOS$01/1201 PRINTER OPERATION ADD1 
INFOWRITER SYSTEM AND SUPPLIES CATAL.OG 

37400 CASH CONTROL SYSTEM SITE PREPARATION MANUAL 

DPS6 L6 GCéS6 MOD200 PROGRAMMER POCKET GUIDE 

DPS6 !.6 DIU 9607/9608/9107 DISKETTE UNIT GPERATION 

DPS6 L& GCR/PE MAGNETIC TAPE UNIT OPERATION 

CASHFLOW MANAGEMENT SYSTEM USER GUIDE 

A/FIO SETUP PROCEDURE PRU 7O06X & 707X 71017539-100 
COMPASS ACCOUNTS RECEIVABLE SYSTEM USER GUIDE 

COMPASS NURSING HOME SYSTEM USER GUIDE 

DPS7 PRU 0615 BAND PRINTER GPERATION 

DPS7 MSU 0555 MASS STORAGE UNIT OPERATION 

PRU 7030/7061 PRU 7065/7066 PRINTERS HANDBOOK 

FINANCIAL [INDUSTRY CONTROL EQUIPMENT GPERATION 

VDU 7623 7626 ADMINISTRATIVE TERMINALS OPERATION 

PRU 7580 DDCUMENTA/PASSBOOK PRINTER OPERATION 

PRU 101& ADMINISTRATIVE PRINTER GPERATION 

DFS? SYSTEMS PRU 0906/1205 PRINTER OPERATION 

DPS6/L6 ACGUSTIC CABINET INSTALLATIGN 71017547-100 
DATANETWORK MINI-HIMS USER GUIDE 

OPS8 L66 HONEYWELL FINANCIAL CORPORATE PLNG SYST HANDBOOK 
OPS8 _66 HONEYWELL FINANCIAL COPORATE PLNG SYS NEW USER GD 
DPS8 L66 HONEYWELL FINANCIAL CORPORATE PLNG SYSTEM PRIMER 
PRU 7007 LETTER QUALITY PRINTER OPERATION 

DPS? SYSTEM OPERATOR MAINTENANCE GUIDE 

DPS? MTU O630 MAGNETIC TAPE UNIT OPERATION 

L66/DPS8 UTL2 UTILITY ROUTINE 4S3 OPS1.3 2000 
PMCS/66 SYSTEM HANDBOOK NETWORK + RESOURCE PROC ADD2 
DPS& MATHEMATICAL FROGRAMMING SYSTEM MPS 3.4 

L66 ACCOUNTS PAYABLE SYSTEM HANDBOOK ADD3 

BDPS8 GCOS8 6S UNIFIED FILE ACCESS SYSTEM SR2000 

DP38 GCOS8 OS SYSTEM GPERATOR MESSAGES $R2000 

DPS8 GCOS8 OS SYSTEM TABLES SR2000 

DP38 GCDS8& GS JOB CONTROL LANGUAGE ADD1 SR2000 

DP38 GCOS8 GPERATING SYSTEM STARTUP ADD1 SR2000 

OPS8 GCOS8 OS FILE MANAGEMENT SUPERVIS@RADD!I SR2000 
DPS& GCOS8 OS ACCOUNTING SR 2000 

OP58 GCOS8 GS TIME SHARING SYSTEM REFERENCE MANUAL ADD1 
DPS& GCOS8 OS SYSTEM GUTPUT USER GUIDE sR2o000 

OPS& OM-IV UTILITY ROUTINES 80B6.1 

DPS8 GCOS8 OS COBOL-74/UFAS DEBUGGING TECHNIQUES SR2000 
DPS8 DM-IV TRANSACTION FROCESSOR REF MNL8TA3.0 

DPS8 OM-1V TRANSACTION PROCESSOR SITE MANUAL 8TA3.0 
DPS8 GCOS& OS SERVICE RQUTINES 2000 

HMS MATERIAL REQUIREMENTS PLANNING MODULE SYSTEM HNDBK 
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TITLE NG TION PAGES PRICE 
DPS6/CAN-8 INSTRUC SYSTEM IMPLEMENTATION ADMINISTRATOR GD C DNS4-00A ce) REFERENCE 8 .00 
DFSG/CAN-8 BASIC: TEACH/RUN INSTRUCTOR USER GUIDE DN67-00 i¢) REFERENCE 76 9.88 
DPS6/CAN-8 TEST ITEM DATA BANK SYSTEM HANDBOOK DN68-00 1¢) REFERENCE 72 9.36 
DPS6/CAN-8 TEST ITEM DATA BANK SYSTEM HANDBOOK ADD1 C DN68-O0A 0 REFERENCE 8 .00 
DPS6/C\N8 EDUCATORS AUTOMATED AUTHORING SYSTEM HANDBOOK DN63$~-00 ie) REFERENCE 64 7.30 
DPS6/CAN-8 ENUCATORS AUTOMATED AUTHORING SYSTEM HANDBOOK C DN69-O0A ie) REFERENCE 6 00 
DP56/CAN-38 INSTRUCTIONAL SYST COURSE AUTHORING LANGUAGE DN70-00 1?) REFERENCE 100 13.00 
L66 & DPS& HOST T6 HOST FILE TRANSFER NT4 DNS2. 4A DN77-00 e) REFERENCE 60 6.84 
66/6099 DPS& DATA DICTIGNARY/DIRECTORY 001.0 8DD1.1 DN78-00 ie) REFERENCE 100 11.40 
PRODUCT SET P1 MAINTENANCE & ADMINISTRATIVE GUIDE DP26~-00 fe) REFERENCE 144 16.42 
L66 DM-IV I-D-S/I1I POCKET GUIDE DB6.0 DP27-00 ie) REFERENCE 72 4.46 
L6G/DPS8 COBGL-74 TIME SHARING SYSTEM CB4.2 8CB4.2 Cc DP34-00 0 REFERENCE 122 15.86 
DPSS GCOS8 OS FILE AND RECORD CONTROL. 2000 C DP96-00 @) REFERENCE 224 21.95 
DPS8 L356 GCOSS SCRT/MERGE USER GUIDE 2000 483 DPS/.3 Cc DP97-00 0) REFERENCE 44 5.02 
DPS7 L64 PREFORMS USER GUIDE 0500 DQ03-01 1 REFERENCE 236 30.68 
OPS7 QPERATOR STATIGN O500 Da09-00 1¢) REFERENCE 32 4.16 
DPS7 OPERATOR STATIGN ADDI 0500 C DQQS-00A 0 REFERENCE 12 .90 
VDF 7811 72-LINE VERT SCROLLING OPTIGN 71010526-200 FW98-O1 1 REFERENCE 32 2.55 
L6/DBPS6 DIM 9631/9103 DISKETTE ADAPTER 71010647-300 FX08-02 2 REFERENCE 74 8.14 
L66/68 & DPS 8 SITE PLANNING TEMPLATE KIT Cc FZ97-00 Oo EDUCATIGN fe) 89.76 
DPS 7 SITE PLANNING TEMPLATE KIT VF8&7-00 .@) REFERENCE 9) 49,02 
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